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PREFACE. 

In  the  following  pages  we  have  dealt  with  the  Analysis  of  Steel  Works 
Materials  on  such  lines  as  could  profitably  be  followed  in  a  large  and 
busy  Works  Laboratory.  The  processes  given  in  the  books  we  have 
seen  either 

(1)  are  too  long  and  laborious; 

(2)  require  too  delicate  manipulation  ; 

(3)  are  too  scanty  in  their  treatment  of  the  newer  materials  of 

steelmaking ;  or 

(4)  are  not  sufficiently  accurate. 

We  believe  that  the  special  standpoint  from  which  the  book  has 
been  written  makes  it  no  worse  a  text-book  for  technical  schools 
and  colleges. 

No  roan,  in  a  lifetime,  could  choose  the  best  from  the  continually  in- 
creasing number  of  ways  of  analysing  Steel  Works  Materials,  and  prove 
his  chosen  methods  at  every  point.  This  has  been  our  ideal,  though 
we  have  by  no  means  accomplished  it.  We  have,  however,  described 
'  no  method  that  has  not  been  personally  verified  and  practised  for  a 
considerable  time,  except  in  one  or  two  minor  (and  mentioned)  cases 
dealing  with  estimations  we  have  never  had  occasion  to  make :  and  which 
have  been  added  for  the  sake  of  completeness  merely.  In  many 
instances  we  have  imposed  the  still  severer  test  of  having  estimations 
made  by  persons  who  were  inexperienced  in  the  particular  process. 
And,  moreover,  in  writing  up  the  description  we  have  simultaneously 
worked  through  the  operation,  so  that  no  feature  might  be  overlooked 
which  was  needful  to  a  complete  appreciation  of  the  process;  most 
of  the  typical  analyses  given  were  obtained  in  this  way. 
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The  complexion  of  the  entire  book,  .  as  well  as  the  particular 
methods  described,  undoubtedly  somewhat  reflect  personal  prejudices. 
But  from  the  methods  of  which  we  had  experimental  knowledge  we 
have  always  chosen  the  one  made  up  of  the  simplest  operations,  and 
taking  least  time;  it  goes  without  saying  of  course  that  it  must 
needs  be  accurate.  There  is  certainly  no  ground  for  the  supposition 
that  the  accuracy  of  a  method  is  proportional  to  the  elaboration  of  the 
apparatus  and  the  number  of  operations  it  entails.  On  the  contrary, 
of  course,  separations  cannot  be  ignored,  though  they  may  be  minimized 
by  experience. 

Generally  the  value  of  a  process  increases  with  the  number  of 
elements  in  whose  presence  the  estimation  can  be  accurately  made. 
The  investigation,  from  this  standpoint,  of  every  method  regularly 
used  in  a  laboratory  is  rather  monotonous  work,  though  less  costly  and 
hardly  less  time-consuming  than  the  neglect  of  it.  One  knows  a 
method  well  only  by  knowing  its  limitations.  Those  limitations  once 
determined  serve  the  double  purpose  of  minimizing  the  danger  of  error 
and  of  eliminating  a  number  of  separations  which,  not  uncommonly, 
introduce  greater  errors  than  they  obviate. 

In  an  introduction  to  the  estimation  of  each  element  in  Part  I.  we 
have  discussed  or  at  least  mentioned  the  leading  methods  which  have  at 
any  time  been  practised.  This  it  seemed  well  to  do,  not  only  to  show 
that  there  are  many  ways  of  doing  the  same  thing,  but  also  to  suggest 
that  one  should  actually  know  more  than  one  way.  In  methods 
arranged  on  various  principles,  the  behaviour  of  elements  besides  the 
one  being  estimated  will  also  vary  ;  and  if  the  usual  operations  are 
interfered  with  by  an  unusual  element  a  process  may  frequently  be 
chosen  which  is  not  thus  interfered  with.  This  is  a  worthy  considera- 
tion where  large  numbers  of  elements  are  being  experimented  with. 
It  was  not  intended  to  add  the  Bibliography  as  an  Appendix  when 
these  Preliminary  Summaries  were  written. 

One  hears  complaints  that  **the  knotty  points  met  with  in  one's 
business  are  most  skilfully  avoided  in  treatises  and  text-books."  We 
should  esteem  it  a  favour  to  have  any  such  omission  on  our  part 
pointed   out;  moreover,   we  should  be  pleased  to  learn,  from  those 
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having  very  special  knowledge,  how  any  Section  might  be  made  more 
useful  to  those  for  whom  the  book  is  intended. 

Most  of  the  illustrations  accompanying  Part  XL  were  prepared  from 
specimens  belonging  to  the  Metallurgical  Department  of  the  Sheffield 
University  College,  and  we  desire  to  express  our  gratitude  to 
Prof.  J.  0.  Arnold  for  permission  to  make  use  of  these  specimens  and 
of  many  of  his  published  micrographs.  The  section  on  Pyrometry  was 
specially  written  for  this  work  by  Mr.  A.  M 'William,  A.R.S.M.,  to 
whom  also  our  warmest  thanks  are  due. 

In  speaking  of  work  done,  mention  has  occasionally  been  made  of  the 
doers  of  it,  but  in  connecting  names  and  processes,  we  have  no 
intention  of  suggesting  respective  merit  or  priority. 

H.  B. 
R  I. 
Bower  Road,  Sheffield. 
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PART   I.      THE  ANALYSIS  OF   STEEL. 


CARBON. 

PRELIMINARY  SUMMARY. 

Carbon  is  estimated  in  steel  more  frequently  than  any  other  element. 
Although  its  amount  is  often  many  times  less  than  that  of  the  other 
constituents  with  which  the  preponderating  iron  is  associated,  carbon 
is  generally  regarded  as  the  sine  qua  non  of  the  complex  metallic 
substance  called  steel.  Whether  the  manufacturer  imagines  it  to  im- 
part the  characters  of  steel  to  iron  either  by  forming  definite  chemical 
compounds  of  iron  and  carbon,  or  by  favouring  the  formation  of  allo- 
tropic  modifications  of  soft  iron,  or  whether,  as  is  perhaps  more  usual, 
he  entertains  no  definite  opinion  at  all  concerning  its  function,  carbon 
undoubtedly  occupies  a  pre-eminent  position  in  his  mind. 

It  has  not  always  enjoyed  this  pride  of  place.  For  many  years  the 
claims  of  nitrogen  as  the  steelifying  element  were  ably  supported, 
although  such  views  are  now  generally  discredited.  That  nitrogen  has 
not,  however,  been  entirely  dispelled  from  the  minds  of  metallurgists 
in  this  connection  is  evident  from  such  occasional  confessions  as  the 
following : — "  I  am  inclined  to  think  that  nitrogen  is  a  powerful  agent 
in  the  conversion  of  iron  into  steel."    (Roberts- Austen.) 

According  to  Roberts-Austen  {Introduction  to  the  Study  of  Metallurgy), 

the  fact  that  the  difference  between  wrought  iron  and  steel  depends 

on  the  presence  or  absence  of  a  small  quantity  of  carbon  was  discovered 

by  Bergman  in   1781.     This  view  of  the  matter  failed  to  command 

immediate  favour  either  with  Bergman's  contemporaries  or  with  the 

workers  of  many  subsequent  generations ;  Bergman  himself  associated 

carbon  with  phlogiston,  and  made  use  of  its  extraordinary  influence  on 

the  properties  of  iron  to  support  a  chemical  theory  already  destined  to 

demolition  by  the  discovery  of  oxygen. 

A 
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Direct  Combustion.  —The  most  obvious  method  of  estimating  carbon 
in  steel  is  to  bum  the  metal  and  collect  the  carbon  dioxide.  To 
accomplish  this  effectually  necessitates  a  high  temperature  and  a  fine 
state  of  division  of  the  metal.  When  one  meets  with  the  oft-repeated 
statement  that  such  direct  combustions  yield  low  results,  it  is  certain 
that  one  or  both  of  these  fundamental  conditions  have  been  violated. 

Although  the  possibility  of  completely  burning  iron  in  a  stream  of 
oxygen  is  beyond  doubt,  the  practicability  of  the  process  may  be 
questioned.  In  order  to  assist  the  oxidation,  the  metallic  borings  have 
been  mixed  with  various  reagents  including  pumice,  potassium  chlorate, 
potassium  chromate,  lead  chromate,  hydrogen  potassium  sulphate, 
metallic  lead,  metallic  copper,  litharge,  lead  peroxide,  red  lead,  bismuth 
trioxide,  cupric  oxide,  phosphor-copper,  zinc  oxide,  and  alumina. 
With  one  or  other  of  these  reagents  it  is  possible  to  make  a  direct 
combustion  of  the  most  refractory  alloj^  obtainable. 

Many  attempts  have  been  made  to  decompose  the  iron  with 
acids,  so  that  the  liberated  hydrocarbons  might  be  burned  to  carbon 
dioxide,  the  volume  of  which  could  then  be  measured.  When  account 
had  been  taken  of  the  residual  carbon  in  the  acid  solution,  these 
methods  yielded  low  results  owing  to  the  formation  of  liquid  hydro- 
carbons which  escape  estimation. 

By  adding  chromic  acid  along  with  the  sulphuric,  the  formation  of 
liquid  hydrocarbons  and  a  carbonaceous  residue  is  prevented,  and  the 
evolved  gases,  after  drying,  may  be  passed  directly  into  the  absorbing 
media.  With  some  modifications  this  process  is  eminently  practical 
and  very  convenient  when  a  large  number  of  samples  which  cannot 
be  reliably  submitted  to  the  colour  test  has  to  be  daily  disposed  of. 
The  modifications  relate  to  the  complete  conversion  of  the  carbon  into 
the  dioxide.  Using  sulphuric  and  chromic  acids  only,  some  hydix)- 
carbons  are  evolved  and  pass  unabsorbed  through  the  potash,  if  they 
have  not  been  previously  retained  by  the  sulphuric  acid  used  for 
dessication.  These  hydrocarbons,  together  with  any  trace  of  carbon 
monoxide  may  be  burned  to  the  dioxide  by  passing  over  heated  copper 
oxide  or  platinized  asbestos.  It  has  been  observed,  however,  that  the 
hydrocarbons  are  generated  principally  at  the  beginning  of  the  action, 
and  that  if  copper  sulphate^  is  added  along  with  the  mixture  of  acids, 

^Ledebur  {Ltitfadtn  fur  EiMenhUtUn-LaborcUorien,  5th  ed.,  p.  67),  who  passes 
the  evolved  gases  through  a  heated  tube  before  absorption,  says  :  **  I  have  found 
by  numerous  comparative  tests  that  the  addition  of  copper  sulphate  is  not  only 
unnecessary,  but  really,  particularly  with  graphitic  irons,  leads  to  the  attainment 
of  high  results,  probably  in  consequence  of  the  formation  of  sulphurous  acid." 
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the  steel  is  protected  by  the  deposited  copper  until  a  high  temperature 
18  reached,  and  thus  the  formation  of  hydrocarbons  is  minimized. 
Metallic  mercury  and  phosphoric  acid  have  also  been  used  for  the 
same  purpose. 

Liberation  of  the  Carbon. — Those  processes  in  which  the  carbon  is 
liberated  from  the  iron  and  then  estimated  are  amongst  the  most  accurate 
and  reliable.  By  making  a  rod  of  the  steel  the  anode  of  a  dilute  acid 
cell  the  iron  dissolves,  leaving  the  carbon  in  siiii.  This  is  the  process 
of  Binks  and  Weyl,  and  is  more  useful  for  specific  research  purposes 
than  for  daily  use  in  a  works'  laboratory.  The  chief  drawback,  apart 
from  considerations  of  time  and  convenience,  is  that  some  carbon 
escapes  in  the  gaseous  form.  Blount  corrects  this  error  by  placing  the 
borings  in  a  copper  solution  on  a  platinum  plate,  over  which  a  copper 
plate  is  suspended,  so  that  copper  is  removed  from  the  borings  on 
passing  the  current  nearly  as  quickly  as  it  is  deposited  on  the  copper 
plate. 

The  iron  may  be  volatilized  as  chloride  by  passing  over  the  borings  a 
stream  of  chlorine  gas.  This  process  is  often  used  for  refractory  alloys 
like  ferro-chrome.  The  chlorine  must  be  dry  and  free  from  oxygen, 
and  is  therefore  sometimes  passed  over  heated  charcoal  before  reaching 
the  steel. 

The  most  extensively  practised  method  of  liberating  the  carbon  is  to 
dissolve  out  the  iron  by  solutions  of  reducible  metallic  salts.  Copper 
salts  are  generally  used,  and  in  order  to  avoid  the  precipitation  of 
insoluble  cuprous  salts  they  are  mixed  in  molecular  proportions  with 
the  chlorides  of  potassium,  sodium,  and  ammonium,  or  else  strongly 
acidified  with  hydrochloric  acid.  Ammonium  chloride  is  liable  to  con- 
tamination by  pyridine  hydrochloride,  whilst  large  excesses  of  hydro- 
chloric acid  would  cause  escape  of  hydrocarbons.  The  former  would 
yield  a  positive  and  the  latter  a  negative  error. 

Acid  solutions  of  the  double  copper  salt  give  higher  results  than 
neutral  solutions.  This  may  be  due  to  the  slight  solubility  of  the 
carbonaceous  residue  in  such  neutral  solutions,  or  to  the  evolution  of 
hydrocarbons :  tungsten  steels  especially  sufier  loss  of  carbon  in  this 
way.     (Foester.) 

The  samples  are  usually  dissolved  in  cold  solutions,  but  Carnot  states 
that  in  an  atmosphere  of  carbon  dioxide  a  temperature  of  90°  C.  is 
permissible.  With  acidified  cupro-potassium  chloride  there  is  a  loss  at 
temperatures  exceeding  70'  C. 

The  use  of  ferric  chloride  for  dissolving  the  sample  results  in  evolution 
of  hydrocarbons ;  it  may,  however,  be  used  for  dissolving  the  precipitated 
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copper  when  the  iron  has  been  decomposed  by  the  ordinary  copper 
solutions. 

The  following  methods  of  liberating  the  carbon  have  also  been  used : — 
decomposition  of  the  sample  in  mercuric  chloride  (Boussingault),  in 
fused  silver  salts  (Berzelius),  in  iodine  or  iodine  dissolved  in  ferric  iodide 
(Eggertz),  in  a  mixture  of  hydrochloric  acid  and  bromine  (Brand),  in 
moist  atmospheric  air  (Berthier),  in  a  current  of  hydrochloric  acid  gas 
(Deville).     Many  of  these  processes  are  of  historical  interest  only. 

Much  time  may  be  lost  in  the  liberation  of  the  carbon.  As  long  a 
period  as  ten  days  was  found  necessary  to  effect  solution  by  some  of  the 
older  methods.  As  a  matter  of  fact,  steel  borings  will  dissolve  in  an 
acid  solution  of  the  double  copper  salts  in  from  five  to  fifteen  minutes, 
if  shaken  in  a  stoppered  flask,  and  machines  driven  by  small  motors 
have  been  arranged  to  effect  the  shaking.  An  arrangement  is  described 
on  page  1 3  for  effecting  the  simultaneous  decomposition  of  a  number  of 
samples  when  a  few  hours'  delay  is  of  no  serious  consequence. 

Estimation  of  the  liberated  Carbon. — The  liberated  carbon  may  be 
estimated  in  a  variety  of  ways.  A  simple  but  not  precise  method 
consists  in  drying  the  residue  on  a  tared  paper  or  in  a  Gooch  crucible, 
the  carbon  contents  being  calculated  from  the  loss  of  weight  on  ignition. 
Apart  from  the  obvious  interference  of  elements  such  as  tungsten  and 
chromium,  which  remain  wholly  with  the  carbonaceous  residue,  the  per- 
centage of  carbon  in  the  residue  varies  from  65  to  71  per  cent.,  accord- 
ing to  the  nature  of  the  sample.  In  some  earlier  processes  the  totiil 
loss  on  ignition  seems  to  have  been  calculated  as  actual  carbon.  The 
residue  is,  however,  really  hydrated,  and  approximates  in  composition 
to  the  formula  CjoHgOg.  It  can  be  easily  nitrated,  producing  the 
coloured  compound  upon  the  formation  of  which  the  estimation  of 
carbon  by  the  Eggertz  colour  test  depends. 

The  dry  combtistion  of  the  residue  is  regarded  as  the  most  accui-ate 
means  of  estimating  the  liberated  carbon.  The  drying  of  the  residue 
calls  for  a  little  notice.  Baker  has  shown  that  carbon  containing  moist 
oxygen  gives  rise  to  carbon  dioxide  when  dried  at  100"  C,  and  Carnot, 
we  believe,  burns  the  residue  whilst  still  moist,  So  as  to  avoid  any  erroi- 
through  this  cause. 

The  residue  is  sometimes  mixed  with  copper  oxide  or  lead  chromate 
before  igniting,  but  it  is  more  convenient  and  quite  as  accurate  to  burn 
it  alone.  In  order  to  avoid  loss  during  the  transfer  from  filter  to 
ignition  tube,  various  kinds  of  filtering  tubes  and  wide-stemmed  funnels, 
down  which  the  residue  could  be  bodily  pushed,  have  been  suggested. 
For  the  same  reason  the  filtration  and  ignition  can  be  made  in  the  same 
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tube,  and  where  only  occasional  combustions  have  to  be  performed 
there  may  be  some  advantage  in  such  a  procedure. 

Where  a  regular  series  of  combustions  has  to  be  made,  we  believe 
that  a  porcelain  combustion  tube  is  superior  to  one  made  of  any  other 
material.  Some  chemists  prefer  glass,  and  iron  tubes  closed  with  brass 
caps  and  leaden  washers  have  been  recommended.  With  suitable 
packing  and  appendages  for  retaining  moisture,  sulphur  dioxide,  hydro 
chloric  acid,  etc.,  any  one  piece  of  apparatus  will  give  as  good  results  as 
any  other.  The  choice  of  tube,  like  that  of  the  furnace  itself,  is  chiefly 
a  question  of  convenience  and  expense. 

In  all  combustion  methods  the  carbon  may  be  calculated  by  measuring 
the  carbon  dioxide,  or  by  absorbing  and  weighing  it.  Potassium  hydrate 
solution,  potash-pumice,  and  soda  lime  are  the  chief  absorbents,  but 
baryta,  with  weighing  of  the  precipitated  carbonate  or  its  equivalent 
amount  of  sulphate,  or  titration  of  the  excess  of  baryta,  has  also  been 
used  with  success. 

Phillips  used  potassium  hydrate  dissolved  in  glycerine.  The  potassium 
hydrate  should  be  free  from  nitrite,  the  presence  of  which  would  lead  to 
absorption  of  oxygen. 

The  wet  combustion  of  the  carbonaceous  residue  possesses  some 
advantage  over  the  dry  combustion,  as,  apart  from  the  matter  of  time 
occupied  in  drying,  a  much  simpler  form  of  apparatus  will  give  very 
approximate  results.  Moreover,  the  measurement  of  the  carbon  dioxide 
in  wet  combustion  entails  no  error  due  to  imperfect  oxidation,  because 
any  monoxide  formed  occupies  the  same  volume  as  though  it  were 
dioxide.  When,  however,  account  is  taken  of  small  amounts  of  hydro- 
carbons and  carbon  monoxide  by  passing  the  gases  over  the  heated 
copper  oxide  before  absorbing  the  carbon  dioxide,  the  process  becomes 
more  laborious  than  the  direct  wet  combustion,  which  needs  only  the 
same  precautions  to  yield  accurate  results. 

The  Eggertz  Colour  Process. — The  hoary  assertion  that  the  intensity 
of  the  colour  of  a  solution  of  steel  in  dilute  nitric  acid  is  proportional  to 
the  amount  of  carbon  in  the  steel  is  never  strictly  true  for  any  batch  of 
steels.^  The  following  facts  relating  to  the  colour  of  the  solution  show 
how  ineflficient  artificial  standards  must  be,  and  how  very  necessary 
it  is  to  have  a  standard  steel,  whose  history  and  composition  are  as 
nearly  identical  as  possible  with  those  of  the  sample. 

*  Ledebur  {Leit/aden  fur,  etc.)  says : — '^  The  test  depends  on  the  fact  that  the 
varbide  carbon  gives  a  colour  to  the  nitric  acid  solution  in  proportion  to  its 
amonnt,  and  that  the  proportion  of  carbide  carbon  to  the  total  carbon  is  the 
same  for  steels  which  have  been  cooled  or  heated  in  the  ordinary  manner." 
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1.  The  colour  is  darker  the  more  rapidly  the  sample  is  dissolved. 

2.  The  colour  is  bleached  by  daylight. 

3.  In  hardened  steel  there  exists  a  form  of  carbon  which  is  decom- 
posed by  nitric  acid  without  production  of  colour  at  all. 

4.  The  colour  is  destroyed  by  continued  heating,  with  evolution  o* 
carbon  dioxide. 

5.  The  colour  is  not  entirely  un-influenced  by  the  amount  of  silicon, 
of  phosphorus,  of  sulphur,  and  of  chromium. 

Stead's  modification  of  the  Eggertz  test,  in  which  an  excess  of  caustic 
soda  is  used  to  precipitate  the  iron,  and  carry  the  colour  into  the 
filtrate,  is  more  reliable  under  varying  conditions  than  the  original 
process.     The  colour  of  the  filtrate  is  compared  with  suitable  standards. 

Other  processes  depending  upon  observations  of  colour  or  turbidity 
are ; — Dupre's,  in  which  the  carbon  dioxide  from  the  burned  carbon  is 
I)assed  into  basic  lead  carbonate,  and  the  cloud  obtained  compared  with 
standard  turbidities ;  Clerc's,  in  which  the  carbon  dioxide  is  measured 
by  the  number  of  tubes  of  a  solution  of  an  alkaline  manganate  it  can 
convert  into  permanganate ;  and  Peiper's,  where  the  streaks  made  by 
the  samples  on  unglazed  porcelain  are  treated  with  cuprammonium 
chloride,  and  compared  with  streaks  made  by  standard  bars. 

Oraphite. — When  the  sample  is  dissolved  in  hydrochloric  or  sulphuric 
acid,  the  residue  must  be  washed  with  caustic  alkali  and  alcohol  or 
ether,  in  order  to  remove  silica,  and  carbonaceous  matter  other  than 
graphite.  Mixed  hydrofluoric  and  nitric  acids  have  also  been  used  to 
eliminate  silica.  When  the  silica  is  not  removed,  and  the  graphite  is 
determined  by  loss  on  ignition,  Tamm  divides  the  weight  of  the  residue 
after  ignition  by  0*94  to  allow  for  water  contained  in  the  silica.  The 
most  accurate  way,  according  to  Shimer,  is  to  dissolve  in  nitric  acid, 
and  thus  to  decompose  carbide  of  titanium,  which  is  not  attacked  either 
by  hydrochloric  or  sulphuric  acid. 
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Direct  Combustion:   in  the  Dry  Way. 

Mysteriously  high  results  are  frequently  the  consequence  of  dirt^ 
particularly  greasy  matter,  when  carbon  is  determined  by  combustion. 
Whenever  possible,  a  dirty  sample  should  be  incontinently  rejected. 
When  no  choice  is  offered  (a  rare  contingency)  visible  impurities  should 
be  picked  out,  and  oily  matter  then  removed  by  ignition  in  a  current  of 
nitrogen,  or  by  repeated  digestion  with  alcohol  or  ether. 
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The  practical  difficulties  of  the  direct  combustion  of  metals  in  oxygen 
have  been  already  indicated  in  the  summary  (page  2).  In  many 
cases,  however,  the  sample  is  submitted  in  a  powdered  form,  or  must  be 
reduced  to  such  a  condition  for  other  purposes,  and  in  such  cases  the 
question  of  temperature  need  only  be  considered.  With  such  an  arrange- 
ment of  the  furnace  as  is  depicted  in  Fig.  1,  there  is  no  difficulty  in 
obtaining  so  high  a  temperature  that  it  is  impossible,  or  nearly  so,  to 
distinguish  the  boat  when  looking  into  the  heated  tube. 


Fio.  X.  Fio.  2. 

The  porcelain  tube  is  wrapped  with  asbestos  millboard,  one  thirty - 
seeondth  of  an  inch  thick,  thoroughly  soaked  with  water.  This  dries  so 
firmly  on  the  porcelain  tube  that  no  other  fastening  is  required.  Such 
a  covering  effectually  prevents  the  cracking  of  the  tube  when  the 
burners  are  lighted  underneath.  The  asbestos  arches  are  made  from 
quarter-inch  millboard,  ten  and  a  half  inches  long  and  four  and  a  half 
inches  broad.  After  suitably  perforating  and  nicking  slightly  about 
an  inch  from  each  end,  the  well-wetted  asbestos  is  pressed  complet^l}- 
round  a  2-inch  bottle,  and  then  squeezed  on  to  the  bench  with  the 
nicked  edges  spread  out,  so  that  after  adjusting  on  the  furnace  the 
cover  may  have  the  shape  shown  in  Fig.  2. 

By  their  extreme  lightness  these  covers  are  well  adapted  for 
temporary  furnaces  of  frail  build.^  The  ends  and  bottom  of  the  cover 
are  also  closed  by  millboard  suitably  perforated  to  accommodate  the 
combustion  tube,  gas-jets,  and  air  supply  respectively.  A  second  and 
lar^r  asbestos  arch  may  be  used  over  the  first  to  concentrate  the  heat 
on  any  particular  part  of  the  tube.  The  incoming  air  or  oxygen  is 
purified  in  the  usual  way  with  caustic  potash  and  calcium  chloride,  and 
the  outgoing  carbon  dioxide,  etc.,  by  copper  oxide  and  lead  chromatc 
or  peroxide  (in  the  tube),  and  calcium  chloride  and  anhydrous  copper 
sulphate  pumice  in  the  (J  tube  (Fig.  1). 

^  Aflbestofl  arches  of  this  pattern  were  denigned  by  one  of  the  authors  in  1897, 
and  a  description  of  them  published  in  1898  by  his  friend  Jervis.   {C.X.  Ixxvii.  5. ) 
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The  aspirator  deserves  a  word.  In  order  to  keep  the  pressure  of  the 
oxygen  inside  the  tube  less  than  that  of  the  atmosphere,  and  thereby 
&cilitate  the  passage  of  air,  some  form  of  aspirator  is  necessary.  A 
bottle  merely  with  an  opening  at  the  bottom  is  objectionable,  inasmuch 

as  the  suction  exerted  is  constantly  de- 
creasing as  the  bottle  empties  itself.  The 
arrangement  shown  in  Fig.  3  is  not  open  to 
this  objection ;  there  is  a  constant  pressure, 
determined  by  the  column  of  water  BC, 
independent  of  the  water  level  inside  the 
bottle.  The  distance  BC  can  be  increased 
or  decreased  by  sliding  the  rubber  tubing 
up  or  down  the  glass  tube.  With  some 
means  for  carrying  away  waste  water,  and 
a  fixed  water  supply  to  fill  up  the  aspirator 
as  required,  this  arrangement  will  be  found 
to  be  eminently  satisfactory.  With  such  a 
furnace  as  the  one  just  described,  or  with 
any  other  capable  of  reaching  a  bright  red 
heat,  the  direct  combustion  in  a  current  of 
oxygen  can  be  made  of  the  following 
materials :  metallic  tungsten,  ferro-tungsten  containing  not  less  than 
thirty  per  cent,  of  tungsten  but  free  from  chromium,  ferro-silicon,  silico- 
spiegel,  metallic  molybdenum,  ferro-molybdenum,  rich  molybdenum- 
nickel,  ferro-vanadium,  and  ferro-titanium. 

Twenty  per  cent,  spiegels  give  slightly  low  results ;  ferro-manganesc 
gives  very  low  results  unless  mixed  with  previously  ignited  zinc  oxide, 
in  which  case  the  full  carbon  contents  are  yielded. 

The  materials  just  mentioned  are  completely  decarbonized  in  a  short 
time  ;  it  is  stated  that  metallic  chromium  alloys  can  also  be  decarbon- 
ized by  heating  for  about  thirty  hours.  Such  alloys  can  be  completely 
burnt  in  as  many  minutes  by  mixing  with  a  suitable  oxidizing  agent. 
Of  the  reagents  already  mentioned  (page  2),  copper  oxide,  lead 
chromate,  and  the  oxides  of  lead  have  been  most  extensively  used. 
Copper  oxide  requires  a  higher  temperature  than  lead  chromate,  and 
lead  chromate  a  higher  temperature  than  litharge  to  effect  com- 
plete oxidation  in  the  same  time.  For  the  first  two  reagents  there 
are  many  furnaces  in  use  which  do  not  yield  a  sufiiciently  high 
temperature;  but  none,  we  imagine,  that  are  incapable  of  effecting 
decomposition  when  litharge  is  used.  Litharge,  however,  is  open  to  the 
objection   that  it  takes  up  carbon  dioxide  from  the  air,  thus  neces- 
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sitating  a  blank  determination;  the  amount  of  the  blank,  moreover, 
is  by  no  means  constant.  Grood  samples  of  lead  peroxide  and  red  lead 
also  yield  a  blank  amounting  to  about  O'l  percent,  of  the  weight  of  the 
oxide  used,  but  this  amount  is  constant,  so  that  these  higher  oxides  are 
preferable  to  litharge.  Bismuth  trioxide  may  be  prepared  practically 
free  from  carbon  compounds  by  fusing  the  basic  nitrate;  it  does  not  absorb 
carbon  dioxide  from  the  air,  and  would  merit  constant  use  if  the  price 
were  not  prohibitive. 

The  powdered  alloy,  mixed  with  from  three  to  five  times  its  weight 
of  red  lead  by  shaking  in  a  weighing  bottle,  is  transferred  to  a  porcelain 
boat.  The  boat  is  placed  in  the  cool  combustion  tube  and  the  tem- 
perature gradually  raised  to  prevent  too  violent  a  decomposition.  Some 
metallie  lead  is  formed  during  the  oxidation  of  the  carbon,  and  oxygen 
is  absorbed  rapidly  in  the  subsequent  oxidation  to  litharge.^  The 
supply  of  oxygen  should  therefore  be  increased  at  this  stage.  When 
strongly  reducing  alloys  like  ferro-silicon,  Spiegel,  and  ferro-manganese 
are  combusted  with  these  easily  reducible  oxides,  the  lead  (or  copper) 
formed  runs  into  large  beads.  These  beads  are  not  only  not  readily 
re-oxidized,  but  they  may  occlude  some  undecomposed  material,  for 
which  reason  zinc  oxide  is  to  be  preferred  for  such  of  the  ferro- 
manganese  alloys  as  cannot  be  burned  alone  in  a  current  of  oxygen. 
Zinc  oxide  is  of  no  use  for  chromium  and  the  more  refractory  alloys. 

Where  for  any  reason  the  mixture  must  be  kept  in  the  furnace  for 
more  than  an  hour  a  coating  of  thin  wetted  asbestos  millboard  on  the 
outer  surface  of  the  boat  absorbs  such  of  the  melted  litharge  as  would 
creep  over  the  edge  and  mess  the  inside  of  the  tube.  The  covered  boat 
must  be  ignited  before  using. 

This  form  of  the  direct  combustion  in  the  dry  way  can  be  used  also 
for  every -day  samples  of  steel,  and  is  indeed  a  very  suitable  process  for 
those  works  where  the  frequent  occurrence  of  unusual  elements  and 
quite  unknown  steels  cause  the  results  of  the  colour  test  to  have  an 
uncertain  value,  and  where  at  the  same  time  the  results  are  required 
quickly. 

If  the  borings  are  coarse  and  heavy,  throw  them  on  to  a  sieve  having 
twenty  or  thirty  meshes  to  the  lineal  inch.  From  the  sieved  portion 
weigh  out  two  and  a  half  grams,  mix  by  shaking  in  a  small 
bottle  with  six  grams  of  red  lead,  transfer  to  a  boat,  and  at 
once  bum  in  a  current  of  oxygen  or  air.     After  the  tube  is  thoroughly 

^  Tlie  absorption  is  sometimes  so  energetic  that  when  glass  tubes  are  used  the 
hot  soft  glass  is  drawn  so  tightly  round  the  boat  as  to  render  any  further  passage 
of  oxygen  impossible. 
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hot,  twenty  minutes'  burning  and  the  passage  of  two  or  three  litres  of 
air  (or  oxygen)  through  the  tube  is  sufficient  to  decarbonize  any  kind  of 
steel,  Le,  if  the  furnace  is  a  hot  one,  as  we  have  previously  urged  it 
always  should  be  for  this  kind  of  work.  The  carbon  dioxide  is  absorbed 
as  may  be  preferred  in  caustic  potash  or  in  soda  lime,  and,  after  deduct- 
ing the  blank  due  to  the  reagent,  the  increased  weight  calculated  ta 
percentage  carbon.  With  high  carbon  steels  there  is  a  noticeable  evolu- 
tion of  gas  on  heating  the  boat,  but  it  is  always  comparatively  slight,  and 
is  no  reason  why  the  boats  should  not  be  changed  without  cooling  the 
tube. 

The  determination  in  this  way  is  simpler  than  the  mere  combustion 
of  the  liberated  carbon.  The  combustion  tube  need  contain  only  a  short 
heated  column  of  copper  oxide.  Lead  chromate  or  any  similar  body  to 
retain  sulphur  compounds  is  unnecessary,  and  so  also  is  copper  sulphate 
pumice,  or  any  other  device  for  retaining  chlorine  compounds.  In  this 
respect  the  direct  diy  is  simpler  than  the  direct  wet  combustion  to  be 
described  immediately. 

Unless  a  boat  is  perfectly  sound,  free  from  surface  cracks,  etc.,  it 
should  never  be  used ;  it  may  break  in  the  tube,  and  besides  being 
otherwise  objectionable  a  coating  of  fused  litharge  increases  the 
original  tendency  of  the  tube  to  crack  with  sudden  changes  of  tempera- 
ture. Immediately  the  boat  is  withdrawn  from  the  hot  tube  the 
mixture  is  so  soft  that  it  may  easily  be  cleaned  out. 

There  is  no  danger  that  the  sieved  portion  of  the  steel  may  contain 
more  or  less  than  its  due  portion  of  carbon. ^  The  following  series  of 
results  shows  that  the  sieved  and  unsieved  portions  contain  the  same 
percentage.  This  remark  applies  to  all  kinds  of  special  steels,  but  not, 
of  course,  to  steels  containing  gi*aphite  or  to  pig-irons. 

Percentage  Carbon'  in 


sieved  portion. 

Unsieved  portion. 

0-136 

0-120 

•447 

•447 

•758 

•754 

i^oeo 

1036 

1^243 

1*243 

2  286 

2^291 

The  combustion  may  be  made  on  five  grams  of  sievings  with  equally 

*  If  a  Bteel  wera  very  difficult  to  bore  the  abrasion  or  chipping  of  the  drill 
might  contaminate  the  sample  in  such  a  way  as  would  be  increased  by  sieving. 

Two  or  three  times  during  an  extended  use  of  this  method  the  results  have  been 
as  much  as  a  tenth  per  cent,  too  high.     At  present  no  explanation  can  be  given. 
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good  results,  but  it  is  then  desirable  to  pass  the  oxygen  or  air  for  about 
ui  hour  and  to  increase  the  red  lead  to  eight  or  ten  grams. 

This  form  of  the  direct  combustion  was  worked  out  in  1898  in  the 
labontory  of  Messrs.  Thomas  Firth  &  Sons  by  one  of  the  authors.  A 
paper  frnm  the  same  laboratory  by  R  Leffler  (C.N.  Izxxiv.)  gives  other 
interesting  particulars. 

Direct  Oornhnstioii :  in  tiie  Wet  Way. 
The  direct  wet  combustion  can  be  used  with  advantage  and  satisfac- 
tion for  making  daily  assays  of  large  numbers  of  samples  if  a  suitable 
form  of  apparatus  is  used.  We  saw  such  estimations  made  at  Messrs. 
Charles  Cammell  &  Co.'s  Grimeathorpe  Works,  and  we  are  indebted  to 
members  of  the  laboratory  staff  for  the  following  account  of  the  opera- 
tion and  the  photograph  that  illustrates  it,  Fig.  4. 


The  details  are  more  clearly  visible  in  the  drawing  of  a  single 
piece  of  apparatus.  Fig.  5.  The  Bunsen  pnmp  is  connected  under  the 
bench  with  a  large  bottle  which  acts  as  a  vacuum  reservoir. 

"The  tube  for  absorbing  the  carbon  dioxide  contains,  in  the  bulb, 
very  small  granules  of  freshly  heated  calcium  chloride.  The  stem 
contains  soda  lime  which  has  been  slightly  moistened  and  finely 
powdered.  The  effectiveness  of  the  tube  can  be  seen  at  any  time 
becanae  the  absorbed  carbon  dioxide  bleaches  the  soda  lime  and  leaves 
a  Aarf  Une  dividing  the  used  from  the  unused  material. 

"The  mixture  of  chromic  acid  and   copper  sulphate  is  made  by 
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dissolving  one   pound  of  each  in  boiling  water  and   making  up   to 
2700  cubic  centimetres. 


luUiiui  cHlduDi  chloride  In  the  hulb  and  | 
It  ts  Atted  with  >  wre*  clip  for  rogiilatlDK 

antalDi  itroDg  lulphuric  add. 

I  Au  orapty  bulb  who«e  obJKt  it  to  prarer 

ontnlna  dry  cmloium  chloride. 

I  4  sodA  How  tube  for  wal^hlnx  the  citrbo 


e  air  mpply. 

mj  Kpny  o(  ncid  gattlu^  to  E. 


"  For  each  estimation  1 70  c.c.  of  this  mixture  is  placed  in  the  flask 
«ilong  with  185  c.c.  strong  sulphuric  acid.  The  fla^k  is  then  placed 
ill  position  on  the  wire  gauge,  the  screw  clip  for  regulating  the  air 
closed,  and  the  pump  set  going;  all  joints  in  the  apparatus  being 
tight  a  flame  is  placed  under  the  flaak.  When  the  liquid  boils  and 
has  displaced  the  air  the  screw  clip  is  loosened  and  a  steady  current 
of  air  allowed  to  pass  for  half  an  hour,  then  the  light  is  turned  out 
and  the  pump  stopped. 

"The  steel  drillings  are  put  through  a  double  sieve,  a  fine  meshed 
one  ai  the  bottom  and  a  Loarse  one  above,  so  that  only  drillings  of 
About  one- twentieth  of  an  inch  cube  remain  between,  the  very  fine 
and  very  coarse  being  rejected.  By  this  means  the  steel  always 
takes  about  the  same  time  to  dissolve  i-f.  about  an  hour.  The  amount 
weighed  off  is  54544  grams,  so  that  the  weighed  carbon  dioxide 
only  requires  dividing  by  two  to  give  the  percentage  carbon. 
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''When  the  acid  has  cooled  for  about  fifteen  minutes,  the  flask  is 
removed,  the  weighed  soda  lime  tube  attached,  the  drillings  added 
and  the  flask  quickly  replaced.  The  liquid  is  then  started  boiling 
in  the  same  order  of  procedure  as  before,  the  air  being  allowed  to 
pass  a  little  while  after  the  steel  is  dissolved  before  detaching  the 
absorption  tube  for  re-weighing." 

We  asked  the  gentleman  who  designed  the  particular  form  of  flask 
shown  in  the  illustrations,  whether  he  thought  the  use  of  copper 
sulphate  was  necessary,  and  drew  his  attention  to  Ledebur's  statement 
(footnote,  p.  2).  He  said,  ''A  series  of  experiments  made  in  com- 
parison with  the  dry  combustion  method  of  the  separated  carbon 
con^^nced  me  that  the  results  were  not  too  high.     The  results  were : 


I. 

II. 

III. 

IV. 

V. 

VI. 

IHrect  wet  combostion, 

734 

•545 

•205 

•253 

•286 

•593 

•742 

•545 

•210 

•251 

•291 

•586 

Dry  combnstion  of  liberated  carbon,  - 

•706 

•539 

•221 

•258 

•294 

•597 

•735 

•532 

•224 

•247 

•291 

•570 

By  omitting  the  copper  sulphate  altogether  the  results  were  lower, 
but  at  the  same  time  they  were  erratic." 

Liberation  of  the  Carbon  and  Dry  Combustion. 

This  method  is  described  as  it  may  be  worked  for  the  estimation 
of  carbon  in  about  a  dozen  samples  per  day,  the  results  being  re- 
turned the  day  after  receipt  of  the  samples.  Place  the  weighed 
drilUngs  (5  grams)  along  with  a  saturated  solution  of  cuprammonium 
(sodium  or  potassium)  chloride  containing  5  per  cent,  of  free  hydro- 
chloric acid,  in  a  pattern  flask.  Attach  one  flask  to  another  as 
showni  in  Fig.  6.  The  first  flask  is  joined  to  a  WoulfF  bottle  con- 
taining some  mercury,  below  the  surface  of  which  the  long  narrow 
tube  just  dips  so  as  to  prevent  any  movement  of  liquid  from  one 
flask  to  another,  in  case  the  flow  of  water  should  either  cease  or  come 
too  quickly.  The  last  flask  is  joined  to  a  similar  bottle  containing  lead 
acetate  solution  through  which  the  air  is  aspirated.  The  flasks  depicted 
in  the  figiu^  were  designed  by  James  Taylor  in  1884.  They  possess  the 
advantages  of  being  easily  washed  during  filtration,  and  of  having  so 
small  a  base  that  the  borings  must  always  lie  near  the  incoming  air  cur- 
rent. The  number  of  separate  samples  which  may  be  dissolved  at  the 
same  time  is  determined  by  the  amount  of  pressure  produced  by  the 
flow  of  water,  and  this  should  be  sufficient  to  agitate  more  than  the 
accustomed  number,  so  that  each  day's  batch  may  be  all  dissolved 
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during  the  iiight.  On  th^  following  morning  complete  decomposition 
should  have  been  effected,  even  when  stout  wire  or  small  screws, 
from  which  borings  cannot  be  easily  got,  have  been  placed  in  the 
flasks.  After  loosening  the  stopper,  wash  the  longer  tube  first  with 
hydrochloric  acid  and  then  water,  to  remove  any  basic  ferric  salt  and 
to  detach  carbonaceous  particles. 


Fio.  6. 


A  filter  made  from  picked  half-inch  asbestos  fibres  which,  after 
<ligesting  with  hydrochloric  acid  and  washing,  have  been  ignited 
and  shaken  with  water  allows  the  solution,  but  not  a  trace  of 
the  residue,  to  pass  through  at  so  quick  a  rate,  particularly  if  the 
filter  is  prepared  by  means  of  hot  water,  that  two  or  three  samples 
occupy  one  operator's  time.  The  mode  of  transfer  from  filter  to 
boat  is  worthy  of  consideration.  Arrange  the  numbered  or  lettered 
boats  on  a  clean  porcelain  slab,  and  have  at  hand  some  dry  asbestos 
and  distilled  water  in  cover  glasses.  Suck  away  the  superfluous  water 
from  the  filter  by  means  of  a  small  aspirator  bottle,  hold  the  funnel 
in  the  left  hand,  and  with  the  point  of  a  slim  pair  of  forceps  turn 
up  the  edge  of  the  asbestos  filter,  fold  it  on  itself  and  place  it  open 
edge  downwards  in  the  boat,  and  remove  the  perforated  porcelain 
filter  plate.  Press  a  tuft  of  moistened  asbestos  held  in  the  forceps 
Against  the  throat  of  the  funnel,  and  as  the  funnel  is  revolved  by 
the  left  hand,  gently  draw  the  asbestos  towards  the  rim.  Hardly 
a  trace  of  carbon  can  be  seen  after  this,  but  in  order  to  make  certain 
of  having  collected  it  all,  it  is  advisable  to  repeat  the  last  operation, 
examining  the  rim  of  the  funnel  very  carefully  for  any  adherent 
particles.  In  about  an  hour  or  an  hour  and  a  half  the  twelve  samples 
should  have  been  filtered  and  transferred  to  the  drying  oven.  The 
drying  occupies  from  one  to  two  hours. 
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The  combustion  tube  at  a  red  heat  must  of  course  be  air  tight. 
It  is  safest  to  test  this  by  attaching  the  Geissler's  potash  bulbs  and 
alternately  stopping  and  starting  the  air  current.  The  boat  is  pushed 
into  the  red  hot  tube,  the  stopper  quickly  replaced,  and  the  aspirator 
joined  up.  One  and  a  half  to  three  litres  of  air  are  aspirated  at  a 
quick  rate  according  to  the  amount  of  carbon  dioxide  to  be  carried 
forward  and  the  amount  of  air  to  be  displaced  before  the  carbon 
dioxide  reaches  the  potash  bulbs.  The  only  piece  of  apparatus  we 
use  between  the  combustion  tube  and  the  potash  bulbs  is  a  U  tube 
containing  calcium  chloride  ^  in  each  leg,  and  anhydrous  copper 
sulphate  in  the  bend,  and  we  find  that  a  litre  and  a  half  of  air 
completely  carries  three  decigrams  of  carbon  dioxide  into  the  potash. 
After  twenty  to  thirty  minutes'  burning  the  combustion  is  completed  ; 
the  boat  may  then  be  removed  and  another  one  introduced  at  once.  With 
fresh  potash  and  a  well-packed  calcium  chloride  prolong,  the  com- 
bustion can  be  made  actually  in  half  the  time  mentioned  without 
any  danger  of  loss. 

The  state  of  desiccation  of  the  gases  as  they  pass  into  and  out  of  the 
potash  bulb  should  be  the  same.  A  blank  estimation,  omitting  the 
carbon,  should,  however,  occasionally  be  made,  and  any  increase  or 
decrease  in  the  weight  of  the  bulb  allowed  for  in  the  actual  estimation. 
This  source  of  error  is  sure  to  arise  in  an  erratic  manner  if  calcium 
chloride  is  used,  as  bought,  without  further  and  uniform  drying. 

Volumetric  Estimation  of  the  Liberated  Carbon. 

For  this  operation  the  samples  must  be  completely  dissolved :  on  wash- 
ing the  residue  with  hot  dilute  sulphuric  acid  the  filtrate  should  not 
decolourize  a  weak  solution  of  permanganate.  The  principle  of  the 
process  is  that  of  the  ordinary  wet  combustion  of  the  liberated  carbon 
with  chromic  and  sulphuric  acids,  the  only  difference  being  that  stand- 
ard solutions  of  chromic  acid  are  used  and  the  excess  determined,  instead 
of  measuring  the  carbon  dioxide  evolved.  The  oxidation  is  readily 
carried  out  in  small  beakers  arranged  in  a  constant  level  water  bath, 
as  shown  in  Fig.  7.  Powdered  potassium  bichromate  is  dissolved  in 
sulphuric  acid  diluted  with  its  own  volume  of  water.  A  four  decinormal 
solution  is  a  convenient  strength,  and  as  the  reaction  takes  place  accord- 
ing to  the  following  equation  : 

3C  -h  4Cr08  +  6H2SO4  =  3CO2  +  2Cr2(S04)3  +  6H.,0. 

^Calciom  chloride  tubes,  before  using,  should  be  subjected  to  a  current  of 
carbon  dioxide  and  then  a  large  volume  of  air.  This  treatment  carbonates 
ADv  lime  present  in  the  calcium  chloride. 
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Fio.  7. 


4N 

25  c.c.  of  the  y^  bichromate  oxidizes  one  per  cent,  of  carbon  when 

operating  on  three  gram  samples.     It  is  well  known  to  be  practicable 
with  decinormal  bichromate  solutions  to  titrate  to  one-tenth  of  a  cc, 
which  under  the  above  conditions  is  equivalent  to  about  0*001  per  cent. 
II  carbon,  so  .that  the  errors  of  manipu 

^"k.  .  lation  are  of  that  insignificant  kind 

^JZX^  so  desirable  in  technical  analyses. 

/  ^  During  the  oxidation  of  the  car- 

bon the  asbestos  entangles  liberated 
carbon  dioxide,  and  is  floated  to  the 
surface  of  the  liquid*.  This  necessi- 
tates occasional  stirring,  but  at  the 
same  time  it  gives  longer  contact 
with  the  oxidant,  and  thereby  pro- 
motes the  complete  oxidation  of 
any  carbon  monoxide  that  might  be 
genei-ated.  When  the  asbestos  lies 
quietly  in  the  solution,  and  a  gentle  stirring  causes  no  appearance  of 
bubbles,  the  reaction  is  at  an  end.  The  solution  may  then  be  diluted 
and  titrated  with  ferrous  sulphate  solution  and  the  bichromate  used  for 
the  oxidation.  Each  c.c.  of  bichromate  reduced  during  the  oxidation 
of  the  carbon  represents  0*0012  gram  of  carbon. 

The  rate  of  oxidation  depends  on  the  temperature  and  the  amount  of 
stirring.  In  a  calcium  chloride  bath  at  130'*C.,  and  with  constant 
stirring,  the  carbon  from  three  grams  of  a  1*25  per  cent,  carbon  steel 
may  be  oxidized  in  ten  minutes.  In  a  water  bath  at  100**  C.  the  time 
occupied  is  twice  as  much,  whilst  with  such  occasional  stirring  as  could 
be  given  to  a  batch  of  eight  or  ten  samples  in  a  water  bath  at  once,  an 
hour's  digestion  is  ample. 

Larger  amounts  of  carbon,  requiring  more  of  the  standard  bichromate 
solution  than  can  be  accommodated  in  the  small  beakers,  may  have 
powdered  bichromate,  free  from  organic  matter,  added  along  with  30  to 
50  c.c  of  the  acid  solution. 

Any  class  of  material  which  is  decomposed  by  the  double  copper  salt 
without  leaving  reducing  matter  in  the  residue  may  be  successfully 
assayed  for  carbon  by  this  process.  The  metallic  tungsten  from  tungsten 
steels  reduces  bichromate  solutions  at  an  appreciable  rate  only  when  the 
sulphuric  acid  is  dilute,  so  that  if  the  digestion  with  the  half  and  half 
sulphuric  acid  solution  of  the  bichromate  is  not  unduly  prolonged,  and 
the  titration  after  dilution  completed  rapidly,  the  results  are  only  a  few 
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hundredths  per  cent,  too  large.  The  oxidation  of  the  metallic  tungsten 
is  very  much  lessened  by  using  concentrated  sulphuric  acid  along  with 
powdered  bichromate,  but  in  such  a  solution  the  carbon  is  oxidized 
much  less  speedily.  The  process  is  not  applicable  to  chromium  steels, 
because  this  metal  is.  lefb  in  the  carbonaceous  residue  as  a  double 
carbide. 

The  graphitic  carbon  of  pig  irons  is  much  less  readily  oxidized  than 
combined  carbon,  using  the  half  and  half  sulphuric  acid  solution. 
Ninety  parts  of  sulphuric  acid,  with  ten  parts  of  water,  is  the  best 
strength  of  solution  to  use  for  graphite,  but  curiously  enough  the 
combined  carbon  is  as  badly  oxidized  by  the  stronger  acid  solution  as  * 
graphite  by  the  weaker.  This  fact  should  considerably  modify  the 
practice  of  using  as  strongly  acid  solution  as  possible  in  the  ordinary 
wet  combustion  of  the  residue,  and  we  consider  the  experimental  results 
upon  which  it  is  established  of  sufficient  interest  to  merit  publication. 

Amounts  of  combined  carbon  and  of  graphite,  liberated  from  steel 
and  pig  iron  respectively,  and  equivalent  in  each  case  to  1*18  per  cent, 
when  calculated  on  three  grams  of  the  metal,  were  digested  with  0*7 
grams  of  powdered  bichromate  and  30  c.c.  sulphuric  acid  solution  of  the 
strengths  specified  in  the  following  table.  The  digestions  were  made  at 
100**  C.  in  batches  of  four,  the  samples  being  stirred  continuously  in 
succession : 


Percentage  Oxidized  of 

Piarto  CoDcentFated 
Sulphuric  Add  in  100. 

Ck>inblned  Carbon. 

Graphite. 

Digested  80  mine. 

Digeeted  15  mina. 

Digested  80  mina. 

10 
20 
30 
40 
50 
60 
70 
80 
90 
100 

0-58 

0-77 
0-90 
1-05 
117 
1-19 
1-20 
1-10 
0-59 
0-35 

1-04 
1-12 
1-08 
0-81 

0-04 
0-09 
0-12 
0-17 
0-31 
0-47 
0-02 
0-78 
1-07 
1*00 

The  volume  of  sulphuric  acid  used  has  very  little  influence  on  the 
speed  of  the  oxidation,  so  long  as  there  is  sufficient  bulk  of  liquid  to 
pmnit  free  movement  of  the  carbonaceous  residue  and  the  filtering 
medium  on  which  it  was  collected. 

B 
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Of  importance  also  in  this  connection  is  the  following  table,  showing 
the  spontaneous  reduction  of  chromic  acid  by  sulphuric  acid  when  kept 
at  varying  temperatures  for  three  hours.  The  figures  show  the  per- 
centage of  chromic  acid  undecomposed  at  the  end  of  the  operation : 


Parts  Concentrated 

Temperature  of  Digestion. 

100"  for  16  hours. 

HjSO^  in  100. 

130" 

100-6 

100-1 
100-1 
98-6 
91-3 
88-7 
91-3 
94-8 

120° 

99-2 
98-2 
951 
95-8 

lie 

100' 

30 
40 
50 
60 
70 
80 
90 
100 

99-6 
99-0 
96-5 
96-8 

99-9 
99-6 
98-1 
98-2 

99-9 
99-0 
97-6 
88-7 
92-6 
97-6 

At  130' C,  in  a  bath  of  calcium  chloride,  the  residue  from  1*5  grams 
of  a  highly  graphitic  iron  was  completely  oxidized  by  the  weaker  acid 
solution  in  an  hour  and  a  half;  the  same  time  was  occupied  in  the  strong 
acid  at  100*  C,  whilst  at  130*  C.  the  time  required  was  less.  Both  of 
these  latter  procedures  introduce  a  positive  error  due  to  the  action 
already  mentioned,  and  exemplified  by  the  table  given  above.  This 
error  is  as  a  rule  less  than  that  due  to  imperfect  sampling  when  the 
drillings  are  weighed  from  a  packet  in  the  ordinary  way. 


The  Estimation  of  Oarbon  by  the  Eggertz  Oolour  Test. 

A  description  of  the  modus  operandi  of  this  test  is  not  contemplated 
here.  It  can  be  met  with  in  any  text  book  on  quantitative  analysis, 
and  the  method  is  familiar  to  all  chemists  acquainted  at  all  with  steel 
analysis. 

The  value  of  the  process  as  a  means  of  gauging  the  percentage  of  car- 
bon is  beyond  question,  so  also  is  its  value  as  a  method  for  the  estima- 
tion of  the  carbon  when  steel  is  being  produced  under  well-defined  and 
invariable  conditions.  To  rely  on  its  indications,  however,  with 
samples  of  unknown  origin  is  to  ignore  the  limitations  of  the  method, 
to  invite  confusion,  and  to  discount  the  value  of  analysis  in  the  mind  of 
the  steel  maker.  These  limitations,  as  determined  by  various 
observers,  and  concerning  which  there  is  a  general  concensus  of 
opinion,  are  set  forth  on  page  6.  When  the  estimation  of  carbon 
by  combustion  was  a  long  and   tedious  afiair,  some  such  means  of 
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correcting  results  (according  to  the  indications  of  the  condition  of 
the  carbon  afforded  by  the  dissolving  sample)  as  those  practised  by 
Parker  (Chem,  News,  xlii.  88)  were  perhaps  justifiable  when  used  by 
skilled  persons,  but  with  so  many  aids  now  to  hand  of  making  rapid 
combustions,  any  modification  of  the  colour  (or  any  other)  method,  in 
which  one  s  desires  might  warp  one's  judgment,  should  be  studiously 
avoided. 

The  colour  test  is  useful  at  the  furnace  for  making  rapid  tests  of 
bath  samples,  and  for  controlling  the  output  of  material  which  does  not 
vary,  or  varies  only  in  well-known  ways,  but  it  is  an  accurate  method 
of  estimating  carbon  only  under  ideal  conditions.  The  one  or  two 
decigrams  taken  for  the  test  are  as  nothing  to  the  total  weight  of 
material  they  are  intended  to  represent,  and  some  chemists  on  this 
account  favour  the  practice  of  dissolving  a  gram  or  two  of  sample 
and  of  standard,  aliquot  parts  of  the  solutions  being  then  compared. 
There  may  be  some  advantage  in  this  when  the  test  is  used  for 
such  heterogenous  material  as  cemented  bar,  but  obviously  from  the 
difficulty  of  obtaining  either  a  fair  sample  or  a  suitable  standard, 
the  assay  of  such  material  for  carbon  by  the  colour  test  is  fraught 
>nth  uncertainty. 

The  brown  flocks,  which  are  last  to  pass  into  solution  and  to  which  the 
colour  is  due,  are,  according  to  Donath,  identical  with  the  product 
obtained  on  nitrating  the  carbonaceous  residue  left  on  treating  steel 
with  a  solution  of  a  double  copper  salt.  They  have  the  composition 
^47^32(^^2)2^45  f  other  authorities,  however,  give  slightly  different 
figures.  The  oxidation  of  this  interesting  compound  can  be  observed 
by  adding  standard  permanganate  solution  to  separate  solutions  of  the 
same  steel  in  dilute  nitric  acid,  from  the  time  the  sample  is  dissolved 
imtil  all  the  flocks  have  passed  into  solution  or  further,  then  boiling 
and  titrating  the  excess  of  permanganate  with  ferrous  sulphate.  In 
this  way,  with  steels  of  the  same  kind,  results  can  be  obtained 
roughly  proportional  to  the  amount  of  carbon,  but  the  operation 
is  fraught  with  all  the  disadvantages  of  the  ordinary  colour  test, 
and  is  scarcely  worthy  of  mention  as  a  means  of  estimating  carbon 
in  steel. 

Stead's  modification  of  the  Eggertz  test,  the  results  of  which,  accord- 
ing to  its  author's  experiments  {Journal  of  the  Iron  and  Steel  Institute^ 
1883,  213,  and  Chem.  News,  xlvii.  285)  are  not  influenced  by  moderate 
excesses  of  heating,  of  nitric  acid,  or  of  sodium  hydrate,  is  particularly 
serviceable  for  low  carbon  steels,  as  the  colour  of  the  carbonaceous 
matter   in  the  alkaline  filtrate  is  more  than  twice  as  intense  as  that 
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which  it  imparts  to  the  acid  solution.  Moreover,  some  of  the  metals 
which  impart  a  colour  of  their  own  to  the  nitric  acid  solution 
(chromium,  nickel,  copper)  are  precipitated  by  the  soda  along  with  the 
iron.  Traces  of  chromium  sometimes  pass  into  solution  as  chromate 
when  solutions  of  a  chromium  salt  are  precipitated  with  strong 
alkalis. 

The  Estimation  of  Graphite. 

Carbon  is  occasionally  transformed  from  the  combined  to  the 
graphitic  state  during  the  mechanical  preparation  of  hard  steels  such 
as  file  steel  or  drill  steel,  but  graphite  has  most  frequently  to  be 
estimated  in  pig  irons. 

The  most  exact  and  least  troublesome  process  is  to  dissolve  the 
sample  in  nitric  acid,  s.g.  1*20,  digest  until  all  the  flocks  due  to 
combined  carbon  have  passed  into  solution,  filter,  and  burn  the  residue. 
Both  hydrochloric  and  sulphuric  acids  have  been  used  for  effecting 
decomposition,  but  apart  from  the  fact  that  any  titanium  carbide 
present  is  left  undecomposed,  neither  of  these  acids  eflfect  the  complete 
evolution  of  the  combined  carbon  as  hydrocarbons,  and  complicated 
washings  have  to  be  resorted  to.  In  this  connection,  a  few  remarks  on 
the  process  of  sampling,  which  adds  not  a  little  to  the  uncertainty  of 
graphite  determinations,  may  conveniently  find  a  place. 

The  importance  of  procuring  a  sample  thoroughly  representative  of 
the  material  under  assay  cannot  be  overrated.     Some  materials  are 
particularly  liable  to  yield  unfair  samples ;  converted  bar  irons,  for 
example,  which  decrease  in  carbon  towards  the  centre.   These  are  most 
accurately  sampled  for  the  chief  element  by  taking  a  small  hole  right 
through  the  bar  and  using  all  the  drillings.      Steel-faced  articles, 
such  as  wortles  or  draw  plates,  may  be  examined  satisfactorily  only 
by  taking  a  broad  thin  cut  from  the  steel  and  iron  faces  respectively, 
and   also   drilling   a   hole   right  through    the   thickness;    the   data 
obtained  from  the  three  samples  enable  one  to  calculate  the  depth 
of  the  steel  facing.     Pig  irons  should  not  be  drilled  at  the  centre 
of  a  fractured  surface,  but  from  the  curved  to  the  flat  side.     Shimer 
recommends  the  moistening  of  the  borings  with  alcohol,  so  as  to 
make  the  powdery  graphite  to  cohere  uniformly  with  the  borings. 
A  sample  is  then  removed  and  dried;     Good  results  may  be  obtained 
by  sieving  out  the  powder,  and  weighing  out  proportional  amounts 
of  the  fine  and  coarse  particles  on  the  same  principle  as  that   of 
allowing  for  "  metallics "  in  dry  assaying.      Errors  of  three  or  foixr 
tenths  per  cent,  in   the  estimation  of  graphite  can  easily  be  mado 
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when  the  sample  is  weighed  from  a  packet  of  drillings  in  the 
ordinary  way ;  these  errors  are  thrown  on  the  combined  carbon  when 
that  constituent  is  determined  by  difference.  As  an  extreme  case,  it  is 
even  possible  to  get  a  graphitic  percentage  greater  than  the  sum  of  the 
actual  graphitic  and  combined  carbon  percentages. 

Other  Varieties  of  Carbon. 

Ledebur  distinguishes  four  different  modifications  of  carbon,  viz. : — 
graphite,  temper  carbon,  carbide  carbon,  and  hardening  carbon.  The 
following  means  of  distinguishing  or  estimating  these  varieties  are  taken 
from  Ledebur's  Leiifaden  fur  EisenhuttenrLaboraiorien  and  his  paper 
in  the  JourtuU  of  the  Iron  and  Steel  Institute  for  1893.  See  also 
Juptner's  paper,  J.LS.L  1897,  i.  248. 

Graphite  and  Temper  Carbon, — When  iron  is  dissolved  in  acids  the 
tamper  carbon  behaves  exactly  like  graphite,  and  at  present  there  are 
no  means  of  separately  determining  the  two  modifications  when  they 
occur  together.  Temper  carbon  differs  from  graphite  by  its  amorphous 
condition,  and  still  more  in  that  when  the  iron  is  heated  under  oxidizing 
conditions — with  iron  ore,  for  instance — it  somewhat  rapidly  disappears, 
whilst  graphite  remains  unaffected  under  similar  treatment.  Temper 
carbon  is  formed  only  by  long  heating  of  high  carbon  steels  or 
white  irons. 

Carbide  Carbon  is  that  carbon  diffused  throughout  the  iron  as  FogC. 
Abel  isolated  it  in  the  first  instance  by  decomposing  the  steel  with  a 
mixture  of  bichromate  and  sulphuric  acid  ;  it  is  estimated  by  Ledebur 
(and  also  by  Miiller)  as  follows  : — Treat  from  one  to  three  grams  of  the 
finely  divided  material  with  from  30  to  90  c.c.  very  dilute  (1  to  10) 
sulphuric  acid  until  the  residue  yields  to  the  pressure  of  a  glass  rod. 
The  operation  is  performed  in  the  cold,  air  being  excluded  by  a  stream 
of  hydrogen  or  coal  gas ;  the  time  taken  may  vary  from  two  to  six 
days!  When  completely  decomposed  filter  on  to  asbestos,  and  bum  the 
residue  to  carbon  dioxide  in  the  usual  way.  The  result  represents  the 
carbide  carbon  and  the  graphitic  and  temper  carbon,  the  latter  being 
otherwise  determined  and  deducted. 

Hardening  Carbon  causes  the  evil-smelling  hydrocarbon  gas  which  is 
given  off  when  steel  is  treated  in  the  cold  with  hydrochloric  or  sulphuric 
acid.  Possibly  it  could  be  determined  by  passing  the  gas  in  a  stream 
of  hydrogen  over  heated  copper  oxide,  but  the  simpler  way  is  to  deduct 
the  other  three  forms  of  carbon  from  the  total  carbon,  and  thus  obtain 
the  hardening  carbon  by  difference. 
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The  following  table  shows  in  what  amounts  the  various  carbon  com- 
pounds occur  in  some  common  materials : 


MateriaL 


Oniphitlc 

and 
Temper 
Carbon. 


Deep  Grey  Pig. ,3*33 

Light        do., I  2-40 

White  Pig  Iron, I  16 

Spiegel  (11%  Mn), i  -00 

Chilled  Castings, ;  '19 

Tool  steel :  normal  cooling,                       -  |  '00 

Do.        hardened  in  water,                -  I  '00 

Do.        hardened  and  blue  tempered,  I  *00 

Basic  Bessemer, ;  *00 

Do.             hardened  in  water,        -  '  '00 


Carbide     Hardenini^  | 
Carbon,    j    Carbon.    , 


0*44 

•73 

1-88 

309 

2*43 

'81 

'38 

•67 

17 

•17 


000 
•17 
'54 

141 
•58 
•22 
•65 
•36 
•05 
•04 


Total 
Carbon. 


3  77 

3  30 
2  58 

4  50 
3-20 

i-a3 

I  03 

1  •OS 

•22 
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SILICON. 


PRELIMINARY  SUMMARY. 

The  methods  for  the  estimation  of  silicon  in  steel  depend  mainly 
on  the  use  of  various  acids  and  mixtures  of  acids.  The  follow- 
ing are  or  have  been  in  use :  hydrochloric,  hydrochloric  and 
bromine,  hydrochloric  and  sulphuric,  sulphuric,  sulphuric  and  aqua 
regia,  and  aqua  regia  alone.  The  decomposition  of  the  metal  with 
hydrochloric  acid  is  associated  with  the  earliest  methods  of  estimating 
silicon.  It  fell  into  disuse  for  a  time  on  account  of  the  suggested 
escape  of  silicuretted  hydrogen  during  the  dissolving ;  this  suggestion, 
it  has  been  shown,  has  no  foundation  in  fact. 

On  dissolving  iron  in  acids  the  amount  of  silicon  passing  into  solution 
is  least  when  hydrochloric,  and  most  when  nitric,  acid  is  used.  With 
nitric  acid  of  1'135  specific  gravity  all  the  silicon  passes  into  solution  ; 
on  the  other  hand,  so  little  passes  into  solution  when  strong  hydro- 
chloric acid  is  used  that  the  collection  of  the  silica  without  a  preliminary 
evaporation  to  dryness  has  been  suggested.  For  steels  and  iron  at  any 
rate  the  practice  appears  to  be  unsound.  A.  H.  Allen  has  pointed  out 
that  when  iron  is  dissolved  in  hydrochloric  or  sulphuric  acids  the  silicon 
is  liberated  as  leucon  and  not  as  silica,  and  as  leucon  is  soluble  in  water 
no  invariable  proportion  of  the  silicon  can  remain  undissolved. 
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The  addition  of  ammonium  chloride  is  said  to  quicken  the  evaporation 
of  hydrochloric  acid  or  aqua  regia  solutions,  and  to  prevent  the  silica 
being  contaminated  with  manganese.  The  complete  expulsion  of  nitric 
add,  and  the  addition  of  potassium  chloride  to  prevent  the  decomposition 
of  ferric  chloride  have  also  been  insisted  on ;  but  experience  has  shown 
that  these  are  details  of  little  or  no  importance. 

Those  methods  in  which  the  dissolved  sample  is  evaporated  with 
sulphuric  acid  are  often  spoken  of  as  Drown's,  or  modifications  of  iC 
although  the  use  of  mixed  acids  and  evaporation  to  sulphuric  anhydride 
finnes  was  described  some  years  before  Drown's  paper  appeared.  The 
improvements  effected  are  mainly  in  points  of  manipulation,  with  the 
main  object  of  increasing  the  speed ;  in  that  particular  they  have  a 
much  wider  application.  Langmuir  passes  a  strap  round  the  beaker, 
holds  the  free  ends  together  for  a  handle,  and  by  a  suitable  movement 
of  the  hand  keeps  the  liquid  in  constant  motion  over  a  naked  flame. 
Jones,  by  arranging  one  burner  underneath  the  basin  and  another  to 
impinge  on  the  surface  of  the  liquid,  completes  the  evaporation  in  five 
minutes.  It  is  claimed  to  be  advantageous  to  use  a  mixture  of  aqua 
regia  and  sulphuric  acid  rather  than  nitro-sulphuric  acid,  in  that  the 
dehydration  of  the  silica  is  more  perfect,  and  there  is  no  bumping  or 
spattering  of  the  boiling  solution. 

Some  discrepancies  noticed  in  the  analysis  of  the  same  material  have 
been  explained  by  the  obsen'ation  that  when  the  acid  solution  is  allowed 
to  stand,  after  the  dehydration,  a  portion  of  the  silica  is  redissolved. 
But  this  explanation  is  not  unanimously  accepted ;  there  certainly  are 
modes  of  working  the  nitro-sulphuric  process  which  are  subject  to  no 
such  error. 

The  methods  not  covered  by  the  above  classification  are:  (1)  Roasting 
the  finely  divided  sample  in  the  mufile  so  as  to  oxidize  silicon  to 
silica  followed  by  digestion  with  hydrochloric  acid  to  separate  iron,  etc. 
(2)  Fusion  with  acid  potassium  sulphate  followed  by  the  same  treat- 
ment; and  (3)  Volatilisation  of  the  iron  and  silicon  together  in  a 
stream  of  chlorine,  the  silicon  chloride  being  collected  in  water  and 
separated  in  the  usual  way.  By  this  last  process  any  slag  or  cinder 
present  remains  with  the  carbon  in  the  boat.  If  the  slag  is  ferriferous, 
however,  it  may  be  partially  decomposed  by  the  chlorine ;  in  such 
cases  the  sample  should  be  attacked  with  cuprosodic  chloride  or  with 
bromine  or  iodine,  and  the  amorphous  silica  accompanying  the  slag 
separated  by  digestion  with  aqueous  sodium  carbonate. 
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THE  ESTIMATION  OF  SILICON. 

4 

By  Evaporation  with  Nitro-snlpliiiiic  Acid. 

Dissolve  5  grams  of  the  metal  in  as  much  as  is  needed  of  the 
following  mixture : 

Nitric  acid, 208  c.c. 

Snlphuric  acid, 125  c.c. 

Water, 500  c.c. 

Set  the  beaker  at  once  in  the  centre  of  a  very  hot  plate,^  and  allow 
to  boil  briskly  to  dryness  with  the  cover  on.  Towards  the  end  there 
is  considerable  frothing,  and  then,  almost  simultaneously  throughout, 
the  mass  becomes  lemon-coloured  and  fumes  of  sulphuric  anhydride 
begin  to  rise.  At  once  add  warm  water  from  the  jet  of  the  wash 
bottle :  it  must  be  as  hot  as  possible  without  causing  too  violent  a 
reaction  with  the  sulphuric  acid,  and  it  should  be  added  at  this  stage 
so  as  to  prevent  the  cracking  of  the  beaker  as  the  dried  mass  cools. 
The  assay  may  be  allowed  to  stand  two  or  three  days  after  the 
water  is  added  without  fear  of  silica  being  redissolved,  but  it  is 
obviously  quicker  to  make  use  of  the  already  heated  solution  by  at 
once  adding  hydrochloric  acid,  boiling  until  only  silica  is  undissolved, 
filtering,  washing,  and  igniting  as  usual.  The  operation  from  end 
to  end  takes  about  an  hour. 

By  Evaporation  with  Hydrochloric  Acid. 

Where  only  one  fume  cupboard  is  available  for  all  classes  of  work 
including  gravimetric  estimation  of  sulphur  after  oxidizing  with  aqua 
regia,  it  is  well  to  minimize  the  evolution  of  sulphuric  fumes  by  using 
the  hydrochloric  acid  process.  The  following  is  the  mode  of  making 
the  estimation  as  used  at  the  Newburn  Steel  Works. 

Dissolve  5  grams  of  the  steel  in  35  c.c.  strong  hydrochloric  acid. 
When  dissolved  examine  the  solution  for  sand  or  slag ;  the  first  occurs 
in  pig  iron  as  a  result  of  careless  drilling,  the  second  through  small 
cavities  getting  filled  with  slag.  Evaporate  the  hydrochloric  acid  as 
quickly  as  convenient  until  the  mass  solidifies,  then  remove  to  a 
cooler  part  of  the  plate,  and  continue  heating  until  the  yellow  colour 
has  all  disappeared,  i.e.  until  the  mass  is  a  dirty  pink  but  not  a 
deep  reddish  brown.  When  cool  moisten  with  hydrochloric  acid, 
add  hot  water,  raise  to  boiling,  and  filter  at  once.     Wash  with  cold 

'  Plates  should  be  kept  clean  and  regalarly  black-leaded. 
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acidulated  water  and  weigh  after  ignition  as  usuaL  Mr.  Hogg  informs 
lis  that  this  process  gives  somewhat  higher  results  than  the  nitro- 
sulphuric  process,  especially  when  the  silicon  is  very  low. 

The  only  bodies  existing  in  commercial  steel  or  iron  which  can 
interfere  with  any  of  the  acid  processes  are,  tungsten,  chromium, 
titanium,  vanadium,  and  phosphides  of  iron.  These  all  may  be 
removed  by  fusion  with  acid  potassium  sulphate.  The  whiteness  of 
an  ignited  precipitate  is  not  positive  proof  of  its  purity :  with  hydro- 
chloric acid  evaporations  it  may  contain  titanic  oxide,  with  sulphuric 
evaporations  it  may  contain  phosphides  of  iron. 

When  crude  silica  is  evaporated  with  hydrofluoric  acid  it  is  im- 
portant to  remember  that  if  the  associated  impurity  is  alumina, 
titanic  oxide  or  lime,  sulphuric  acid  must  also  be  added,  in  order 
to  prevent  the  formation  of  volatile  fluorides  of  alumina  and  titanic 
oxide,  or  an  undecomposable  fluoride  of  calcium.  The  added  sulphuric 
acid  retains  these  oxides  as  sulphates  until  all  the  hydrofluoric  acid 
is  driven  off;  it  is  then  equally  important  to  remember  that  sulphuric 
acid  can  be  driven  off  completely  only  at  very  high  temperatures, 
i.e.  over  a  good  blast  lamp  and  preferably  assisted  by  the  addition 
of  ammonium  carbonate. 


HANOANESE. 

PRELIMINARY  SUMMARY. 

A  very  large  number  of  methods,  based  on  many  different  prin- 
ciples, has  been  proposed  for  the  estimation  of  manganese  in  steel 
either  with  or  without  a  previous  separation  of  the  iron.  Almost 
as  great  a  diversity  of  opinion  has  existed  also  concerning  their 
merits.  There  is  of  course  no  such  thing  as  a  best  method  even  in 
the  case  of  such  a  comparatively  invariable  material  as  steel ;  differ- 
ences of  opinion  often  obtain  because  ''  the  advocate  of  one  method 
makes  another  method  suffer  by  comparison,  more  by  reason  of  his 
own  want  of  skill  in  its  manipulation,  than  by  reason  of  any  great 
advantage  possessed  by  his  own." 

Separation  of  Iron  from  Manganese. — The  acetate  separation  of 
iron  and  manganese  is  probably  the  oldest^  the  most  frequently 
practised,  and  the  most  misunderstood  of  any  of  the  methods  in 
which  the  iron  is  the  element  precipitated.     This  misunderstanding 
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amounting  to  confusion,  is  accentuated  when  nickel  and  cobalt,  instead 
of  manganese,  are  to  be  separated  from  iron;  on  this  account  a 
description  of  the  principles  involved  will  be  found  in  connection 
with  the  estimation  of  these  allied  elements  (see  page  67).  It  will 
suffice  to  remark  here  that  a  re-precipitation  of  the  iron,  very  often 
recommended,  in  order  to  separate  small  quantities  of  manganese 
sup[K)8ed  to  have  been  precipitated  along  with  the  basic  ferric  acetate, 
is  merely  a  waste  of  time  and  material,  unless  such  excesses  of  acetate 
have  been  used  as  would  precipitate  many  times  the  amount  of  iron 
actually  present.  Succinates  and  formates  may  be  used  instead  of 
acetates;  the  former  are  said  to  completely  precipitate  alimiinium 
as  well  as  iron,  and  the  latter  to  give  a  precipitate  more  easily  washed 
than  that  produced  by  acetates.  The  neutralized  solution  of  the 
iron  and  manganese  may  also  be  precipitated  with  other  salts  of 
the  alkali  metals,  which  offer  possible  advantages  according  to  the 
process  to  be  used  subsequently  for  the  estimation  of  the  manganese 
in  the  filtrate.  The  chief  of  these  are  sulphates,  which  le^ve  the 
aluminium  partly  in  solution,  and  phosphates,  which  provide  a  filtrate 
very  serviceable  for  the  estimation  of  manganese  as  pyrophosphate. 
Chromates,  tungstates,  molybdates,  and  the  salts  of  several  organic 
acids  may  also  be  used  in  this  separation,  but  there  is  no  evidence 
to  prove  that  they  offer  any  special  advantage. 

The  iron  may  also  be  precipitated  with  just  as  much  sodium 
bicarbonate  as  is  necessary  to  coagulate  the  neutralized  solution,  or  by 
merely  boiling  the  solution,  after  it  has  been  so  carefully  neutralized 
that  on  standing  in  the  cold  it  loses  its  transparency  and  tends  to 
become  more  turbid.  Both  these  processes  need  very  skilful  handling, 
both  are  assisted  by  the  presence  of  ammonium  chloride,  and  both  are 
interfered  with  by  the  presence  of  aluminium.  The  coagulation  of  the 
neutralized  solution  with  an  emulsion  of  zinc  oxide,  in  connection  with 
the  permanganate  titration  of  the  manganese  (Volhard's  process),  is 
well  known  ;  the  oxides  of  lead  and  mercury  and  the  carbonates  of  lead 
and  barium  have  been  used  in  a  similar  capacity.  With  the  exception 
of  the  use  of  sulphuretted  hydrogen  to  precipitate  nickel,  cobalt,  copper, 
etc.,  along  with  the  iron  from  the  acetate  solution,  all  the  other  pro- 
cesses for  precipitating  the  iron  are  with  more  or  less  reason  little 
known  and  practised  less.  They  include :  precipitation  with  caustic 
alkali  in  the  presence  of  much  ammonium  chloride,  volatilization  of  the 
iron  in  a  cun*ent  of  chlorine,  precipitation,  from  ferrous  solutions,  of  the 
iron,  aluminium  and  chromium  with  sodium  nitrite,  and  precipitation 
from  acetic  solutions  with  nitroso-)8-naphthol. 
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The  chlorate  process  is  best  known  of  those  which  separate  iron  and 
man^nese  by  precipitating  the  latter.  The  precipitate  is  never  quite 
free  from  iron,  and,  therefore,  the  gravimetric  is  less  popular  than  the 
volumetric  estimation  of  the  precipitated  dioxide.  The  process  is 
known  in  England  and  America  as  the  Williams  or  Ford  and  Williams 
process ;  in  Germany  it  is  credited  to  Hampe  or  to  Beilstein  and  Jawain* 
These  latter  chemists  have  suggested  a  method  in  which  the  solution 
of  the  metals  is  poured  into  concentrated  potassium  cyanide  solution, 
and  the  manganese  precipitated  with  iodine  or  hydrogen  peroidde.  In 
Classen's  process  an  excess  of  neutral  potassium  oxalate  is  added,  and 
the  potassium  manganous  oxalate  decomposed  with  acetic  acid,  the 
iron  remaining  dissolved.  Manganese  has  also  been  precipitated  from 
alkaline  tartrate  solutions  by  potassium  ferricyanide.  We  have  not 
known  of  any  of  these  latter  processes  being  regularly  practised  in  a 
works'  laboratory. 

The  Estiination  of  the  lianganeae. — The  removal  of  the  iron  as 
basic  acetate  is  nearly  always  associated  with  the  precipitation  of 
the  manganese  from  the  filtrate  by  means  of  bromine,  with  final 
weighing  as  mangano-manganic  oxide.  The  early  steel  analysts  pre- 
cipitated the  manganese  with  bromine  only,  and  were  in  consequence 
compelled  to  wait  many  hours  for  a  complete  precipitation.  Even 
when  the  present^ay  practice  of  adding  ammonia  (after  the  saturation 
with  bromine)  was  adopted,  it  was  at  first  by  no  means  uncommon  to 
let  the  precipitate  await  filtration  for  a  very  long  time.  Bromine  with 
mercuric  oxide,  and  hydrogen  peroxide  with  ammonia,  have  also  been 
used  for  precipitating  the  manganese. 

Fixed  alkaline  salts,  according  to  Meinecke,  can  be  easily  washed 
from  the  precipitate  after  digestion  with  ammoniacal  ammonium 
chloride ;  this  latter  salt  must  then  be  washed  out  because  of  partial 
volatilization  of  the  oxide  of  manganese  in  its  preseuee.  This  injunc- 
tion is  most  important  in  connection  with  the  estimation  of  manganese 
in  spiegels,  etc.,  where  the  precipitate  is  very  large,  and  very  thorough 
washing  causes  it  to  pass  through  the  filter.  Eggertz  used  one  per 
cent,  hydrochloric  acid  and  Meinecke  very  dilute  nitric  acid  for 
washing. 

The  question  of  the  composition  of  the  ignited  precipitate  has  given 
rise  to  much  discussion.  This  arose  from  Pickering's  experiments,  in 
which  various  MnO.^  -  MnO  compounds  were  ignited  in  an  open 
platinum  vessel  over  a  bunsen  flame,  and  were  found  to  be  variously 
oxygenated.  Out  of  contact  with  reducing  gases,  a  condition  fulfilled 
by  ignition   at  a   muffle  at  a  nearl}'  white  heat,  the  compound   ia 
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certainly  MngO^  but  an  element  of  uncertainty  is  introduced  when 
the  precipitate  is  heated  in  a  platinum  vessel  over  a  flame.  The 
cause  of  such  mischief  is  to  be  found  in  the  permeation  of  the 
platinum  by  the  reducing  gases  of  the  flame.  This  source  of  error 
is  known  to  apply  to  other  cases  of  ignition,  notably  that  of  zinc 
oxide  and  tetroxide  of  antimony. 

This  question  of  the  uncertain  composition  of  the  ignited  oxide  of 
manganese  gave  considerable  impetus  to  the  precipitation  of  the 
manganese  in  the  form  of  its  double  phosphate  with  ammonium,  with 
final  ignition  to  manganese  pyrophosphate.  This  method  has  been 
occasionally  apprised  beyond  its  true  worth,  although  there  is  no  doubt 
that  as  processes  go  it  is  both  accurate  and  useful. 

Other  gravimetric  estimations  of  manganese  are:  (1)  weighing  as 
sulphate,  in  the  ignition  of  which  precaution  must  be  taken  against 
retention  of  water,  and  also  against  decomposition;  (2)  weighing  as 
sulphide ;  and  (3)  weighing  as  hydrated  peroxide,  after  electrolytic 
deposition  from  the  sulphate,  pyrophosphate,  or  from  acetic  and  nitric 
acid  solutions  of  the  metal,  such  substances  as  acetone,  chrome  alum, 
alcohol,  and  ammonium  acetate  being  added  to  facilitate  the  electrolysis. 
Carnot's  precipitation  and  estimation  of  the  manganese  as  a  vanadate 
(2MnO .  VgOg)  belongs  to  the  class  of  processes  which  might  be  useful,  if 
not  too  expensive. 

The  Volmnetric  Estimation  of  the  Manganese  Tiext  calls  for  a  short 
description.  Guyard  in  1863  suggested  the  titration  of  manganous 
solutions  with  standard  solution  of  potassium  permanganate,  according 
to  the  equation  : 

2KMnO,  +  3MnS0,  +  2H,0  =  bUnO.^  +  2KHSO4  +  H^SO^. 
He  claimed  also  that  this  reaction  separated  many  other  metals  from 
manganese ;  our  experience  points  to  the  conclusion  that  in  some  cases 
these  alleged  separations  are  by  no  means  exact.  For  highly  man- 
ganiferous  material,  however,  Guyard's  titration  (or  some  modification 
of  it),  preceded  by  the  separation,  of  the  iron,  with  or  without  filtration, 
is  one  of  the  most  useful  and  exact  processes  when  carried  out  in  a 
faintly  acid  solution.  The  end  of  the  reaction  may  be  judged  either  by 
the  formation  of  a  tinge  of  colour,  or  by  adding  excess  of  the  per- 
manganate, filtering,  and  estimating  the  excess  with  a  suitable  reducing 
agent.  In  order  to  determine  the  formation  of  a  precipitate  corre- 
sponding precisely  to  the  fonfvula  MnOo,  the  titration  is  carried  out  in 
a  hot  solution,  or  in  the  presence  of  a  metallic  sulphate  such  as  that  of 
zinc ;  to  eflect  the  same  purpose,  the  solution  containing  the  manganese 
may  be  poured  into  the  permanganate.     Sometimes  also  the  neutralized 
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solution  of  iron  and  manganese  is  poured  into  an  alkaline  solution  of 
permanganate,  in  which  case  the  iron  is  precipitated  along  with  the 
manganese.  Obviously  chromium,  if  present,  would  interfere  with  this 
modification  of  the  process. 

A  volumetric  method  of  very  limited  application  is  that  of  the 
oxidation  of  the  manganese  to  permanganic  acid  in  nitric  or  nitro- 
sulphuric  acid  solutions  by  means  of  lead  peroxide  or  red  lead.  The 
results  are  unreliable  when  more  than  small  amounts  of  manganese 
are  present.  The  permanganic  acid  formed  may  be  estimated  colon* 
metrically  or  volumetrically  by  means  of  a  suitable  reducing  agent. 
In  the  former  case  the  solution  in  nitric  acid  used  for  a  colour  carbon 
test  may  be  boiled  with  red  lead,  and  the  manganese  estimated  on  the 
same  sample.  In  the  latter  case  the  permanganic  acid  may  be  titrated 
against  solutions  of  mercurous  nitrate,  sodium  arsenite,  ammonium 
oxalate,  sodium  thiosulphate,  ferrous  sulphate,  hydrogen  peroxide  or 
antimony  trichloride. 

When  the  oxidation  to  permanganic  acid  is  effected  by  means  of 
bismuth  tetroxide  or  sodium  bismuthate  instead  of  red  lead,  all  the 
manganese  is  readily  oxidized,  even,  when  present  in  large  amounts. 

Another  method  consists  in  converting  the  manganese  into  manganic 
metaphosphate  by  boiling  with  sodium  metaphosphate  or  phosphoric 
acid,  together  with  an  oxidizing  reagent  like  lead  peroxide  or  potassium 
chlorate,  the  violet  solution  being  then  either  titrated  or  compared  with 
standard  colours. 

The  principle  of  the  well-known  Chlorate  Process  was  discovered  by 
Hannay,  who  refers  to  it  as  a  means  of  separating  iron  and  aluminium. 
This  is  one  of  the  few  points  concerning  which  there  has  been  no  dispute. 
The  most  important  differences  of  opinion  have  arisen  over  the  composi- 
tion of  the  precipitate.  Stone  did  not  consider  it  to  be  manganese 
dioxide;  the  amount  of  oxygen  it  contained  was  too  small.  Raymond, 
Troilius,  and  Mackintosh  were  of  the  exactly  contrary  opinion,  but> 
in  order  to  determine  this  fixed  composition,  stated  that  it  was  necessary 
to  add  the  potassium  chlorate  in  small  portions  at  a  time  and  alternately 
with  strong  nitric  acid.  Some  operators  recommend  collection  of  the 
precipitate  without  any  previous  dilution,  the  filtration  being  followed 
by  a  washing  with  nitric  acid,  whilst  others  use  weaker  acid,  add  the 
chlorate  all  at  once,  dilute  before  filtering,  and  save  acid  by  washing 
with  water  instead.  Such  amazing  contradictions  concerning  apparently 
simple  points  in  an  experimental  science  do  little  credit  to  our 
philosophic  sense. 
As  we  do  not  propose  to  describe  the  Chlorate  Process  in  the  sequel^ 
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the  following  points,  conceriiing  which  there  seems  now  to  be  general 
agreement,  may  with  advantage  be  added  here.  The  precipitate  con- 
tains rather  less  oxygen  than  is  demanded  by  the  formula  MnO,,  so  that 
in  assaying  highly  manganiferous  materials,  the  titrating  liquids  should 
be  standardized  with  a  precipitate  obtained  from  similar  material 
containing  manganese  which  has  been  most  accurately  determined. 
Small  particles  of  potassium  chlorate,  mechanically  occluded  in  the 
precipitate,  are  difficult  to  wash  out;  sodium  chlorate  is  more  soluble,  and 
more  easily  decomposed  in  the  oxidation  of  the  manganese.  Chrome  steels 
are  imperfectly  decomposed,  and  the  undissolved  portion  may  introduce 
error  through  the  attack  of  the  acid-reducing  liquids  used  for  dissolving 
the  manganese  dioxide.  The  process  is  interfered  with  by  the  presence 
of  lead,  cobalt,  bismuth,  and  phosphoric  acid.  Silicious  ores,  and  slags 
may  be  more  readily  opened  out  for  the  process  by  the  use  of  hydro- 
fluoric acid.  Finally,  as  the  manganese  is  entirely  precipitated,  the 
chlorate  process  is  sometimes  useful  as  a  preliminary  to  other  volumetric 
operations  in  which  small  amounts  of  iron,  accompanying  the  manganese 
dioxide,  are  of  no  serious  moment. 

Though  by  far  the  most  extensively  known,  the  chlorate  process  is  by 
no  means  the  only  one  depending  on  the  conversion  of  a  salt  of  man- 
ganese into  the  dioxide.  According  to  various  observers,  this  conversion 
can  be  accomplished  with  the  following  reagents:— Zinc  oxide  and 
bromine,  mercuric  oxide  and  bromine,  sodium  hydrate  and  iodine, 
bromine  and  ammonium  or  sodium  hydrate,  hydrogen  peroxide  and 
ammonia,  bromine  and  calcium  carbonate,  and  bleaching  powder. 
Fusion  with  alkaline  carbonates  and  subsequent  reduction  with  alcohol 
has  also  been  used.  Some  of  these  reagents  yield  precipitates  corre- 
sponding to  Mn^jO^j ;  the  formation  of  the  true  oxide  is  assisted  and 
ensured  in  some  methods,  of  which  Pattinson's  is  the  most  widely 
known,  by  the  addition  of  such  salts  as  zinc  chloride,  ferric  chloride, 
potash  alum,  and  salts  of  calcium. 

The  only  remaining  processes  of  note  are  the  precipitation  of  the 
manganese  as  oxalate  with  titration  by  permanganate ;  and  the  precipita- 
tion with  ferri-cyanide,  the  resulting  ferro-cyanide  being  estimated. 


THE  GRAVIMETRIC  ESTIMATION  OF  MANGANESE. 

The  Separation  with  Acetate  and  Weighing  as  MngO^. 

The  difficulty  of  the  acetate  separation,  when  it  is  followed  by  the 
gravimetric  estimation  of  the  manganese,  does  not  consist  so  much  in 
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keeping  all  the  manganese  in  solution  as  in  getting  all  the  iron  out. 
Dissolve  5  grams  of  the  steel  in  hydrochloric  acid  and  then  oxidize  the 
iron  with  a  few  c.c.  of  concentrated  nitric  acid.  (The  practice  of  dissolv- 
ing in  nUrk  add  only  is  not  recommended,  on  account  of  the  possibility 
of  a  small  quantity  of  iron  being  left  ultimately  in  solution  through  the 
agency  of  the  nitrated  carbon  products.  Tamm  objects  to  the  presence 
of  this  acid  at  all,  as  it  may  cause  a  little  manganese  to  be  precipitated 
as  Mn^O^  along  with  the  iron ;  we  have  been  unable  to  realize  this 
danger  in  the  numerous  test  analyses  actually  done).  Dilute  the 
solution,  and  then  neutralize^  it  as  far  as  possible  without  actually 
forming  a  permanent  precipitate.  Heat  to  boiling  and  precipitate  with 
ammonium  acetate  made  by  neutralizing  strong  ammonia  with  strong 
acetic  acid.  The  more  perfect  the  neutralization  of  the  solution  has  been 
previous  to  the  heating  and  addition  of  the  acetate,  the  less  the  amount 
of  this  reagent  required  for  the  precipitation  of  the  iron ;  perfect 
neutralization  demands  less  than  2  c.c.  of  acetate  per  gram  of  iron,  but 
twice  or  thrice  this  quantity  will  cause  no  precipitation  of  manganese 
along  with  the  iron.  Make  the  boiled  solution  up  to  a  litre,  note  the 
temperature,  filter  off  half  a  litre  through  a  fluted  paper,  taking  care  to 
put  the  first  portion  of  the  filtrate  through  the  paper  again,  and  again 
note  the  temperature  of  the  filtrate. 

In  the  following  table,  calculated  from  Kopp's  numbers  for  the 
expansion  of  water,  the  first  vertical  column  shows  the  temperature 
of  the  half-litre  filtrate,  the  top  horizontal  column  the  litre  temperature, 
and  the  intersection  of  a  pair  shows  the  volume  which  the  half-litre 
would  occupy  at  the  litre  temperature.     This  figure,  divided  by  lOCO, 
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'There  is  conaiderable  ambiguity  in  the  use  of  the  term  **  neutralize."  In  this 
oonnection  it  does  not  merely  mean  the  actual  neutralization  of  the  free  acid,  but 
the  formation  of  an  ozychloride  of  iron.  This  point  is  treated  more  fully  under 
the  estimation  of  nickel,  page  67. 
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shows  the  proportion  of  the  weight  of  the  sample  originally  taken  which 
is  being  used  for  the  actual  determination  of  the  manganese.  The 
table  is  drawn  up  on  the  assumption  that  the  solution  expands  just  as 
water ;  moreover,  no  account  is  taken  during  the  fractional  filtration  of 
the  actual  volume  of  the  precipitate.  Neither  of  these  corrections  is 
necessary. 

Cool  the  filtrate,  add  a  few  c.c.  of  bromine  and  as  much  ammonia  as 
makes  the  solution  smell  distinctly,  but  not  more ;  boil,  filter,  and  wash. 
If  the  later  washings  carry  small  quantities  of  the  precipitate  through, 
as  they  are  apt  to  in  the  assay  of  manganese  alloys,  where  the  pre- 
cipitate is  very  large,  even  when  smaller  amounts  of  the  sample  are 
weighed  off  in  the  first  instance,  these  should  be  re-passed  through  a 
small,  closely-made  pulp  filter,  which  is  ignited  in  the  crucible  intended 
for  the  reception  of  the  main  precipitate.  Ignite  in  a  muffle  at  a 
bright  red  heat.  For  very  exact  work,  the  precipitate  after  weighing 
should  always  be  examined  for  ferric  oxide,  silica,  and  alumina,  and 
also  for  the  oxides  of  nickel  and  copper  if  these  metals  exist  in 
the  original  sample.  For  the  determination  of  ferric  oxide  (the 
most  important  impurity),  the  mangano-manganic  oxide  is  dissolved 
in  hydrochloric  acid,  the  solution  evaporated  nearly  to  dryness,  filtered 
from  any  silica  that  may  be  present,  and  solution  of  potassium  thio- 
cyanate  added.  The  red  colour  obtained  is  then  matched  by  that 
obtained  from  a  known  amount  of  a  slightly  acid  solution  of  ferric  oxide 
similarly  treated  with  the  thiocyanate.  Not  more  than  a  milligram  of 
ferric  oxide  should  ever  be  found. 


RAPID  VOLUMETRIC  PROCESSES. 

The  Bed  Lead  Process. 

Dissolve  one  gram  of  steel  in  100  c.c.  of  a  mixture  made  from 

1500  c.c.  water, 
500  C.C.  nitric  acid  (s.g.  1*42), 
70  c.c.  sulphuric  acid, 

and  when  all  the  brown  fumes  are  boiled  away,  add  3  or  4  grams  of 
lead  peroxide  or  red  lead,^  boil  for  a  few  minutes,  add  another  lot  of 
red  lead,  boil,  add  200  c.c.  of  cold  distilled  water  briskly,  and  filter 

^  As  commercial  lead  peroxide  is  manufactured  by  treating  alkaline  solutions 
with  chlorine  made  from  manganese  dioxide,  it  nearly  always  gives  a  pink  colour 
when  boiled  with  the  acid  mixture  alone.  Red  lead  free  from  manganese  is,  how«. 
ever,  easily  obtainable. 
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through  asbestos.  Wash  by  decantation  until  the  washings  are  free 
from  colour,  add  an  excess  of  ferrous  sulphate  of  known  strength,  and 
titrate  with  permanganate  which  has  been  standardized  against  a  steel 
whose  manganese  has  been  careftdly  estimated  gravimetrically. 

The  process  admits  of  a  large  number  of  samples  being  carried  through 
simultaneously,  and  is  accurate  if  the  manganese  present  is  less  than  one 
per  cent.  If  the  manganese  reaches  one  per  cent,  the  results  may  be  as 
much  low  as  0*03  or  0*04  per  cent,  (or  even  more  if  the  carbon  is  also 
veiy  high) ;  samples  containing  more  manganese  than  this  should  be 
assayed  on  one  half  or  a  quarter  of  a  gram,  so  as  to  have  less  than  one 
centigram  of  manganese  actually  present.  Aluminium,  molybdenum, 
and  tungsten  do  not  influence  the  result ;  copper  and  nickel  exert  no 
farther  influence  than  m^y  be  due  to  the  colour  of  their  solutions  in  the 
filtrate. 

Chromium,  if  present,  is  oxidized  to  chromic  acid,  and  this  interferes 
with  the  subsequent  titration  more  or  less  according  to  the  substance 
used  for  titrating.  Ferrous  sulphate  is  inadmissible  in  this  case:  it 
reduces  chromic  acid  almost  as  readily  as  it  does  permanganate  when 
these  two  are  present  together.  The  use  of  ammonium  oxalate  for  the 
titration,  however,  gives  very  satisfactory  results.  The  most  convenient 
and  accurate  mode  of  procedure  is  as  follows :  gauge  the  approximate 
percentage  of  manganese  in  the  sample  from  the  colour  of  the  filtrate, 
ran  from  a  burette  into  the  heated  (70''-80*'  C.)  solution  as  much  of  the 
oxalate  as  will  certainly  destroy  the  colour  ^  without  leaving  a  great 
excess,  and  titrate  the  excess  as  quickly  as  possible  with  standard  per- 
manganate. The  colour  changes  from  lemon  to  orange  when  only  a 
trace  of  permanganate  is  in  excess.  The  volume  of  solution  titrated 
should  be  about  400  c.c.  A  large  excess  of  oxalate  should  be  avoided, 
as  it  slowly  reduces  the  chromic  acid.  The  chromic  acid  may  now  be 
titrated  with  ferrous  sulphate  for  the  estimation  of  the  chromium,  but 
the  results  are  seriously  low  if  several  per  cents,  are  present,  because 
part  of  the  chromium  remains  in  the  residue. 

The  results  obtained  by  this  process  when  applied  to  iron  to  which 
gradually  increasing  amounts  of  manganese  are  added,  are  very  curious. 
Assuming  that  one  gram  of  metal  is  operated  upon,  the  increasing 
amounts  of  manganese  give  rise  to  increasing  and  proportional  amounts 
of  permanganate  up  to  one  per  cent,  manganese ;  beyond  this,  and  up 
to  about  four  and  a  half  per  cent,  the  permanganate  obtained  also 
increases,  but  not  proportionally.    Beyond  this  percentage  the  perman- 

'  The  reaction  between  the  oxalate  and  permanganate  is  much  speedier  if  a  little 
manganoua  sulphate  is  also  added. 

C 
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ganate  formed  falls  off,  until,  when  the  manganese  approaches  the 
amount  met  with  in  rich  samples  of  ferro-manganese,  there  is  no  final 
indication  of  manganese  in  the  filtrate  at  all  unless  very  large  amounts 
of  red  lead  are  used.  If  the  results  of  such  a  series  of  experiments  are 
set  out  in  the  form  of  a  curve  whose  ordinates  represent  percentages  of 
manganese,  and  abscissae  amounts  of  permanganate  formed,  it  follows 
that  the  curve  will  cut  the  horizontal  axis  at  two  points  considerably 
distant  from  each  other.  We  have  thus  the  possibility  of  getting  the 
same  manganese  contents  out  of  two  different  materials  which  actually 
contain  widely-different  amounts  of  this  metal.  We  have  known  such 
contingencies  to  actually  arise  in  practice,  material  of  which  nothing  was 
known,  but  which  actually  contained  13  per  cent,  of  manganese  being 
found  by  the  process  to  contain  040  per  cent.  This  error  is  one  which 
need  never  be  committed  twice  if  it  has  once  been  observed  that  with 
such  highly  manganiferous  material  the  first  addition  of  red  lead  causes 
a  momentary  pinkness,  which  soon  disappears,  leaving  a  very  brown 
residue. 

The  Bismnthate  Process. 

The  special  reagent  required — sodium  bismuthate — may  be  bought 
at  about  twenty  shillings  a  pound.  The  following  are  Reddrop  and 
Ramage's  instructions  for  preparing  bismuthate  of  such  strength  that 
one  gram  has  an  oxidizing  power  equal  to  fifty  or  sixty  c.c.  decinormal 
permanganate. 

Heat  twenty  parts  of  caustic  soda  nearly  to  redness  in  an  iron 
crucible,  and  add,  in  small  quantities  at  a  time,  ten  parts  of  basic 
bismuth  nitrate  which  has  been  dried  in  a  water  oven.  Two  parts 
of  sodium  peroxide  are  then  added  and  the  brownish  yellow  fused  mass 
is  poured  out  on  an  iron  plate  to  cool ;  when  cold  it  is  broken  up 
in  a  mortar,  extracted  with  water,  and  collected  on  an  asbestos  filter. 
The  residue  after  being  washed  four  or  five  times  by  decantation  is 
dried  in  the  water  oven,  then  ground  and  passed  through  a  fine 
sieve.  Its  oxidizing  power  is  determined  by  adding  half  a  gram  to 
a  measured  amount  of  ferrous  sulphate  or  hydrogen  peroxide,  and 
titrating  the  excess  with  decinormal  permanganate. 

To  make  an  estimation  dissolve  1*1  grams  of  steel  in  35  c.c.  of 
nitric  acid  of  1*20  specific  gravity.  After  cooling  somewhat  add 
bismuthate,  a  little  at  a  time,  until  a  permanganate  colour  persists 
on  boiling  or  becomes  decomposed  to  manganic  oxide.  Add  a  small 
excess  of  sulphurous  acid,  hydrogen  peroxide,  or .  (manganese-free) 
ferrous  sulphate,  and  cool.     To  the  quite  cold  and  almost  colourless 
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solution  add  a  gram  or  bo  of  sodium  bismuthate,   shake  well  and 

filter  into  a  clean  flask  through  such  an  asbestos  arrangement  as  is 

used  for  collecting  the  carbonaceous  residue  (page  14).     Wash  with 

three  per  cent,  nitric  acid  until  the  washings  are  colourless,  and  then 

add  an  excess  of  ferrous  ammonium  sulphate  and   go   back   with 

permanganate. 

N 
1  c.c.  Y^  KMn04=  '10  P^^  ^®^^-  nianganese. 

The  above  process  is  a  modified  form  of  that  given  by  Reddrop  and 
Ramage  {J.CS.  Ixvii.  268).  Bismuthate  is  added  to  the  hot  solution 
to  destroy  the  organic  matter  and  also  to  provide  a  more  stable  end 
reaction  in  the  titration ;  this  operation  is  an  important  one  when 
very  high  carbon  steels,  and  particularly  white  irons,  are  being  assayed. 
We  prefer  to  make  the  titration  with  ferrous  sulphate  and  not 
hydrogen  peroxide,  because  the  latter  can  react  with  ferric  nitrate 
solutions,  and  shows  increasing  amounts  of  manganese  as  increasing 
amounts  of  peroxide  are  used.  This  explains  why  filtering  into 
hydrogen  peroxide  always  gives  higher  results  than  filtering  into 
an  empty  flask  and  then  adding  the  peroxide.  Ferrous  sulphate  is 
quite  free  from  this  objection,  and  can  be  safely  used  in  nitric  acid 
solutions  if  the  titration  with  permanganate  is  not  delayed.  These 
differences  between  Messrs.  Reddrop  and  Ramage  and  ourselves  are 
fiiUy  discussed  in  the  Chemical  News,  Ixxxiv.  and  Ixxxv. 

The  solution  to  be  oxidized  should  contain  not  less  than  one  half 
its  volume  of  1*20  nitric  acid.  Hydrochloric  acid  must  not,  but 
sulphuric  acid  up  to  normal  strength  may  be  present. 

In  the  modified  process  just  given  any  chromium  in  the  steel  would 
be  oxidized  to  chromic  acid  when  the  bismuthate  was  added  to  the 
hot  solution.     Care  must  then  be  taken  that  enough  sulphurous  acid 
is  added  to  reduce  it  again  to  chromic  oxide  before  the  solution  is 
cooled  and  the  estimation  proceeded  with.     In  order  to  minimize  the 
formation  of  chromic  acid  when  the  estimation  is  being  made,  the 
solution  should  be  as  cold,  and  the  oxidation  and  filtration  completed 
as  quickly,  as  possible.     On  adding  bismuthate,  shaking  vigorously 
for  a  few  seconds  and  filtering  rapidly,  we  obtained  0*52  per  cent, 
manganese  from  a  steel  containing  0*50  per  cent,  manganese  and  3*00 
per  cent,  chromium.     After  standing  in  contact  with  the  bismuthate 
for  five  minutes  the  result  was  0*55  per  cent.,  and  after  standing 
ten  minutes  0'57  per  cent,  manganese.     Steels  containing  chromium 
are  not  always  soluble  in  nitric  acid,  but  the  most  obstinate  of  such 
cases  can  be  dealt  with  by  digesting  the  sample  with  10  c.c.  (1  to  3) 
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sulphuric  acid  until  it  is  decomposed,  and  then  adding  nitric  acid 
and  finishing  as  usual. 

Tungsten  does  not  interfere  (see  estimation  of  manganese  in  ferro- 
tungsten) ;  neither  do  molybdenum,  vanadium,  nor  titanium,  if 
ferrous  sulphate  (and  not  hydrogen  peroxide)  is  used  for  titrating 
the  permanganate  formed.  The  only  evidence  in  the  titration  that 
any  of  these  elements  are  present  occurs  with  vanadium,  when  on 
adding  the  excess  of  ferrous  sulphate  the  hypovanadate  colour  appears. 
When  the  excess  of  ferrous  sulphate  has  been  decomposed  and  the 
added  permanganate  is  re-oxidizing  the  hypovanadate  to  the  pentoxide, 
the  end  point  is  not  so  sharp  and  clear  as  when  vanadium  is  absent, 
but  the  uncertainty  need  never  involve  more  than  one  or,  at  most, 
two  tenths  of  a  c.c.  decinormal  permanganate. 

Where  economy  is  a  great  consideration  one  may  proceed  with 
series  of  every-day  steels  in  the  following  manner.  Pass  two  samples 
through  the  same  filter,  then  pour  on  to  the  bismuthate«coated  filter 
a  sample  which  has  been  merely  dissolved  and  cooled  or  to  which 
a  bare  excess  of  bismuthate  has  been  added.  A  funnel  large  enough 
to  hold  all  the  ferric  solution  should  be  used  so  that  the  bismuthate 
may  be  evenly  diffused  through  the  liquid  by  stirring  with  a  small 
glass  rod.  The  filtration  should  not  be  accelerated  beyond  what  is 
necessary  to  cause  the  solution  to  pass  rapidly  in  drops.  The  results 
are  accurate. 


By  oxidizing  in  the  flask. 

By  passing  only  through  the  filter. 

0-62 

0-60 

2-29 

2-25 

•58 

•58 

•68 

•67 

•09 

•10 

The   most   important    feature   of  the  Bismuthate  Process  is   the 
oxidation  to  permanganate  in  the  cold.     This  should  not  be  regarded 
as  an  incident  merely  which  adds  to  the  convenience  of  the  operation  ; 
it  is  the  fact  on  which  the  success  of  the  method  with  large  amounts 
of  manganese  depends.     It  may  be  stated  generally  that  any  reagent 
capable  of  effecting  the  transformation  to  permanganate  only  when 
aided  by  heat  is  not  suitable  for  the  estimation  of  large  amounts  of 
manganese,  and  any  reagent  which  can  rapidly  efiect  the  transformation 
in  the  cold  is.     The  reason  for  this  distinction  is  that  permanganate 
solutions  are  readily  decomposed  on  heating,  particularly  if  manganous 
salts  are  present,  so  that  to  be  fairly  successful  with  very  moderate 
amounts  of  manganese  an   oxidation  in   heated  solutions  must    be 
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instantaneous.  When  a  solution  of  ferro-manganese  is  oxidized  by 
successive  small  amounts  of  lead  peroxide,  it  is  clearly  seen  that 
permanganate  is  formed  and  then  almost  immediately  decomposed  by 
the  unoxidized  manganous  nitrate. 

Fairly  strong  nitric  acid  solutions  are  required  for  cold  oxida- 
tions because  increasing  acidity  retards  the  formation  of  manganese 
dioxide  by  mutual  decomposition,  as  on  p.  28.  It  is  an  easy  matter 
if  the  acidity  is  neglected  to  have  manganic  oxide  formed  and  filtered 
off  with  the  excess  of  bismuthate  when  dealing  with  manganese 
alloys ;  and  therefore  if  any  doubt  exists  the  filter  should  be  re-boiled 
with  nitric  and  sulphurous  acids,  and  after  cooling  re-oxidized. 


SULPHUR. 

PRELIMINARY  SUMMARY. 

GraTimetric  Estimation. — Nearly  all  the  means  of  estimating  sulphur 
in  minerals  and  metallurgical  products  depend  either  on  the  oxidation 
of  the  sulphur  to  sulphuric  acid  or  its  liberation  as  sulphuretted 
hydrogen:  a  combination  of  the  two,  i.e.  oxidation  of  the  liberated 
sulphuretted  hydrogen  to  sulphuric  acid  was  in  use  very  early  in  the 
practice  of  steel  analysis.  These  two  groups  may  be  further  sub-divided 
into  volumetric  and  gravimetric  processes.  The  former  are  confined  to 
the  estimation  of  evolved  sulphuretted  hydrogen :  there  are  no  volu- 
metric processes  for  the  estimation  of  such  small  amounts  of  sulphuric 
acid  as  are  got  from  steel. 

Disisolving. — In  order  to  oxidize  the  sulphur  to  sulphuric  acid  in  the 
presence  of  iron  the  borings  are  treated  with  bromine,  bromine  and  acids, 
hydrochloric  acid  and  an  alkaline  chlorate,  dilute  nitric  acid,  or  a 
mixture  of  nitric  and  hydrochloric  acids  added  singly  or  as  aqua  regia. 
The  last  named  are  most  extensively  used. 

Solution  of  the  steel  in  aqua  regia,  elimination  of  nitric  acid  and 
precipitation  of  barium  sulphate  from  the  solution  of  ferric  chloride  is 
frequently  referred  to  as  the  standard  process.  The  procedure  has, 
however,  been  modified  at  almost  every  step  in  order  to  eliminate  some 
real  or  imaginary  error,  and  the  impression  left  on  the  mind  after  read- 
ing what  various  authorities  have  to  say  is,  that  the  standard  process 
is  by  no  means  a  perfect  one. 

When  iron  is  dissolved  in  nitric  acid  it  is  said  that  loss  occurs  through 


38  THE  ANALYSIS  OF  STEEL. 

the  escape  of  both  sulphur  and  sulphuretted  hydrogen.  And  according 
to  Lunge,  even  when  aqua  regia  is  used  to  oxidize  ferrous  sulphide  a 
portion  escapes  as  sulphuretted  hydrogen  :  the  separate  addition  of  the 
acids  minimizes  this  loss. 

Evaporation. — The  solution  of  the  metal  is  evaporated  to  dryness  and 
baked,  ostensibly  for  the  purpose  of  dehydrating  the  silica  so  that  it 
may  be  filtered  off.  But  as  dissolved  silica  is  not  carried  down  by 
barium  sulphate,  and  as  it  could  be  removed  by  evaporation  with  hydro- 
fluoric and  sulphuric  acids  even  if  it  were,  there  must  be  some  other 
reason  for  so  lengthy  a  procedure.  One  reason  is  the  elimination  of 
nitrates,  which  are  more  favourable  to  the  inclusion  of  impurities  by  the 
barium  sulphate  than  chlorides  are ;  and  another  is  the  destruction  of 
the  nitrated  (combined)  carbon  compounds,  which  are  always  present 
when  steel  is  dissolved  in  nitric  or  nitro-hydrochloric  acid.  For  both 
purposes  it  is  necessary  to  bake  the  dried  mass  on  a  hot  plate  ^  or  sand 
bath,  and  in  order  that  no  sulphuric  acid  may  be  lost  by  the  decomposi- 
tion of  the  basic  ferric  sulphate,  it  is  usual  and  necessary,  but  not  the 
invariable  practice,  to  add  a  pinch  of  some  alkaline  salt,  so  that  the 
sulphuric  acid  may  be  combined  in  a  non-volatile  form. 

Precipitaiing, — The  dried  mass  is  re-dissolved  in  hydrochloric  acid. 
From  this  point  the  various  instructions  as  to  the  acidity,  etc.,  of  the 
solution  to  which  the  barium  chloride  is  added  are  very  confusing. 
About  thirty  years  ago,  on  the  publication  of  a  method  in  which  the 
barium  sulphate  was  precipitated  from  a  distinctly  acid  solution  of 
ferric  chloride,  the  best-informed  analysts  believed,  and  said,  that  the 
presence  of  free  hydrochloric  retarded,  if  it  did  not  altogether  prevent, 
the  precipitation  of  barium  sulphate,  and  that  the  iron  solutions  should 
be  neutralized  as  far  as  possible  with  some  alkali  before  adding  the 
barium  chloride.  The  only  reason  which  can  be  given  for  the  continued 
retention  of  this  troublesome  detail  is  the  mere  statement  of  persons 
who  were  expected  to  know,  and  the  apathy  of  those  whose  business 
it  should  be  to  test  *  authoritative '  statements  for  themselves.  Another 
tradition  was,  that  the  ferric  chloride  solution  should  be  largely  diluted 
before  precipitating  the  barium  sulphate. 

Whether,  in  keeping  with  the  above  views,  the  free  acid  was  got  rid 
of  by  evaporating  until  the  surface  of  the  ferric  chloride  began  to  skin 
over,  or  by  adding  ammonia  or  other  alkali,  the  tendency  and  very 
largely  the  practice  was  to  overstep  the  formation  of  normal  ferric 
chloride  and  get  the  more  or  less  dark  red  solution  of  oxychloride. 
Now  a  very  dilute  solution  of  ferric  oxychloride,  particularly  if  heated, 
^  Snelus  is  credited  with  having  first  introduced  the  hot  plate  at  Dowlais. 
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is  readily  precipitated  by  an  alkaline  sulphate,  and  under  these  circum- 
stances it  is  easy  to  get  a  basic  ferric  salt  mixed  with  the  barium 
sulphate.  These  practical  difficulties  for  the  most  part  may  now  be 
avoided,  since  the  practice  of  some  of  the  earlier  iron-analysts  of 
precipitating  from  a  fairly  concentrated  and  moderately  acid  solution 
has  been  revived  and  shown,  by  Archbutt,  to  be  actually  more  favourable 
to  complete  precipitation. 

It  appears,  however,  particularly  when  the  amount  of  sulphur  is  large, 
that  the  tendency  of  iron  to  be  carried  down  by  barium  sulphate  cannot 
be  quite  eliminated  by  having  a  little  free  hydrochloric  acid  present, 
and  various  expedients  have  been  adopted  for  keeping  it  up.  They 
are :  the  addition  of  oxalic,  tartaric,  or  citric  acid ;  reduction  of  the  iron 
to  the  ferrous  condition  with  zinc,  sodium  amalgam,  or  stannous 
chloride ;  precipitation  of  the  iron  with  an  excess  of  ammonia  and  of 
the  sulphur  from  the  acidified  filtrate ;  or  precipitation  with  ammonia, 
addition  of  barium  chloride  to  form  barium  sulphate,  and  then  hydro- 
chloric acid  to  re-dissolve  the  ferric  hydrate.  As  an  aid  to  the  precipi- 
tation and  collection  of  small  amounts  of  barium  sulphate,  silver  nitrate 
or  a  known  amount  of  sulphuric  acid,  is  sometimes  added.  The  silver 
chloride  due  to  the  former  is  washed  from  the  filter  with  ammonia,  and 
the  barium  sulphate  due  to  the  latter  is  finally  deducted. 

Whether  or  not  all  the  sulphuric  acid  is  precipitated  from  ferric 
chloride  solutions  depends  on  the  dilution,  acidity,  temperature,  and 
other  variable  circumstances.  But  the  precipitate  has  a  decided  tendency 
to  occlude  impurities ;  compounds  of  sodium,  potassium,  copper,  mag- 
nesiuniy  and  barium,  as  well  as  iron,  having  been  observed  in  the  ignited 
barium  sulphate. 

IgniHon. — ^The  ignited  precipitate  may  be  affected  by  reducing  gases 
permeating  the  platinum  crucible  when  heated  over  a  naked  flame,  or 
by  the  carbon  of  the  paper  however  the  ignition  is  made ;  the  separate 
ignition  of  the  paper  and  so  small  and  powdery  a  precipitate  being 
practically  impossible.  It  is  said  that  if  the  filter  be  ignited  apex 
upwards  the  reduction  of  the  sulphate  is  avoided  or  greatly  lessened. 
It  has  also  been  suggested  that  the  filter  should  be  ignited  first  at  a  low 
temperature  and  then  calcined  in  a  strongly  oxidizing  atmosphere.  But 
barium  sulphate,  as  well  as  calcium  or  lead  (sulphate),  is  decomposed  at 
high  temperatures,  and  therefore  no  correction  of  the  reduced  sulphate 
seems  so  satisfactory  as  treatment  with  sulphuric  acid  or  sulphuric  acid 
and  bromine  and  re-ignition  at  a  moderate  temperature. 

It  is  very  difficult  to  make  a  correction  for  a  precipitate  which  on 
ignition  shows  the  presence  of  ferric  oxide.     If  the  impurity,  however 
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reckoned,  makes  a  serious  difference  the  assay  had  better  be  repeated. 
If  the  ferric  oxide  is  due  to  basic  ferric  sulphate  having  been  carried 
down  the  correction  required  would  be  positive,  but  if  it  were  due  to 
imperfect  washing  of  the  filter  the  correction  would  be  negative. 

The  numerous  possibilities  of  error  surrounding  the  estimation  of 
sulphur  are  typical  of  those  met  with  elsewhere.  The  errors  are  of 
course  not  all  in  the  same  direction,  and  results  obtained  by  seemingly 
crude  processes  come  much  nearer  the  truth  than  might  be  imagined. 
The  conditions  of  modern  steel  works*  practice  hardly  leave  time  for  the 
thought  of,  much  less  the  practice  of,  the  means  by  which  scientifically 
accurate  results  are  obtainable.  Nevertheless,  it  is  well  that  one  should 
know  what  the  minor  errors  incidental  to  making  every-day  control 
tests  are;  one  can  then  appreciate  Fresenius'  statement  that  'Hhe 
analysis  of  cast-iron  is  one  of  the  most  difficult  problems  of  analytical 
chemistry." 

The  remaining  gravimetric  methods  need  only  be  enumerated  : 

1.  Decomposition  of  the  borings  with  ferric  or  cuprammonium 
chloride  solution,  oxidation  of  the  carbonaceous  residue,  which  contains 
all  the  sulphur  (chiefly  in  combination  with  manganese),  by  such 
reagents  as  are  used  for  the  direct  attack  of  the  steels,  and  precipitation 
with  barium  chloride. 

2.  (a)  Evolution  as  sulphuretted  hydrogen  into  solutions  of  zinc, 
potash,  permanganate,  silver  nitrate,  mercuric  cyanide,  hydrogen  per- 
oxide, bromine  and  hydrochloric  acid,  and  oxidation  when  necessary  by 
such  reagents  as  have  already  been  enumerated. 

(b)  Absorption  by  neutral  or  alkaline  solutions  of  lead,  oxidation  to 
and  weighing  as  lead  sulphate. 

(c)  Absorption  in  alkaline  cadmium  solutions,  the  sulphide  being 
dried  and  weighed ;  or  the  precipitated  sulphide  being  added  to  copper 
sulphate  and  the  resulting  sulphide  ignited  to  cupric  oxide.  The  direct 
precipitation  of  copper  by  sulphuretted  hydrogen,  although  extensively 
practised,  is  objectionable,  as  phosphoretted  hydrogen  also  decomposes 
cupric  sulphate  solutions. 

(d)  As  c,  but  using  other  metallic  salts  such  as  silver  nitrate,  the 
sulphide  or  some  other  compound  of  the  metal  being  weighed. 

3.  Fusion  of  the  finely  divided  metal  with  sodium  peroxide  or  with  a 
mixture  of  magnesia  and  caustic  soda,  dissolving  out  the  alkaline 
sulphates  and  precipitating  as  usual.  Or  addition  of  a  few  grams  of  an 
alkaline  salt  to  the  acid  solution  of  the  metal,  ignition  of  the  dried 
mass,  and  dissolving  out  alkaline  sulphate  as  before. 
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From  what  has  already  been  said  it  might  be  expected  that  results 
obtained  by  the  direct  fusion  of  the  metal  would  be  higher  than  those 
obtained  by  oxidation  with  acids.  This  is  found  to  be  so,  and  irons 
may  l)e  met  with  which  yield  the  full  percentage  of  sulphur  only  to 
some  such  method. 

The  Volmnetric  Estimations  all  depend  on  the  conversion  of  sulphur 
to  sulphuretted  hydrogen.  This  is  generally  accomplished  by  treating 
with  an  acid,  but  heating  the  powdered  metal  in  a  current  of  hydrogen, 
or  hydrogen  and  carbon  dioxide,  also  forms  sulphuretted  hydrogen,  and 
has  been  suggested  for  the  assay  of  metals,  fuels,  or  slags. 

The  earlier  forms  of  the  evolution  process  were  supported  by  the 
impression  that  on  digesting  the  metal  with  acid  all  the  sulphur  was 
evolved  as  sulphuretted  hydrogen.  The  operations  were  so  simple  and 
speedy  that  nothing  but  very  gross  and  obvious  failures,  and  a  seemingly 
endless  number  of  modifications  of  a  contradictory  kind  could  have 
prevented  its  altogether  superseding  the  ordinary  aqua  regia  process. 
The  following  statements  include  the  various  suggestions  made. 

Evolting  the  Sulphur.  —  Both  hydrochloric  and  sulphuric  acid 
have  been  used  for  attacking  the  steel ;  the  former  is  generally 
preferred.  Dilute  acids  are  sometimes  used,  but  in  order  to  avoid  the 
interference  of  copper  and  such  elements  as  tend  to  fonn  insoluble 
sulphides,  and  also  in  order  to  evolve  all  the  sulphur  as  sulphuretted 
hydrogen,  it  is  better  to  use  the  strong  acid.  Sulphuric  acid  alone  is  said 
to  give  low  results,  but  a  mixture  of  hydrochloric  and  sulphuric 
dii^olves  the  iron  more  readily  than  either  acid  used  singly. 

It  is  admitted  nowadays  that  sulphur  is  apt  to  be  left  in  the  evolution 
fiask.  That  this  is  due  to  sulphuretted  hydrogen  becoming  oxidized  by 
the  atmosphere  of  the  flask  through  the  agency  of  a  little  ferric 
chloride  is  an  insufficient  explanation.  To  avoid  this  oxidation,  how- 
ever, the  evolution  is  occasionally  accomplished  in  an  atmosphere  of 
hydrogen,  nitrogen,  or  carbonic  acid ;  or  zinc,  tin,  or  stannous  chloride  are 
dissolved  along  with  the  sample.  Tin,  zinc,  or  stannous  chloride  are  said 
to  transform  any  evolved  sulphurous  acid  into  sulphuretted  hydrogen,^ 
in  addition  to  preventing  the  formation  of  ferric  chloride. 

^  At  one  time  we  proposed  to  hurry  the  decomposition  of  some  ferro-silicon  alloys 
liy  adding  hydrofinoric  acid  when  the  evolution  of  sulphuretted  hydrogen  had 
slackened.  The  invigorated  attack  of  the  alloy  was  accompanied  by  a  very  copious 
evolution  of  sulphuretted  hydrogen,  and  much  more  sulphur  was  registered 
than  could  be  found  in  the  alloy  by  gravimetric  methods.  This  was  accounted  for 
eventually  by  the  fact  that  any  metal  evolving  hydrogen  when  attacked  with  acid 
evolves  sulphuretted  hydrogen  also,  if  commercial  hydrofluoric  acid  is  added  ;  the 
reason  being  that  sulphuric  acid,  which  is  always  present,  is  thereby  reduced. 
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Absorbing  Sulphuretted  Hydrogen. — The  sulphur  evolved  and  that 
recovered  by  digesting  the  residue  with  aqua  regia,  and  precipitating  as 
barium  sulphate,  should  always  have  equalled  the  amount  obtainable  by 
the  standard  gravimetric  process,  whatever  class  of  material  was  being 
dealt  with.  This  was  a  one-time  axiom.  But  it  appears  now  that  the 
sum  total  of  sulphur  found  in  these  two  ways  ought  frequently  to  have 
been  less  than  the  amount  actually  present.  This  is  so  because  Phillips 
has  discovered  that  a  portion  of  the  sulphur,  the  amount  varying  with 
the  class  of  material,  is  evolved  as  an  organic  sulphur  compound  (methyl 
sulphide  and  mercaptan),  which  is  neither  oxidized  nor  precipitated  by 
the  ordinary  reagents,  and  is  only  transformed  to  sulphuretted  hydrogen 
when  passed  through  a  hot  tube.  This  important  addition  to  our 
knowledge  helps  to  explain  some  anomalies.^ 

Some  experiments  by  Matthewman  (West  of  Scotland  Iron  and  Steel 
Institute,  Session  1895-96)  elucidate  a  point  in  the  evolution  process 
which  is  rarely  alluded  to.  He  found  that  the  sulphur  evolved  from 
pig  iron  and  high  carbon  steel  samples  was  greater  the  more  rapid  the 
evolution,  and  that  the  highest  result  was  obtained  when  the  rate  of 
evolution  was  so  rapid  as  almost  to  project  the  absorbing  liquid  from 
the  vessel,  and  certainly  so  rapid  that  a  portion  of  the  sulphuretted 
hydrogen  escaped  absorption.  A  pig  iron  containing  0*15  per  cent, 
sulphur  gave  the  following  results  : 


Rate  of  Evolution. 


Extremely  rapid, 
Rapid, 

Usual  rate  of  evolution, 
Slow, 

Extremely  slow, 
Do., 


Sulphur 
per  ceut. 


0132 
•122 
•092 
•076 
•049 
•036 


The  varying  results  have  been  linked  with  the  fact  mentioned  in  the 
last  paragraph  by  the  suggestion  that  slow  evolution  is  more  favour- 
able to  the  formation  of  sulpho-carbon  compounds  than  rapid  evolution, 
but  at  present  no  experimental  evidence  of  a  convincing  kind  has 
been  produced  in  support  of  this  view. 

The  above  table  explains  why  sievings  which  dissolve  very  readily 
give  higher  results  by  the  evolution  process  than  the  coarse  pieces, 

^  Passing  the  gases  through  a  hot  tube  will  also  decompose  evolved  hydrocarl)on8, 
whose  interference  with  the  subsequent  estimation  of  sulphur  has  been  pointed  out 
in  journals,  but  generally  disregarded  in  text  books. 
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although  no  difference  can  be  detected  by  the  most  rigorous  oxidation 
and  gravimetric  estimation.  Assuming  that  local  impurities  of  a 
sulphurous  nature  do  not  concentrate  either  in  the  fine  or  coarse  pieces^ 
it  is  an  advantage  to  follow  Ledebur's  practice  of  sieving  out  the  amount 
required  for  the  assay  .^ 

The  more  important  reagents  used  for  absorbing  the  sulphuretted 
hjdrogen,  and  the  modes  of  completing  the  estimation,  are  : 

1.  Absorption  by  solution  of  caustic  alkali,  cadmium,  zinc,  arsenic,  or 

iodized  potassic  iodide,  and  titration  with  iodine  or  thiosulphate. 

2.  Absorption  in  a  neutral  solution  of  a  metallic  salt,  and  titration  of 

the  liberated  acid. 

3.  Absorption  in  caustic  alkali,  addition  to  an  acid  solution  of  a 

reducible  salt  (Fe^Oj),  and  titration  of  the  lower  oxide  (FeO) 
formed 

4.  Titration  of  the  alkaline  sulphide  with  a  solution  of  an  easily 

precipitated  metal  [Pb(N03)2]. 

5.  Absorption  in  solution  of  a  metallic  salt  (Pb,  Cu,  As),  and  meas- 

uring of  the  precipitated  sulphide  after  whirling  in  a  centrifugal 
machine ;  or  assaying  the  undecomposed  filtrate. 

6.  Passing  the  sulphuretted  hydrogen  through  a  series  of  bulbs 

containing  equal  volumes  of  a  standard  [Pb(C2H802)2  or  AgNOg] 
solution.  As  no  two  bulbs  are  discoloured  simultaneously  the 
result  is  arrived  at  by  counting  the  number  of  bulbs  affected. 

7.  Comparing  the  colour  of  a  metallic  plate,  or  calico  soaked  with  a 

metallic  salt,  or  a  solution  of  a  metallic  salt  over,  or  through,  or 
into  which  the  sulphuretted  hydrogen  has  passed,  with  standards. 


GRAVIMETRIC  ESTIMATION  OF  SULPHUR. 

To  five  grams  of  steel  add  20  c.c.  nitric  acid  (1*42),  and  then  25  c.c. 
concentrated  hydrochloric  acid,  a  little  at  a  time.  The  reaction  should 
not  be  hurried,  but  a  capacious  vessel  of  cold  water  should  be  handy  in 
order  to  moderate  any  violent  reaction  which  threatens  to  overflow  the 
beaker.  When  dissolved  add  about  half  a  gram  of  potassium  nitrate 
crystals,  and  boil  briskly  with  the  cover  on  until  the  dark  clear  solution 
shows  a  turbidity;  the  solution  does  not  spirt  until  this  point  is  reached, 
but  afterwards  it  will.  The  evaporation  may  be  completed  either  by 
drawing  the  beaker  to  the  edge  of  the  hot  plate  and  heating  it  with  the 
cover  off  just  strongly  enough  to  keep  the  semi-solid  mass  bubbling ; 

^  Ledebttr  is  of  opinion  that  sievings  are  richer  in  sulphur  than  the  coarse  pieces. 
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or  by  passing  a  strap  round  the  beaker  (see  p.  23)  and  keeping  it  in 
rapid  motion  over  a  bunsen  until  the  mass  solidifies. 

The  dried  mass,  after  heating  very  strongly  for  half  an  hour  or  so,  is 
cooled  and  digested  with  20  c.c.  hydrochloric  acid  until  everything  is 
dissolved.  The  solution  is  then  re-evaporated  until  a  skin  just  begins 
to  form  on  the  surface,  or  until,  on  whirling  the  beaker,  the  solution  at 
once  crystallises  on  the  sides.  If  this  evaporation  is  made  at  a  com- 
paratively low  temperature,  small  drops  of  the  solution  rise  up  the  sides 
of  the  beaker  and  fall  back  again.  This  very  marked  instance  of  a 
solution  "moving  itself  aright"  continues  until  just  before  the  skin 
forms.  It  needs  some  judgment  to  arrange  the  formation  of  the  skin  in 
an  easily  distinguishable  way ;  after  the  point  is  reached  add  4  c.c. 
hydrochloric  acid,  dilute  with  two  or  three  times  its  volume  of  hot 
water,  pass  through  a  small  filter  to  eliminate  silica,  add  barium  chloride 
in  excess  to  the  filtrate,  and  allow  to  stand.  Archbutt  found  that  the 
precipitation  of  barium  sulphate  from  concentrated  and  somewhat  acid 
solutions  of  ferric  chloride  was  complete  in  two  hours  or  less;  it  is 
generally  convenient,  however,  to  precipitate  in  the  evening  and  allow 
to  stand  overnight.  The  collected  barium  sulphate  is  washed  with  cold 
and  very  dilute  hydrochloric  acid,  so  as  to  avoid  the  formation  of 
basic  ferric  salts,  and  then  ignited  and  weighed. 

Each  fresh  supply  of  reagents  must  be  tested  for  sulphur.  Some 
difference  of  opinion  exists  as  to  how  this  should  be  done ;  but  the  mere 
evaporation  of  the  mixed  acids  with  a  pinch  of  an  alkaline  salt  or 
Swedish  bar  iron  is  certainly  not  satisfactory.  A  blank  test  should 
always  be  made  under  conditions  as  nearly  like  those  of  the  actual 
estimation  as  possible,  the  object  being  to  determine  not  absolutely 
how  much  of  a  particular  impurity  the  reagents  contain,  but  the  amount 
of  impurity  affecting  the  estimation. 

If  a  steel  known  to  be  free  from  sulphur  or  containing  only  a  negli- 
gible amount  can  be  obtained  the  blank  is  best  determined  by  assaying 
it.  Otherwise  two  and  a  half  and  five  grams  of  any  steel  are  dissolved 
in  equal  amounts  of  the  acids  and  the  usual  operations  performed. 
From  the  amounts  of  barium  sulphate  obtained  the  *  blank '  is  calculated 
by  deducting  the  weight  of  the  precipitate  obtained  from  the  five  grams 
from  twice  the  weight  of  the  precipitate  obtained  from  the  two  and  a 
half  grams.  Or  if  A  and  B  represent  the  respective  amounts  of  barium 
sulphate  obtained  then 

A  =  BaSO^  due  to  5  grams  of  steel  +  reagents. 
2B=     „         „  „  „         +  double  amount  of  reagents. 

.• .  2B  -  A  =  BaSO^  due  to  reagents. 
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\Miere  the  precipitate  is  slightly  soluble  in  the  mother  liquor  or  the 
wash  waters,  the  presence  of  a  small  amount  of  a  particular  impurity  in 
the  reagents  may  be  an  advantage,  if  the  blank  test  is  made  so  as  to 
reproduce  the  precise  conditions  for  solubility,  etc.,  of  the  assay ;  in 
fact  it  enables  the  defect  inherent  in  the  method  to  be  eliminated 
almost  entirely. 

VOLUMETRIC  ESTIMATION  OF  SULPHUR. 

In  a  busy  steel  works'  laboratory  where  the  gravimetric  estimation  is 
considered  too  slow  for  general  use  many  of  the  refinements  mentioned 
in  the  preceding  summary,  such  as  passing  the  evolved  gases  through 
a  heated  tube  before  absorption,  are  altogether  neglected.  The  danger 
of  this  neglect  is  recognized  and  partly  met  by  determining  the 
strength  of  the  standard  solution  against  similar  material  to  that  being 
assayed  and  using  the  different  factors  calculated  from  the  known 
amount  of  sulphur  present  according  as  the  sample  is  pig  iron,  chilled 
iron,  steel,  or  what  not. 

The  solutions  required  for  the  following  process  are : 

For  abBorbing. — Dissolve  twenty  grams  of  pure  zinc  in  hydrochloric 
acid,  add  ammonia  until  a  decided  precipitate  forms,  redissolve  it  with 
acetic  acid,  and  make  up  with  water  to  a  litre.  Each  absorption  flask 
should  contain  about  100  c.c.  of  this  solution. 

For  titratiiig. — A  decinormal  solution  of  iodine  may  be  used,  or  one 
containing  7*94  grams  iodine  per  litre ;  in  the  latter  case  each  c.c.  is 
equivalent  to  0*001  grams  of  sulphur.  The  thiosulphate  should 
correspond  with  the  iodine,  and  the  starch  liquor  should  be  in  good 
condition. 

A  suitable  form  of  apparatus  is  shown  in  Fig.  8.  From  two  to 
ten  grams  of  metal  according  to  its  supposed  percentage  of  sulphur  are 
weighed  into  the  ilask,  the  stopper  inserted  and  50  c.c.  of  concentrated 
hydrochloric  acid  mixed  with  50  cc.  hot  water  passed  into  the  flask 
through  the  small  funnel  shown  on  the  left-hand  side  of  the  figure. 
Water  is  set  going  through  the  condenser  and  heat  applied  to  the  flask. 
When  all  is  dissolved  the  small  funnel  is  removed,  a  lead  acetate 
wash-bottle  attached,  the  screwcock  opened,  and  the  apparatus 
swept  out  with  air  so  as  to  carry  all  the  sulphuretted  hydrogen 
into  the  absorption  vessels.  To  the  first  absorption  flask  (which 
alone  need  be  considered  if  the  second  is  still  clear),  add  an  excess 
of  iodine  and  shake  a  minute  or  so  in  order  to  promote  decomposi- 
tion of  the  zinc  sulphide.     Add  2  c.c.  starch  liquor  and   then  thio- 
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Biilphate  until  the  solution  at  first  green  becomes  clearly  blue  and 
finally  colourless.  Tbo  percentage  of  sulphur  ia  calculated  from  the 
amount  of  iodine  actually  used,  its  value  having  been  determined  as 
aforesaid  by  known  material  similar  to  that  being  assayed. 


Schulte  has  examined  various  materials  with  respect  to  the  propor- 
tion  of  sulphur  evolved  in  organic  combination  and  needing  a  hot-tube 
to  transform  it  to  sulphurretted  hydrogen.  With  white  irons  the 
proportion  varied  Arom  one  to  twelve  per  cent.,  and  with  spiegeleisen 
from  seven  to  fifty-two  per  cent.  With  certain  kinds  of  pig  iron  the 
proportion  may  be  even  greater,  but  in  the  bulk  of  work  the  laboratory 
has  to  deal  with,  i.e.  mild  Siemens-Martin  and  Bessemer  steels,  the 
proportion  is  comparatively  insignificant. 


PHOSPHORUS. 

PRELIMINAKY   SUMMARY. 

The  number  of  the  papers  in  the  various  technical  and  scientific 
joumale  on  the  estimation  of  phosphorus  in  metallurgical  materials 
outnumber  those  relating  to  the  estimation  of  any  other  element.  In 
a  few  pages  it  is  jxissible  to  refer  ;only  to  the  more   important   or 
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interesting  processes  and  to  consider  the  one  or  two  which,  variously 
modified,  are  now  almost  universally  used. 
The  Separation  of  FhosphoruB  firom  Iron  may  be  accomplished : 

1.  By  boiling  neutral  solutions  of  ferrous  or  ferric  oxide  as  circum- 

stances require,  with  silver  nitrate,  a  metallic  acetate,  antimonic 
chloride ;  or  dissolving  the  material  in  nitric  acid  along  with 
tin.     In  each  case  the  phosphorus  is  precipitated. 

2.  By  precipitating  the  iron  with  ferro-cyanide. 

3.  By  dissolving,  and  igniting  the  evaporated  residue  with  alkaline 

salts,  or  at  once  igniting  the  borings  with  a  strong  oxidising 
mixture  {e.g.  the  tribasic  mixture)  and  leaching  out  the  soluble 
alkaline  phosphate. 

4.  By  heating  the  metal  with  a  neutral  solution  of  potassio-cupric 

chloride  :  the  carbonaceous  residue  contains  all  the  phosphorus, 
but  no  arsenic. 

None  of  the  above  processes  have  been  extensively  practised,  during 
recent  times,  in  the  analysis  of  steel-making  materials,  but  it  is 
interesting  to  recall  the  fact  that  in  some  cases  they  were  proposed  for 
that  special  purpose,  and  were  said  to  be  superior  to  others  which  have 
since  become  very  popular. 

The  separation  of  phosphorus  from  the  bulk  of  iron  as  basic  ferric 
phosphate  is  a  well-known  and  sometimes  invaluable  device.  It  is 
accomplished  by  transforming  the  iron  to  the  ferrous  state,  reforming 
or  adding  a  little  ferric  iron,  and  precipitating  the  peroxidised  portion 
by  means  of  ammonia,  ammonium  carbonate,  or  an  emulsion  of  the 
hydrate  or  carbonate  of  calcium.  It  is  sometimes  an  advantage  to  keep 
all  the  iron  in  the  ferrous  state,  to  add  a  little  alum,  and  throw  down  a 
basic  aluminic  phosphate  in  the  same  way  as  before.  In  this  separation 
the  aim  should  be  to  make  the  phosphoric  acid  itself  effect  the  precipita- 
tion as  far  as  possible.  In  relation  to  the  estimation  of  phosphorus  in 
irons  the  above  separation  has  been  distinguished  by  the  term,  *  acetate 
process.* 

P]:ecipitation  with  Magnesia. — The  separation  as  basic  ferric  phos- 
phate and  subsequent  precipitation  with  magnesia  is  one  of  the  earliest 
recorded  methods  for  estimating  phosphorus  in  irons.  It  was  the  custom, 
however,  to  separate  the  remaining  iron  completely  with  ammonium 
sulphide,  and  to  precipitate  the  phosphorus  from  the  filtrate  ;  although 
later  the  practice  was  to  keep  up  the  iron  with  tartaric  acid,  or  tartaric 
acid  and  alcohol.  But  Warrington  pointed  out  that  a  somewhat  in- 
soluble crystaline  tartrate  of  magnesia  frequently  contaminated  the 
precipitated  ammonium  magnesium  phosphate,  and  he  suggested  the 
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substitution  of  citric  acid.  It  is  said  also  that  in  the  joint  presence  of 
aluminium  and  tartaric  acid  phosphorus  is  not  precipitated  from  an 
alkaline  liquid  by  magnesia. 

Since  the  conditions  under  which  phosphorus  is  completely  precipi- 
tated by  nitric  acid  solutions  of  ammonium  molybdate  have  become 
better  understood,  the  molybdate-magnesia  is  equally  as  much  if  not 
more  used  than  the  acetate-magnesia  process.  There  are  methods  which 
combine  the  two — i.e.  an  acetate-molybdate-magnesia  process — on  the 
assumption  that  in  the  presence  of  very  large  amounts  of  iron  all  the 
phosphorus  is  not  precipitated  by  the  molybdate  reagent.  But  in  any 
form  the  final  precipitation  with  magnesia  is  not  well  adapted  to  the 
requirements  of  a  steel-works*  laboratory.  The  operations  are  too 
lengthy  in  comparison  with  the  direct  precipitation  and  estimation  as 
phospho-molybdate,  and,  moreover,  the  ignited  pyrophosphate  multiplies 
the  small  amount  of  phosphorus  looked  for  by  3*6  only. 

The  following  imperfect  summary  is  made  mostly  from  papers  deal- 
ing with  the  estimation  of  large  amounts  of  phosphorus.  Persons 
especially  interested  in  finding  out  the  best  proportions  of  citrate  and 
ammonia,  excess  of  magnesia  mixture,  concentration  of  solution, 
alkalinity,  influence  of  various  alkaline  salts,  modes  of  correcting  for 
phosphoric  acid  lost  on  ignition,  and  so  forth,  should  consult  the 
bibliography. 

Dissolved  silica  has  a  tendency  to  carry  down  both  iron  and  alumina 
from  citrate  solution ;  it  should  therefore  always  be  removed  by 
evaporation  or  otherwise. 

Magnesia  mixture  should  not  be  made  from  the  sulphate,  as  it  is  par- 
tially deposited  as  such  along  with  the  double  phosphate,  and  it  should 
be  added  in  drops.  The  presence  of  citric  acid  is  desirable  in  any  case 
in  order  to  prevent  the  co-precipitation  of  magnesia,  and  to  clear  up  a 
small  precipitate  of  ferric  phosphate,  which  is  sometimes  seen  on 
dissolving  phospho-molybdate  in  ammonia.  Heating  the  two  solutions 
before  mixing  is  also  favourable  to  the  purity  of  the  precipitate.  The 
precipitation  is  complete  in  two  hours,  but  it  may  be  hastened  by 
shaking,  by  stirring  paper  pulp  into  the  liquid,  or  rubbing  the  sides  of 
the  beaker  with  a  cropped  leather.  The  precipitate  is  quite  insoluble 
in  strongly-ammoniacal  solutions  containing  an  excess  of  magnesia,  but 
it  is  not  always  strictly  the  magnesium  ammonium  phosphate.  It 
should  be  washed  with  dilute  ammonia  or  a  mixture  of  ammonia  and 
alcohol. 

Precipitate  and  paper  need  not  be  ignited  separately  if  the  loosely- 
adherent  portion  be  shaken  out  into  the  crucible.     Any  molybdic  acid 


PHOSPHORUS.  49 

present  when  a  preliminary  precipitation  as  phospho-molybdate  has 
been  made  can  be  eliminated  by  strong  ignition.  Strong  ignition, 
however,  volatilizes  some  phosphoric  anhydride,  unless  the  moist 
precipitate  was  exactly  the  magnesium  ammonium  phosphate,  through 
the  intermediate  formation  of  a  meta-phosphate ;  but  a  coating  of 
magnesia  on  the  lid  of  the  crucible  retains  some  phosphoric  anhydride 
and  minimizes  the  error.  The  ignition  is  best  made  at  a  low  temperature 
until  the  precipitate  becomes  white  and  then  at  higher  temperatures. 
Precipitates  which  are  obstinately  black  may  be  heated  with  ammonium 
nitrate.  Reheating  with  strong  sulphuric  acid  and  weighing  as  pyro- 
sulpho-phosphate,  has  been  recommended ;  the  pyro-sulpho-phosphate 
multiplied  by  0*470  equals  PgO^. 

Precipitation  with  Molybdate. — The  advantages  of  the  direct  pre- 
cipitation as  phospho-molybdate  are  :  that  it  is  not  seriously  hampered 
by  the  presence  of  large  amounts  of  iron,  and  that  it  provides  a  precipi- 
tate under  easily  obtainable  conditions  which  is  of  constant  composition 
and  weighs  sixty-three  times  more  than  the  phosphorus  looked  for. 
This  latter  circumstance  greatly  enhances  the  accuracy  of  the  process 
when  very  small  amounts  of  phosphorus  are  being  estimated,  and 
probably  also  accounts  for  its  vigorous  survival  through  a  period  when 
it  was  neither  properly  imderstood  nor  unanimously  approved,  in  its 
more  important  points,  by  those  who  practised  it. 

JXasolving, — The  prevailing  notion  of  the  part  played  by  the  nitrated 
carbon  compounds  existing  in   solution   has  greatly   influenced   the 
modum  operandi  afber  the  steel  has  been  dissolved  in  dilute  nitric  acid. 
The  imperfect  precipitation  of  phosphorus  was  ascribed  to  these  organic 
compounds  when  evaporation  and  baking  with  or  without    suitable 
oxidising  reagents  was  not  resorted  to.     Now,   however,  it  appears 
that  nitrated  carbon  compounds  have  little  or  nothing  to  do  with  the 
imperfect  precipitation,  but  that  merely  dissolving  in  nitric  acid  was 
not  sufficient  to  form  ortho-phosphate,  in  which  state  phosphorus  must 
exist  ID  order  to  be  precipitated  by  ammonium  molybdate.     Evapo- 
ration to  dryness  and  baking  completes  the  oxidation  of  the  phosphorus 
aa  well  as  destroys  the  carbon  compounds,  but  the  latter  is  merely 
incidental  and  not  necessary. 

Demands  for  a  more  rapid  procedure  led  to  a  demonstration  of  the 
complete  oxidation  to  ortho-phosphate  in  the  wet  way.  The  oxidizers 
most  used  are  chromic  acid  and  permanganate.  The  former  is  the  less 
effective  oxidant ;  it  is  not  effective  enough,  in  fact,  in  many  cases,  and 
it  shows    a  tendency  to  soil    the   phospho-molybdate  with  chromic 

oxide.     The  latter,  not  counting  the  solitary  exception  recorded  that  it 
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does  not  act  so  completely  with  chilled  iron  as  evaporation  does,  is  quite 
efficient.  After  boiling  for  some  time  the  excess  of  permanganate  is 
destroyed  by  ferrous  sulphate,  oxalic  acid,  sulphurous  acid,  hydrogen 
peroxide,  sugar,  tartaric  acid,  potassium  nitrite,  hydrochloric  acid,  or 
other  reducing  agent. 

If  the  phospho-molybdate  has  to  be  weighed,  the  behaviour  of  the 
silica,  supposing  it  to  be  not  eliminated  by  evaporation,  is  worth 
considering.  Attention  has  already  been  drawn  to  the  fact  that  when 
steel  is  dissolved  in  dilute  (1*135  S.  G.)  nitric  acid  all  the  silica  passes 
into  solution  and  cannot  be  reprecipitated  as  silico-molybdate  so 
long  as  the  solution  is  kept  acid.  Ammonium  nitrate,  however,  which 
is  added  to  or  formed  in  the  solution  in  order  to  promote  the  precipita- 
tion of  phospho-molybdate  is  said  also  to  favour  the  formation  of  silico- 
molybdate. 

Precipitating  the  Phosphorus, — As  the  precipitation  is  made  in  such 
diverse  ways  that  it  may  be  completed  in  five  minutes  or  it  may  require 
five  hours,  it  is  obviously  impossible  to  give  an  unqualified  answer  when 
asked  whether  ferric  chloride,  alkaline  chloride,  free  hydrochloric  acid, 
etc.,  may  allowably  be  present.  It  depends  entirely  on  how  quickly  the 
precipitation  is  required  to  complete  itself  and  how  little  of  the  above 
substances  and  how  much  of  others  favourable  to  the  precipitation  are 
present.  The  complete  precipitation  of  phosphorus  is  delayed  by 
hydrofluoric  acid  for  instance,  but  it  is  quite  correct  to  say  that  it  may 
be  made  in  the  presence  of  small  amounts,  although  large  amounts 
prevent  it  altogether.  At  these  points  the  inexperienced  go  astray, 
but  no  information  about  them  is  so  satisfactory  as  that  obtained  by 
personal  observation  and  experiment.  The  most  complete  investigation 
we  know  of  the  formation  of  phospho-molybdate  is  that  of  Hundes- 
hagen.  A  thorough  experimental  study  of  his  paper  is  a  most 
desirable  piece  of  work  for  a  student  to  do.  A  synopsis  of  the  paper  is 
given  in  Part  xiii. 

Like  the  ammonium  magnesium  phosphate,  and  most  other  precipi- 
tates, the  formation  of  the  dodeca-molybdate  is  hastened  by  shaking  or 
forcibly  passing  air  or  gas  through  the  solution,  so  that,  except  for 
special  reasons,  this  operation  need  never  take  more  than  half  an  hour. 
There  are  several  respected  analysts,  however,  who  contend  that 
in  order  to  obtain  a  definitely  constituted  compound  free  from  iron, 
aluminium,  manganese,  etc.,  the  solution  should  be  allowed  to  cool 
before  filtering  off  the  precipitate.  Others  for  a  like  reason  form  the 
precipitate  in  the  cold,  or  recommend  that  it  be  redissolved  and 
again  precipitated  under  more  precise  conditions  than  were  obtainable 
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in  the  first  case.  Both  these  complications  are  generally  ignored  in 
practice  and  the  results  are  hardly  less  accurate  than  those  obtained  by 
the  more  elaborate  operation. 

Nitric  acid  and  ammonium  nitrate  are  more  favourable  to  the  pre- 
cipitation of  the  phosphorus  than  any  other  acid  and  salt.  They  can 
be  entirely  replaced,  not  advantageously  however,  by  sulphuric  acid 
and  sulphates.  Ordinary  steels  are  completely  dissolved  by  nitric  acid 
alone,  and  then  the  complete  oxidation  to  ortho-phosphate  with  per- 
manganate and  the  precipitation  are  but  the  work  of  a  few  minutes. 
Indeed  by  very  vigorous  shaking  the  precipitation  is  said  to  be  com- 
plete in  twenty  seconds  after  the  molybdate  reagent  has  been  added. 

In  the  presence  of  arsenic  an  arsenio-molybdate  is  also  precipitated — 
more  or  less.  It  forms  less  readily  than  the  phospho-molybdate  and  is 
more  easily  dissociated  by  an  excess  of  nitric  acid,  but,  like  the  latter, 
it  forms  more  readily  in  hot  than  in  cold  solutions.  The  amount  of 
arsemc  co-precipitated  depends  on  the  temperature  at  which  the 
operation  is  performed  and  the  time  elapsing  before  the  precipitate 
is  filtered  off.  In  a  lengthy  precipitation  at  30'  or  40'  C,  or  in  a 
shorter  precipitation  with  shaking  at  70'-80'  C,  very  little  arsenic 
comes  down.  Arsenic  may  be  removed  prior  to  the  precipitation  of  the 
phosphorus  by 

(1)  Volatilizing  with  hydrochloric  acid  solutions  of  ferrous  chloride, 

or,  what  is  the  same  thing,  evaporating  the  ferric  solution  with 
acid  and  a  reducing  agent. 

(2)  By  evolving  as  arsenuretted  hydrogen  with  zinc  from  an  acid 

solution. 

(3)  Precipitation  with  sulphuretted  hydrogen  or  an  easily  decompos- 

able (zinc)  sulphide  in  a  handy  form  for  subsequent  estimation. 

Gravimetric  Estimation  of  Phospho-molybdate. — The  precipitate,  accord- 
ing to  the  more  recent  and  reliable  analyses,  is  ammonium  phospho- 
dodeca-molybdate  [{NH4)3P04.  I2M0O3]  when  dried  at  120'  to  130'  C. 
The  earlier  analyses  are  in  some  cases  not  trustworthy,  because 
the  conditions  favourable  to  the  formation  of  a  definite  compound  were 
not  well  understood,  and  perhaps  also  because  means  of  making  a 
correct  analysis  were  not  well  known.  In  order  to  make  a  direct 
weighing  of  the  precipitate  resource  is  had  to 

(1)  brushing  from  the  dried  filter  paper, 

(2)  using  counterpoised  filters,  and 

(3)  washing  into  a  tared  vessel  and  drying. 

The  drying  in  (1)  and  (2)  is  facilitated  if  the  final  washing  is  made  with 


52  THE  ANALYSIS  OF  STEEL. 

alcohol,  but  the  devices  are  subject  to  such  obvious  errors  as  the 
incomplete  separation  of  the  precipitate  and  paper,  or  the  possibility  of 
the  balanced  papers  taking  up  unequal  amounts  of  hygroscopic  water. 
The  darkening  of  the  paper,  which  is  sometimes  referred  to  as  an 
indication  that  the  precipitate  has  been  sufficiently  dried,  is  also  an 
indication  that  the  phospho-molybdate  has  been  reduced  or  has  lost 
some  of  its  ammonia.  The  third  device  is  so  troublesome  that  for 
works*  purposes  the  first  or  second  means  are  more  extensively  adopted, 
notwithstanding  the  above-mentioned  objections. 

A  means  of  estimating  the  phospho-molybdate,  which  originated 
probably  in  a  desire  to  avoid  the  tedious  evaporation  in  a  tared  vessel, 
is  to  wash  the  precipitate  into  a  specific  gravity  bottle,  and  from  the 
known  specific  gravity  of  the  substance  to  determine  its  weight.  The 
required  formula  is 

where  S  is  the  specific  gravity  of  the  phospho-molybdate  {i,e.  3*252); 
s  that  of  the  solution  in  which  the  precipitate  is  weighed;  G  the  weight 
of  the  apparatus  containing  the  solution  and  precipitate ;  g  the  weight 
of  the  same  apparatus  filled  with  the  solution  only,  and  x  the  weight  of 
the  precipitate  to  be  determined. 

It  is  a  regrettable  fact  that  the  phospho-molybdate  cannot  be  ignited, 
in  the  ordinary  way,  without  being  decomposed.  But  this  has  not 
prevented  attempts  being  made  to  ignite  the  precipitate  "  so  carefully 
that  only  the  paper  should  be  destroyed  " ;  this  can  be  done,  we  are 
informed,  without  loss  of  weight.  By  arranging  the  temperature  to 
fall  between  400°  and  500'  C.  Meinecke  gets  rid  of  the  paper  completely, 
but  finds  that  the  ammonia  has  gone  also,  and  a  residue  corresponding 
to  P2O5.24M0O3  is  left.  Perhaps  the  simplest  and  safest  way  of  burn- 
ing at  this  regulated  temperature  is  to  support  the  crucible  containing 
the  precipitate  within  a  larger  one,  and  to  heat  the  latter  by  a  suitable 
flame,  as  is  done  when  manganese,  cobalt,  etc.,  are  prepared  for  weigh- 
ing as  anhydrous  sulphates.  The  authors  believe  that  the  means 
described  on  p.  55  et  seq,  for  converting  phospho-molybdate  into  a  form 
which  can  be  ignited  without  decomposition  is  the  most  satisfiictory 
solution  of  this  problem. 

The  most  important  feature  of  the  nitro-molybdate  reagent  is  tho 
regulation  of  its  acidity  with  respect  to  the  solution  precipitated,  so  that 
a  less  proportion  of  acid  than  dissociates  phospho-molybdate  (see  Hundes- 
hagen)  may  be  present.     Neutral  solutions  of  ammonium  molybdate  have 
been  and  may  be  used  when  other  conditions  are  arranged  to  correspond. 
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It  is  desirable  to  have  a  solution  prepared  in  such  a  manner  that  little 
or  no  deposit  forms  on  standing.  The  yeUow  deposit  is  usuallv  pure 
molybdic  oxide;  its  formation  is  promoted  by  having  unnecessary 
amounts  of  ammonium  nitrate  in  the  mixture,  but  it  cannot  be  alto- 
gether preyented  except  by  using  oiganic  acids.  The  presence  of 
tartaric  acid  is  said  to  prevent  the  phospho-molybdate  carrying  molybdic 
oxide  down.  Eggertz  says  it  prevents  the  formation  of  the  main 
precipitate,  Juptner  says  as  much  as  60  grams  per  litre  may  be  used, 
and  Veitch  says  its  use  is  permissible  but  not  advantageous. 

Other  means  of  estimating  phosphorus  gravimetrically  depend  on 
weighing  as  a  compound  of  uranium,  bismuth,  mercury,  lead,  iron,  or 
cerium.  All  are  much  inferior  for  the  present  purpose  to  the  method 
just  considered. 

Volumetric  Estimation  of  Phospho-mdyhdat^, — The  volumetric  estima- 
tion of  small  amounts  of  phosphorus  is  satisfactory  only  when  it 
has  been  separated  as  phospho-molybdate.  The  most-used  processes  are 
of  an  indirect  kind,  and  depend  on  the  determination  of  the  associated 
molybdic  oxide.  Beduction  with  zinc  in  an  acid  solution  to  the  sesqui- 
oxide,  and  re-oxidation  with  standard  permanganate  to  the  trioxide,  is 
the  oldest  of  these  methods.  The  reduced  solution  appears  to  be  very 
easily  oxidized,  and  must  therefore  be  treated  with  permanganate  out 
of  contact  with  the  air.  When  the  excess  of  zinc  is  filtered  off,  or  the 
reduced  solution  in  any  way  exposed,  a  partial  reduction,  which  has 
given  rise  to  intermediate  expressions,  such  as  MogO^g,  MojgOjg,  Mo^^Og^ 
and  so  on,  takes  place ;  and  unless  precautions  are  taken  at  this  stage, 
it  is  an  easy  matter  to  get  results  differing  by  ten  per  cent.  Before 
reducing,  the  precipitate  should  be  washed  with  a  solution  of  sulphate, 
and  not  the  nitrate  of  ammonium  or  dilute  nitric  acid. 

A  more  rapid  means  of  estimating  the  phosphorus,  which  has  arisen 
since  the  constitution  of  the  phospho-molybdate  became  better  under- 
stood, depends  on  saturating  the  precipitate  with  caustic  alkali,  free 
from  carbonate,  and  titrating  the  excess  with  dilute  acid.  In  this  way, 
it  is  claimed,  a  result  may  be  obtained  in  from  ten  to  twenty  minutes, 
counting  from  the  time  the  drillings  are  weighed  out.  An  interesting 
but  by  no  means  so  convenient  a  process  is  based  on  the  reverse 
operation,  that  is,  adding  nitric  acid  to  a  neutral  phospho-molybdate 
solution,  filtering  off  the  precipitate,  and  titrating  the  excess  of  acid. 
The  estimation  of  the  ammonia  in  the  ammonium  phospho-molybdate 
by  Nesselerising  and  otherwise  has  been  suggested,  but  generally  dis- 
regarded because  the  ratio  of  the  ammonia  to  the  phosphorus  is  apt 
to  vary. 
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A  number  of  other  methods  are  suited  more  to  those  occasions  where 
some  rapid  means  must  be  had  rather  to  gauge  the  percentage  of  phos- 
phorus than  to  accurately  estimate  it.     These  depend  on : 

1 .  Comparing  the  turbidities  formed  when  a  solution  of  the  steel  is 

shaken  with  ammonium  molybdate. 

2.  The  colour  formed  when  the  dissolved  phospho-molybdate  is 

poured  into  an  acid  solution  of  stannous  chloride  or  sodium  thio- 
sulphate ;  or  the  colour  formed  with  ferro-cyanide. 

3.  The  volume  occupied  by  a  precipitate  when  it  is  settled  in  a 

graduated  taper  tube  by  whirling  in  a  centrifugal  machine. 

Each  of  these  processes  must  be  worked  under  such  conditions  as 
obtained  when  the  standards  were  prepared  or  the  apparatus  calibrated. 

Of  less  interest  from  a  steel-works'  point  of  view  are  various  other 
volumetric  processes  which  in  most  cases  are  useful  for  estimating  large 
amounts  of  phosphorus  only.     They  may  be  briefly  tabulated  : 

1.  Direct  titration  with  a  neutral  solution  of  ammonium  molybdate 

until  a  precipitate  of  phospho-molybdate  is  no  longer  formed. 

2.  lodometric  estimation  of  the  associated  molybdic  oxide  by  distil- 

ling \iath  potassic  iodide  and  hydrochloric  acid  or  with  potassium 
bromate. 

3.  Titration  of  the  molybdenum  with  lead  acetate  and  tannin  (see 

page  83)  after  eliminating  phosphorus  wnth  magnesia. 

4.  Addition  of  silver  nitrate,  lead  acetate,  etc.,  and  estimation  of 

excess  of  added    metal   in   the  filtrate,  or   its  amount  in  the 
precipitated  phosphate. 

5.  Formation  of  ammonium  magnesium  phosphate  and  estimation  of 

the  excess  of  standard  ammonia  added,  or  of  the  ammonia  in  the 
precipitate. 

6.  Titration  with  uranium  nitrate  using  ferro-cyanide  or  cochineal  as 

indicator. 

7.  Titration  with  ferric  oxychloride  or  iron  alum  solution,  using 

gallic  or  salicylic  acid  as  indicator. 

8.  Precipitation  as  ammonium  manganese  phosphate  and  estimating 

the  manganese  after  transforming  to  dioxide. 

9.  Measuring  the  amount  of  soda  required  to  transform  the  monosodic 

to  the  disodic   phosphate,   using    methyl-orange  and   phenol- 
phthalein  as  indicators. 


PHOSPHORUS.  ^^ 


THE  ESTIMATION  OF  PHOSPHORUS. 

In  some  papers  on  the  analysis  of  molybdenum  compounds,  one  of  the 
authors  showed  that  if  to  a  solution  containing  molybdenum  and  phos- 
phorus enough  hydrochloric  acid  is  added  to  prevent  a  precipitate  from 
forming  on  adding  at  least  enough  lead  acetate  to  combine  with  the 
molybdic  and  phosphoric  oxides,  and  then  this  heated  mixture  is 
added  to  another  containing  ammonium  chloride,  and  at  least  enough 
ammonium  acetate  to  decompose  the  free  hydrochloric  acid,  we  get 
lead  molybdate  precipitated  and  an  acid  lead  phosphate  held  in  solution. 
The  advantage  of  transforming  the  phospho-molybdate  to  lead 
molybdate  in  this  way  is  that  the  latter  is  a  perfectly  definite  and 
easily  manipulated  compound  which  can  be  ignited  speedily  without 
decomposition.  Moreover,  it  weighs  over  one  hundred  and  forty  jbimes 
heavier  than  the  phosphorus  that  is  being  estimated. 

Dissolve  two  grams  of  steel  in  45  c.c.  1*20  nitric  acid,  and  when  the 
brown  fumes  are  expelled,  add  permanganate  until  a  pink  colour  or  a 
precipitate  of  manganese  dioxide  persists  on  boiling.  Clear  the 
solution  with  ferrous  ammonium  sulphate  or  sulphurous  acid,  add  6  or 
7  c.c.  strong  ammonia,  and  then  to  the  clear  hot  solution  30  c.c.  of  the 
nitro-molybdate  reagent.  Shake  the  stoppered  flask  until  the  precipi- 
tate forms,  and  allow  to  stand  from  five  to  twenty  minutes  at  70-80°  C. ; 
when  the  precipitate  has  settled  out  leaving  the  solution  clear,  all  the 
phosphorus  is  thrown  down.  Pass  the  solution  through  a  pulp  filter, 
wash  with  two  per  cent,  nitric  acid,  dissolve  the  precipitate  on  the 
filter  with  a  few  drops  of  ammonia,  wash  with  hot  water,  pass  the 
solution  again  through  the  filter  into  a  small  beaker  (200  c.c.)  and 
wash.  Add  10  to  12  c.c.  concentrated  hydrochloric  acid,  10  c.c.  lead 
acetate  solution  (40  grams  per  litre)  and  heat.  In  the  washed-out 
flask  heat  a  mixture  of  50  c.c.  ammonium  chloride  (200  grams  per 
litre),  and  50  c.c.  strong  ammonium  acetate ;  mix  the  two  solutions  in 
the  flask  with  shaking,  filter,  wash  with  hot  water,  and  weigh  the 
ignited  lead  molybdate.  Its  weight  midtiplied  by  0-007^  gives  the 
weight  of  phosphorus  in  the  steel. 

Although  it  is  desirable  to  work  the  process  under  the  above 
described  conditions,  some  variation  in  the  amount  of  the  free  nitric 
acid,  for  instance,  is  allowable  without  sacrificing  accuracy.  Two 
separate  steels  were  prepared  as  above,  treated  with  varying  amounts 

^This  factor  is  dedaced  from   the  relation  between  (NH4)3p04.  I2M0O3  ^^^ 
PbMo04. 
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of  strong  ammonia  after  oxidizing  with  permanganate,  and  then  finished 
as  usual.     The  results  were : 


Ammonia  Added. 

Per  cent.  Phosphorus. 

I. 

II. 

2  C.C. 
4 
6 
8 
10 

0-088 
•090 
•090 
•089 
•091 

0  032 
•032 
•0.34 
•034 

This  process  may  be  used  for  estimating  phosphorus  in  pig  irons, 
nickel  steels  and  alloys,  chrome  steels,  tungsten  steels,  spiegels,  and 
ferro-manganeses.  Chrome  steels  require  more  permanganate,  as  the 
chromium  has  to  be  oxidized  to  chromic  acid ;  it  must  later  be 
deoxidized  by  the  sulphurous  acid.  Spiegels,  ferro-manganese,  and 
tungsten  steels  also  require  larger  amounts  of  permanganate.  If  a  little 
tungstic  oxide  is  precipitated  during  the  oxidation  it  should  be 
removed  before  adding  the  molybdate.  A  little  is  sometimes  precipi- 
tated with  the  phosphorus  and  gets  weighed  finally  as  lead  tungstate  ; 
but  in  extreme  cases  only  as  much  as  influences  the  result  by  about 
0*003  per  cent,  phosphorus  has  been  found.  The  presence  of  tungsten 
in  the  lead  molybdate  is  detected  by  dissolving  in  a  small  quantity  of 
hydrochloric  acid,  evaporating  nearly  to  dryness,  and  taking  up  with 
dilute  hydrochloric  acid.  Any  tungstic  oxide  remains  undissolved,  and 
may  be  allowed  for  by  deducting  its  equivalent  lead  tungstate  from  the 
weighed  lead  molybdate.  Further  modifications  required  by  the 
presence  of  special  elements  will  be  found  where  the  analysis  of  such 
alloys  is  being  considered. 

Steels  containing  two  to  three  per  cent,  chromium  will  frequently 
not  dissolve  completely  in  the  nitric  acid,  even  when  digested  with  per- 
manganate. On  adding  5  c.c.  dilute  (1  to  3)  sulphuric  acid  the  action 
recommences  after  a  few  seconds  with  a  slight  explosion,  and  is  quickly 
ended  ;  in  such  cases  an  additional  2  or  3  c.c.  ammonia  should  be  added 
before  precipitating  the  phosphorus.  The  addition  of  a  little  hydro- 
fluoric acid  also  clears  up  the  insoluble  portion.  But  sometimes  the 
still  simpler  expedient  of  diluting  the  solution,  which  no  longer  attacks 
the  insoluble  residue,  with  about  its  own  volume  of  hot  water  will 
cause  everything  to  dissolve. 

The  nitro-molybdate  solution  is  made  by  dissolving  fifty  grams  of 
molybdenum  trioxide  in  35  c.c.  strong  ammonia  diluted  with  three  times 
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its  volume  of  water  and  pouring  into  625  c.c.  1*20  nitric  acid.  A  little 
molybdic  oxide  separates  on  keeping.  The  reagent  made  according  to 
any  other  formula  will  do  so  long  as  the  free  acid  in  the  precipitated 
solution  is  suitably  adjusted. 

The  above  process  is  very  accurate ;  it  cannot,  however,  claim  to  be 
very  rapid  in  comparison  with  some  mentioned  in  the  summary.  A 
single  estimation  to  be  trustworthy  needs  at  least  half  an  hour  from  the 
time  the  drillings  are  weighed  out,  but  a  series  of  estimations  can  be 
made  in  proportionately  less  time ;  e.g.  thirty  estimations  have  been 
made  in  a  working  day  of  seven  hours  by  an  experienced  operator. 
The  ability,  however,  to  deal  with  large  numbers  of  assays  in  a 
systematic  and  intelligent  way  is  a  faculty  possessed  differently  by 
different  persons^  It  also  depends  very  considerably  on  the  peculiar 
fitness  of  the  apparatus  for  the  work.  The  excuse  for  the  following 
particulars,  if  they  should  appear  commonplace,  is  that  the  afore- 
mentioned speed  cannot  be  attained  except  by  attending  to  such 
details. 

Flasks  similar  to  those  used  in  liberating  the  carbon  (page  13)  are  a 
suitable  kind  to  use  throughout  the  operation.  A  smooth  funnel  three  and 
a  quarter  inches  in  diameter  allows  all  the  precipitated  solution  to  be 
poured  on  the  filter  at  once.  The  flask  is  washed  out  twice,  and  then  the 
filter  washed  twice  more,  each  time  allowing  all  the  solution  to  run 
through.  Using  pulp,  the  filtration  is  very  rapid,  and  the  washing  par- 
ticularly effective :  a  wash-bottle  having  no  jet  on  the  delivery  tube  is 
used.  The  yellow  precipitate  is  conveniently  dissolved  by  strong 
ammonia  dropped  from  a  burette.  If  the  mixture  of  ammonium 
chloride  and  acetate  is  kept  hot  and  the  filter  washed  with  hot  water,  the 
final  precipitation  can  be  made  without  further  heating.  When  all  the 
samples  are  precipitated  as  lead  molybdate,  the  filtration  and  washing 
are  carried  out  as  before.  On  each  occasion  only  so  many  filters  are 
used  as  keep  the  time  fully  occupied  ;  more  than  this  invites  confusion. 
The  filters  are  transferred  to  marked  crucibles  and  placed  six  or  eight 
at  a  time  into  the  hot  mufHe ;  under  this  severe  treatment  the  precipi- 
tate never  spatters. 

It  need  hardly  be  remarked  that  to  go  through  these  operations  thirty 
times  a  day  is  such  a  task  as  cannot  be  regularly  discharged,  even  by  the 
physically  strong,  except  in  a  mechanical  routine  way.  If  the  object  of 
the  assay  is  merely  to  detect  abnormal  amounts  of  phosphorus,  the 
operation  need  not  be  carried,  in  the  majority  of  cases,  beyond  the 
formation  of  the  phospho-molybdate,  as  an  experienced  eye  can  gauge 
the  percentage  of  phosphorus  from  the  bulk  of  the  precipitate  with 


58  THE  ANALYSIS  OF  STEEL. 

tolerable  accuracy.  The  toil  of  making  a  complete  estimation  may  be 
lessened  somewhat  in  the  following  manner,  but  the  speed  is  not  much 
increased,  and  it  is  easier  for  the  final  precipitate  to  contain  accidental 
impurities.  Dissolve  the  phospho-molybdate  in  ammonia  as  before,  and 
pour  the  solution  and  washings  into  50  c.c.  of  an  acetic  acid  solution  of 
lead  acetate.^  On  the  assumption  that  all  the  phosphorus  is  precipitated 
as  lead  phosphate,  the  composition  of  the  white  precipitate  would 
correspond  to  Pb3(P04)2 .  24PbMo04,  which  contains  0*644  per  cent, 
phosphorus.  But  although  only  a  portion  of  the  phosphorus  is 
precipitated  under  the  above  conditions,  the  deficiency  introduces  no 
appreciable  error ;  in  fact,  the  separate  authors  regularly  use  the  two 
forms  of  the  process  respectively,  and  obtain  results  in  perfect  agree- 
ment. The  precipitate  may  bo  ignited  with  the  same  freedom  as 
before. 


CHROMIUM. 

PRELIMINARY  SUMMARY. 

Separation  of  Iron  and  Ohrominm. — To  separate  chromium  from 
iron  as  a  salt  of  the  sesqui-oxide,  the  iron  must  be  in  the  ferrous 
condition.  The  chromium  may  then  be  precipitated  by  adding 
barium  carbonate,  magnesia,  zinc  oxide,  or  sodium  phosphate.  The 
separation  with  barium  carbonate  to  be  complete  requires  the  filtrate 
to  be  re-treated,  so  that  at  best  the  operation  is  a  troublesome  one 
and  very  little  practised  in  spite  of  its  frequent  inclusion  in  text 
books.  Chromic  oxide  may  also  be  precipitated  from  iron  solutions 
with  nitroso-/8-naphthol  or  phenyl-hydrazine.  Chromic  and  ferric 
oxides  may  be  separated  in  the  dry  way  by  volatilizing  the  latter  in  a 
stream  of  hydrochloric  acid  gas  at  200-300"*  C. ;  or  the  ignited  oxides 
may  be  digested  with  hydrochloric  acid  and  the  insoluble  chromic  oxide 
filtered  off.  The  treatment  of  the  metallic  borings  with  a  neutral  solu- 
tion of  cuprammonium  chloride  in  a  carbon  dioxide  atmosphere  leaves 
all  the  chromium  sis  a  double  carbide  with  iron  ;  a  further  separation 
of  the  residual  iron  has  therefore  to  be  made  (mainly  by  fusion) 
before  the  chromium  can  be  estimated. 

Those  separations  wherein  the  iron  is  eliminated  after  converting  the 
chromium  to    chromic  acid    are    very  convenient.     Hillebrand    has 

^  Lead  acetate  cryatiils,  8  grams,  and  B.P.  acetic  acid,  400  cc,  made  up  to  a 
litre  with  water. 
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observed  that  the  characteristic  green  colour  formed  on  fusing  a  salt  of 
manganese  with  sodium  carbonate  may  fail  to  appear  when  manganese  is 
certainly  present.  We  have  observed  that  the  formation  of  chromic 
acid  when  mixtures  of  ferric  and  chromic  oxides  are  fused  with  sodium 
carbonate  may  also  fail  occasionally,  and  that  the  complete  separation 
of  the  two  oxides  in  this  way  may  fail  frequently. 

The  separation  of  iron  from  chromic  acid  solutions  is  a  misunderstood 
process.  An  excess  of  alkaline  acetate,  ammonia,  carbonate  or  bi-car- 
bonate  of  sodium  invariably  precipitates  part  of  the  chromic  acid  with 
the  iron,  unless  the  amount  of  the  latter  is  small  or  the  excess  of  reagent 
large.  An  early  and  widely-published  mode  of  making  the  separation 
is  to  oxidize  the  chromic  oxide  solution  with  bromine  or  chlorine,  and 
to  precipitate  the  iron  with  acetate.  This  operation  may  leave  only  a 
mere  fraction  of  the  chromic  acid  in  solution ;  it  is  one  of  the  most 
noticeable  instances,  unfortunately  too  common  in  analytical  chemistry, 
of  a  serious  misconception  passing  muster  for  many  years  in  the  best 
text  books,  which  might  have  been  corrected  by  a  simple  experiment 
on  a  synthetic  mixture. 

All  separations  of  iron  from  chromic  acid  by  means  of  alkalis  or 
alkaline  salts  are  subject  to  error  through  the  formation  of  basic  ferric 
chromates.  The  tendency  of  this  compound  to  form  is  so  decided  that 
alkaline  chromates  may  (in  some  cases  with  advantage)  be  used  instead 
of  acetates,  sulphates,  phosphates,  etc.,  for  precipitating  neutralized 
feme  solutions  when  manganese,  nickel,  cobalt,  zinc,  or  copper  has  to  be 
estimated  in  the  filtrate.  For  the  same  reason  as  obtains  in  the  separa- 
tion of  iron  and  molybdenum,  it  is  always  best  to  make  the  separation 
by  pouring  the  mixture  into  the  caustic  alkali  or  alkaline  carbonate 
used  to  precipitate  the  iron.  The  following  results  obtained  by  adding 
alkali  of  binormal  strength  to  a  mixture  of  ferric  chloride  (equal  to  one 
gram  of  iron)  and  30  c.c.  of  potassium  chromate  (12*5  grams  per  litre), 
iUuatrate  the  efficiency  of  some  common  reagents.  Sodium  hydrate  is 
ob\iously  the  best. 


AlkaU  In  ExceM. 

Percentage  Separation. 

(NH^HO. 

Na,CO,. 

NaHO. 

0  c.c. 

24-8 

54-6 

69*3 

10 

70-4 

90-4 

100  0 

20 

llii 

97-5 

99-8 

:^0 

83-6 

98-7 

1001 

50 

87-8 

1001 

^— 
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The  Gravimetric  EBtimation  of  Chromium  is  generally  made  by 
adding  ammonia,  collecting  the  precipitated  hydrate,  and  igniting  it  to 
chromic  oxide.  The  precipitated  hydrate  is  rather  troublesome  to 
wash,  but  it  is  improved  in  that  respect  if  the  precipitation  is  made  in 
the  presence  of  hydroxylamine.  The  precipitate  also  retains  fixed 
alkalis,  sulphuric  and  phosphoric  acids,  magnesia  and  other  impurities, 
if  they  are  in  solution;  and  therefore  the  estimation  in  this  form  is 
limited  almost  entirely  to  pure  solutions  of  chromic  salts.  By  precipi- 
tating as  phosphate,  or  basic  phosphate  (SCrgOg .  2P2O5),  a  purer  pre- 
cipitate is  assured.  Chromic  oxide  may  also  be  precipitated  as  basic 
sulphite,  and,  if  pure,  ignited  directly  and  weighed. 

To  make  chromium  the  acid  of  the  weighed  compound  it  may  be 
precipitated  with  a  solution  of  a  lead,  barium,  or  mercurous  salt.  The 
use  of  either  of  the  two  first  reagents  is  not  interfered  with  by  the 
presence  of  calcium,  magnesium,  zinc,  nickel,  cobalt,  or  manganese. 
Mercurous  nitrate  cannot,  of  course,  be  used  satisfactorily  if  ammonium 
salts  are  present. 

The  Volumetric  Estimation  almost  invariably  requires  the  chromium 
to  exist  j<s  chromic  acid.  The  following  reagents  have  been  recom- 
mended for  effecting  the  oxidation  in  the  dry  way  : 

Sodium  carbonate  alone  or  mixed  with  KNO3,  KCIO3,  K^COg  +  KCIO3, 
KCIO3  -V  MgO,  K.,C03  +  MgO,  K0CO3  +  borax  glass*^,  CaO,  CaCOg, 
Ba02,  NaHO  +  CaO,  NaHO  +  M^. 

Potassium  carbonate,  mixed  with  nitrate  or  caustic  soda. 

Caustic  soda,  mixed  with  lime  or  magnesia. 

Caustic  potash  alone,  or  mixed  with  nitrate,  or  placed  in  an  electric 
circuit. 

Potassium  nitrate. 

Sodium  peroxide,  alone  or  mixed  with  barium  peroxide. 

Calcium  chloride  mixed  with  lime. 

Soda  lime,  and  potassium  chlorate. 

The  following  have  been  suggested  for  oxidizing  the  chromic  oxide 
in  the  wet  way : — Nitric  acid  and  potassium  chlorate,  permanganate, 
manganese  dioxide,  lead  peroxide,  bromine,  chlorine,  iodine,  mercuric 
oxide,  hydrogen  peroxide,  sodium  peroxide,  and  hypochlorites. 

The  list  presents  as  great  a  variety,  for  working  in  either  acid  or 
alkaline  liquids,  as  the  analyst  is  likely  to  need. 

Having  converted  the  chromium  to  chromic  acid,  and  separated  from 
iron  or  not  as  occasion  demands,  it  may  be  estimated,  and  most  com- 
monly is,  by  ferrous  sulphate  and  permanganate  or  bichromate.     But 
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stannous  chloride,  potassium  iodide  and  thiosulphate,  thiosulphate 
alone  using  iodide  and  starch  as  spot  indicator,  or  iodine  and  arsenious 
oxide  in  bicarbonate  or  strong  acetate  solutions,  have  also  been  sug- 
gested. Some  less  used  and  apparently  less  convenient  means  of 
estimating  chromic  acid  are : 

1.  Addition  of  baryta  water,  removal  of  excess  with  carbon  dioxide, 

and  titration  of  the  free  alkali,  which  is  equivalent  to  the 
precipitated  chromic  acid. 

2.  Direct  precipitation  with  barium  chloride,  using  haematoxylin  or 

logwood  as  indicator. 

3.  Processes  depending  on  the  addition  of  a  reagent  {e,g.  a  lead  salt) 

which  precipitates  chromic  acid,  the  excess  used  being  estimated. 

4.  Two  gasometric  processes  depending  on  the  liberation  of  nitrogen 

on  adding  acidified  hydrazine  sulphate,  or  of  oxygen  on 
adding  hydrogen  peroxide,  the  evolved  gases  being  measured 
at  N.T.P. 

The  only  noteworthy  method  for  titrating  solutions  of  chromic 
oxide  is  operated  by  running  the  solution  into  hot  alkaline  standard 
pennanganate  until  a  clear  yellow  colour  is  obser\'ed. 


ESTIMATION  OF  CHROMIUM. 

Chromium  is  more  easily  and  quickly,  and  for  everyday  purposes 
more  accurately,  estimated  by  a  volumetric  than  a  gravimetric  process. 
Oxidation  with  permanganate  in  an  acid  solution,  and  titration  of  the 
chromic  acid  with  ferrous  sulphate,  has  been  shown  by  experience 
to  be  a  suitable  form  of  process  for  estimating  chromium  in  steel. 

Chromium  steels  (but  not  ferro-chromium  alloys)  are  decomposed  by 
boiling  with  dilute  sulphuric  acid,  and  all  the  chromium  goes  into 
solution  except  what  is  associated  with  the  black  particles  seen  floating 
in  the  liquid.  The  addition  of  permanganate  up  to  a  certain  point 
oxidizes  the  iron  only  according  to  the  equation 

lOFeSO^  +  8H2SO4  +  2KMn04  =  6Fe2(S04)3  +  KgSO^  +  2MnS04  +  ^HgO. 

When  this  reaction  is  completed  the  further  addition  of  permanganate 
oxidizes  the  chromic  oxide  to  chromic  acid.  But  before  this  oxi- 
dation is  really  completed  the  excess  of  permanganate  and  the 
manganous  sulphate  in  solution  are  mutually  decomposed  (see  page  28) 
with  formation  of  peroxide  of  manganese,  and  it  is  this  precipitate  that 
completes  the  oxidation  in  the  boiling  solution. 
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The  speed  of  oxidation  depends  on  the  temperature,  the  excess  of 
permanganate  or  manganese  dioxide  and  the  acidity  of  the  solution. 
The  change  can  be  wrought  with  only  a  few  drops  of  permanganate, 
(25  grams  per  litre),  in  excess  of  that  theoretically  needed,  by  boiling 
long  enough ;  but  with  an  excess  of  several  cubic  centimetres  perman- 
ganate the  oxidation  is  completed  by  a  few  minutes  boiling.  Increased 
acidity  favours  the  oxidation;  but  this  advantage  is  limited  by  the 
fact  that,  in  strong  sulphuric  acid  solutions,  the  peroxide  of  manganese 
may  be  partly  dissolved  without  being  completely  decomposed,  and  is 
thus  able  to  augment  the  measiu*ed  oxidizing  effect  of  the  chromic  acid. 
Moreover,  in  still  stronger  acid  solutions,  the  complete  conversion  to 
chromic  acid  is  impossible. 

When  the  acid  permanganate  process  was  introduced  the  power  of 
the  precipitated  dioxide  of  manganese  to  speedily  and  completely 
oxidize  the  chromium  appears  to  have  been  overlooked,*  and  it  was 
customary  to  add  permanganate  to  the  boiling  solution  until  its  pink 
colour  showed  that  free  permanganic  acid  was  present  This  miscon- 
ception led  to  a  great  deal  of  trouble,  because  no  permanent  pink 
colour  is  obtainable  until  all  the  manganous  sulphate,  which  is  formed 
by  oxidizing  the  iron,  is  transformed  to  the  dioxide,  and  this  entails  a 
big  precipitate  which  invariably  retains  chromic  acid. 

The  precipitated  manganese  dioxide  was  responsible,  according  to  its 
amount,  for  a  deficiency  in  each  assay  of  from  two  to  twenty  per  cent. 
In  1893  Mr.  Galbraith  proposed  to  free  the  precipitate  from  chromic 
acid  by  adding  an  excess  of  sodium  hydrate  and  titrating  the  filtered 
alkaline  chromate.  A  serious  objection  to  this  proposal  is  that  unless 
all  the  manganous  sulphate  has  been  precipitated  by  permanganate, 
the  added  soda  forms  manganous  hydrate,  which,  being  a  strong 
reducing  agent,  destroys  a  portion  of  the  chromic  acid,  and  may  thus 
introduce  a  negative  error  many  times  greater  than  the  one  it  was 
designed  to  avoid.  On  the  other  hand,  if  more  permanganate  than  ip 
required  by  the  manganous  sulphate  is  added,  some  additional  device 
for  destroying  the  excess  is  necessary  in  order  to  prevent  permanganic 
being  estimated  as  chromic  acid.  Galbraith 's  is  perhaps  the  least  happy 
modification  of  his  original  process,  but  it  brings  out  a  useful  fact, 
viz. :  that  chromic  acid  associated  with  manganese  dioxide  can  be 
easily  separated  by  treatment  with  caustic  soda. 

Stead's  Modiflcation. 

Mr.  Stead  showed  that  the  black  chromiferous  particles  seen  in  the 
sulphuric  acid  solution  of  the  steel  are  decomposed  during  the  perman- 


CHROMIUM.  63 

ganatfC  oxidation.  His  modified  process  is  based  on  the  fact  that  a 
dilute  solution  of  kjrdrochloric  acid  will  destroy  manganese  dioxide  or 
pennanganate  without  in  the  least  decomposing  chromic  acid. 

Dissolve  two  grams  of  steel  in  30  c.c.  dilute  sulphuric  acid  (1  to  3), 
oxidize  the  iron  with  permanganate,  dilute  to  300  c.c.  with  water,  and 
add  half  a  gram  of  permanganate  crystals  dissolved  in  water.  Afber 
boiling  for  ten  minutes  add  40  c.c.  strong  hydrochloric  acid  diluted 
with  40  C.C.  hot  water,  and  continue  the  boiling  until  the  brown  per- 
oxide has  just  disappeared ;  then  add  1 50  c.c.  boiling  water,  and  con- 
tinue the  boiling  until  100  c.c.  has  evaporated :  the  solution  is  then 
free  from  chlorine,  and  after  cooling  ready  to  be  titrated  with  ferrous 
sulphate  and  bichromate. 

This  process  does  not  enable  one  to  judge  by  the  colour  of  the 
titrated  solution  what  amount  of  chromium  is  likely  to  be  present,  as  it 
is  sometimes  desirable  to  do.  The  process  would  also  be  more  speedy 
and  none  the  less  accurate  if  a  smaller  excess  of  permanganate  were 
added  after  the  iron  has  been  oxidized.  This  would  also  help  to 
minimize  the  possibility  of  error  through  the  formation  of  manganous 
ferro^^yanide  and  a  premature  end  reaction.  Iodized  starch  paper  may 
be  used  to  indicate  the  expulsion  of  chlorine  from  the  boiling  solution. 

Another  Modiflcation  (after  Vignal). 

To  two  grams  of  steel  add  20  c.c.  dilute  sulphuric  acid  (1  to  3),  and 
boO  until  the  sample  is  at  least  mainly  dissolved,  then  add  20  c.c. 
1*20  nitric  acid,  boil  to  complete  the  oxidation  of  the  iron,  and  dilute 
to  about  200  c.c.  It  is  unnecessary  to  have  more  than  2  c.c.  perman- 
ganate (25  grams  per  litre)  present  over  and  above  that  used  in 
converting  the  chromium  to  chromic  acid,  and  therefore,  after  adding 
permanganate  until  a  turbidity  persists,  add  only  another  2  c.c. 

When  the  sample  is  dissolved  in  this  way  chromic  oxide  is  the  only 
oddizable  body  in  solution,  so  that  if  dilute  permanganate  were  run 
in  from  a  burette  until  a  faint  turbidity  of  manganese  dioxide  was 
formed,  the  amount  used  would  measure  the  approximate  percentage  of 
chromium  present ;  indeed,  this  information  is  obtained  very  roughly 
by  using  the  stronger  permanganate. 

After  five  or  ten  minutes'  boiling  the  excess  of  permanganate  may 
have  been  converted  to  manganese  dioxide;  if  this  is  not  so,  then 
^d  a  little  manganous  sulphate  and  continue  the  boiling.  Filter 
through  asbestos.  When  the  washings  are  no  longer  yellow,  pour 
on  to  the  filter  10-20  c.c.  hot  sodium  hydrate  of  binormal  strength, 
catch  the  filtrate  in  dilute  sulphuric  acid,  and  if  there  is  any  colour 
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add  to  the  (meanwhile  cooled)  main  filtrate,  and  titrate  with  ferrous 
ammonium  sulphate  and  permanganate.  The  sodium  hydrate,  it  has 
been  found,  recovers  from  -01  to  '03  per  cent,  of  chromium  from  the 
precipitate. 

The  calculation  is  the  same  as  for  bichromate  solutions :  that  is,  the 
iron  value  of  the  standard  solution  multiplied  by  0*311  equals  the 
chromium  value;  or  for  solutions  exactly  decinormal,  1  c.c.  =  *001736 
grams  chromium ;  or  when  two  grams  of  steel  are  used, 

N 
1  c.c.  Y^  KMnO^  =  -0868  per  cent,  chromium. 

The  use  of  nitric  acid  avoids  the  introduction  of  so  large  an  amount 
of  manganese  as  when  the  sulphuric  acid  iron  solution  is  oxidized  with 
permanganate ;  this  also  makes  it  impossible  to  form  a  large  precipitate 
of  peroxide  before  a  permanent  pink  is  shown.  Moreover,  the  presence 
of  nitric  acid  causes  the  precipitate  to  be  much  more  easily  filtered,  and 
the  single  washing  with  caustic  soda  frees  it  entirely  from  chromic 
acid. 

If  two  grams  of  steel  containing  no  chromium  are  assayed  in  the  above 
manner,  a  consumption  of  ferrous  sulphate  equivalent  to  about  0*08  per 
cent,  chromium  will  be  observed.  This  amount  must  therefore  be 
deducted  from  each  result  in  order  to  arrive  at  the  true  percentage ;  or 
the  caustic  soda  washing  may  be  omitted  and  0*05  per  cent,  deducted. 
A  determination  of  chromium  by  this  latter  process  can  be  made  in 
twenty  minutes  or  less. 


NICKEL. 

PRELIMINARY  SUMMARY. 

Separating  the  Iron. — The  better-known  and  most-used  processes 
for  the  separation  of  iron  from  nickel  are  the  same  in  principle  as 
those  used  for  separating  iron  and  manganese  (page  25),  but  generally 
the  former  operation  must  be  much  more  delicately  made  in  order 
to  ensure  a  perfect  separation.  The  acetate  separation,  which  is  as 
convenient  and  certainly  as  accurate  Avhen  properly  performed  as 
any  known  process,  is  explained  at  some  length  on  page  67  et  sea. 

The  separation  of  iron  and  nickel  with  ammonia  is  a  process  of  which 
much  that  is  unintelligible  can  be  gathered  by  turning  from  one 
authority  to  another.     This  confusion  is  due,  no  doubt,  to  differences 
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in  modes  of  working,  whose  true  significance  is  either  not  appreciated 
or  not  well  understood.     The  differences  briefly  catalogued  are  : 

1.  The  use  of  various  acid  solutions. 

2.  Precipitation  in  hot  or  cold  solutions. 

3.  The  rate  at  which  the  precipitation  is  made. 

4.  The  presence  of  various  ammoniacal  salts:    chloride,  sulphate, 

oxalate,  borate,  etc. 

5.  The  excess  of  ammonia  used. 

6.  The  time  allowed  for  the  solution  to  digest. 

All  these  particulars  may  not  have  a  material  influence  on  the  result, 
but  if  an  excess  of  ammonia  is  used  then  due  regard  miist  be  paid  to  4 
if  an  accurate  separation  is  desired. 

The  futility  of  making  an  accurate  separation,  when  the  amount  of 
iron  to  be  precipitated  is  very  large,  merely  by  adding  ammonia  to  an 
acid  solution  of  the  two  metals  is  a  matter  of  common  experience.  In 
order  to  make  amends,  hydrochloric  acid,  so  dilute  as  barely  to  attack 
the  precipitated  ferric  hydrate,  is  added  to  the  ammoniacal  solution ; 
this  redissolves  the  nickel  which  has  been  carried  down,  and  the  small 
amount  of  iron  which  accompanies  it  ia  removed  or  not  according  to 
the  influence  it  may  exert  on  the  subsequent  estimation. 

Of  the  reagents  mentioned  on  page  26,  alkaline  sulphates  and 
phosphates  are  the  most  widely  used  for  separating  iron  and  nickel ; 
but  many  of  the  others  have  features  which  specially  fit  them  for 
particular  uses,  e,g.  chromates  in  great  excess  may  be  added  to  the 
neutralized  ferric  solution  without  the  smallest  fraction  of  the  nickel 
being  precipitated  with  the  iron.  Eastwick's  process,  frequently 
referred  to  by  American  chemists,  depends  on  the  solubility  of  the 
sulphide  of  nickel  and  the  insolubility  of  the  sulphide  of  iron  in  an  acid 
solution  of  ammonium  sulphate ;  Rosenblatt's,  on  the  precipitation  of 
the  iron  with  potassium  );hio-carbonate ;  and  others,  on  the  diverse 
solubility  of  the  sulphides  in  hydrochloric  acid,  or  of  the  hydrochloric 
acid  solution  of  the  salts  in  ether.  Some  of  these  are  general  processes 
which  sharply  separate  iron,  aluminium,  chromium,  etc.,  from  nickel, 
cobalt,  manganese,  copper,  zinc,  etc. 

Iron  may  be  electro-deposited  from  alkaline  tartrate  solutions  free 
&om  nickel.  But  generally  the  electrolytic  separation  is  made  in 
alkaline  solutions  in  which  the  precipitated  iron  is  suspended ;  or,  the 
nickel  and  iron  are  deposited  together  in  an  ammoniacal  solution  con- 
taining an  organic  (citric)  ^d^  and  then  on  reversing  the  current,  in  an 

ammoniacal  solution  of  ammonium  sulphate,  the  nickel  is  redeposited 

E 
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and  the  iron  floats  as  precipitated  hydrate.     Chromic  acid  prevents  the 
electro-deposition  of  nickel. 

When  the  separation  is  effected  by  precipitating  the  nickel,  the  iron 
is  held  in  solution  as  pyrophosphate,  or  by  being  transformed  into 
ferro-cyanide  and  the  nickel  precipitated  with  bromine  and  soda  or 
sodiimi  xanthate.  The  only  other  noteworthy  operations  of  this  class 
depend  on  the  diverse  solubility  of  the  oxalates  of  nickel  and  iron  in 
dilute  acetic  acid. 

Gravimetric  Estimation. — The  mode  of  separating  the  iron  occasion- 
ally proscribes  a  certain  form  of  estimation,  but  the  precipitation  of 
the  nickel  as  sulphide  is  of  very  general  application,  e.g.  it  can  be  used 
in  the  presence  of  many  organic  salts  and  the  acids  of  sulphur  and 
phosphorus.  The  completeness  of  the  precipitation  depends  on  the 
ratio  of  the  weight  of  acid  to  the  weight  of  metal  in  solution,  and  by 
suitable  adjustment  of  this  proportion  a  number  of  separations  from 
nickel  can  be  made.  In  inexperienced  hands  the  precipitation  is 
frequently  found  to  be  incomplete,  the  deficiency  being  due,  it  is  said, 
to  the  formation  of  a  thio-nickelate.  According  to  Gibbs,  nickel  may 
be  completely  precipitated  by  a  small  excess  of  sodium  carbonate,  but 
generally,  when  ammonia  salts  are  absent,  the  precipitation  as  nickelic 
hydrate  with  bromine  and  soda  is  more  convenient.  Both  sulphide  and 
hydrate  must  be  converted  before  weighing  either  to  the  oxide  or  the 
sulphate.  The  latter  has  several  times  been  recommended  as  the  best 
form  in  which  to  weigh  the  nickel.  Clark  has  described  a  process 
in  which  the  nickel  is  precipitated  with  ammonium  phosphate  and 
weighed  as  pyrophosphate;  cobalt,  if  present  as  peroxide,  does  not 
interfere. 

On  very  rare  occasions  the  ignited  oxide  is  reduced  to  the  metal  in 
a  current  of  hydrogen.  But  generally  when  nickel  is  weighed  in  the 
metallic  state  it  has  been  electro-deposited.  This  is  the  only  operation 
in  electro-analysis  which  can  be  commonly  met  with  in  the  steel-works 
laboratory,  and  this  even  is  inferior  in  point  of  convenience,  and  by  no 
means  superior  in  point  of  accuracy  to  the  cyanometric  estimation.^ 
The  deposition  is  made  from  solutions  of  the  chloride,  sulphate,  pyro- 

'  Electrolytic  determiiiations  and  separations  are  always  interesting  and  at 
times  are  indispensable.  They  seem  generally,  however,  to  be  very  much  overrated. 
For  example,  in  his  Presidential  Address  to  the  Society  of  Chemical  Industry, 
J.  W.  Swan,  F.R.S.,  is  reported  to  have  said  that  "  Copper,  nickel,  cobalt,  lead, 
antimony,  and  bismuth  are  more  quickly  and  conveniently  determined  by 
electrolytic  than  by  the  ordinary  gravimetric  or  volumetric  methods  of  analysis. " 
So  far  as  copper,  nickel,  lead,  and  antimony  are  concerned  this  seems  to  us  an 
exaggerated  statement. 
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phosphate,  or  oxalate.  Manganese,  if  present,  contaminates  the  pre- 
cipitated metal. 

The  Voliimetric  Estimation  depending  on  the  precipitation  of  the 
nickel  as  a  higher  oxide,  and  its  titration  with  various  reducing  agents, 
is  by  no  means  unanimously  approved  of.  The  contradictions  refer 
mainly  to  the  exact  state  of  oxidation  of  the  compound.  Respected 
names  could  be  arranged  on  either  side,  and  therefore  one's  belief 
should  rest  rather  on  personal  investigation  than  on  authority.  Much 
of  the  confusion  is  undoubtedly  due  to  the  fact  that  the  higher  oxide 
is  decomposed,  perhaps  at  ordinary  temperatures,  but  certainly  in  heated 
liquids.  Nickel  may  be  precipitated  as  oxalate  and  the  excess  of  the 
reagent  or  the  washed  precipitate  titrated  with  permanganate  after  the 
^hion  of  the  volumetric  estimation  of  lime.  It  may  also  be  titrated 
with  sodium  sulphide,  using  the  nitro-prusside  indicator,  even  in  the 
presence  of  copper.  There  are  also  processes  depending  on  comparison 
of  the  colour  formed  in  solutions  of  nickel  salts  by  ammonia  and  by 
potassium  sulpho-carbonate. 

The  cyanometric  estimation  is  one  of  the  most  stable  and  exact 
processes  to  be  found  in  the  literature  of  metallurgical  analysis. 
Deniges  showed  that  any  silver  salt,  or  any  compound  which  modified 
a  silver  salt  in  a  regular  fashion,  could  be  estimated  by  means  of 
potassium  cyanide,  using  a  precipitate  of  silver  iodide  formed  in  the 
solution  as  indicator.  Before  Deniges'  paper  appeared  a  cyanometric 
estimation  of  nickel  had  been  used,  in  which  the  changed  colour  of 
cupric  ferro-cyanide  when  potassiiun  cyanide  is  added  acted  as  indicator ; 
but  it  was  neither  so  sensitive  nor  so  free  from  disturbance  under 
varying  conditions  as  is  the  precipitated  silver  iodide.  The  process  is 
described  on  page  71.  .Moore  is  said  to  have  first  applied  silver  iodide 
to  detect  the  point  at  which  the  double  cyanide  of  nickel  and  potas- 
sium is  formed. 


THE  ESTIMATION  OF  NICKEL, 
the  Iron  as  Basic  Acetate. 


The  word  'neutralized,'  when  applied  to  the  ferric  solution  to 
irluch  the  acetate  is  added,  has  a  special  meaning  which  necessitates 
explanation.  On  adding  ammonia  (or  any  other  alkali  or  alkaline 
carbonate)  to  an  acid  solution  of  ferric  chloride  all  the  free  acid 
is  first  destroyed.  Afterwards  the  ferric  hydrate  precipitated  by 
repeated    additions    of    small    amounts    of    ammonia    is    dissolved. 
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at  first  easily,  in  the  ferric  chloride,  and  the  clear  yellow  solu- 
tion becomes  red.  This  operation  goes  on  most  quickly  when 
a  carbonated  alkali  is  used,  because  the  liberated  carbon  dioxide 
aerates  the  flocks  of  ferric  hydrate  and  makes  them  easy  to  dissolve. 
But  whatever  alkali  is  used  a  point  is  reached  beyond  which,  if 
a  precipitate  be  formed,  it  is  not  redissolved,  however  long  the  solution 
may  stand,  that  is  to  say,  the  undecomposed  ferric  chloride  becomes 
saturated  with  ferric  hydrate.  The  solution  has  now  a  deep  red 
colour,  and  may  be  represented  approximately  by  FcoClg .  8Fe2(HO)5,  or 
if  solutions  of  ferric  nitrate  are  operated  on  nine  and  a  half  times  as 
much  iron  may  exist  as  Fe2(H0)g  as  there  is  in  the  Fe2(N03)g  which 
keeps  it  dissolved. 

Dilute  solutions  of  ferric  chloride  are  decomposed  and  become  turbid 
on  heating.  In  the  same  way,  when  *  neutralized '  solutioijis  are 
diluted  and  heated,  the  eight  or  nine  molecules  of  ferric  hydrate  are 
precipitated,  because  the  one  molecule  of  ferric  chloride  in  which  they 
were  dissolved  is  decomposed ;  so  that  by  heating  a  dilute  solution  of 
ferric  chloride,  saturated  with  its  own  hydrate,  all  the  iron  may  be 
precipitated  without  the  assistance  of  acetates,  sulphates,  or  phos- 
phates, but  it  requires  both  patience  and  skill  to  do  this  effectively 
and  repeatedly  with  all  kinds  of  ferric  solutions. 

A  solution  of  ferric  chloride  containing  no  free  acid  and  no  ferric 
hydrate  reacts  with  sodium  acetate  according  to  the  equation 

GNaCaHgOa .  SRfi  +  FeaCl^  =  6NaCl  +  Fe2(C2H302)6  +  3H2O, 
whence  it  follows  that  eight  grams  of  crystallized  sodium  acetate  are 
needed  to  precipitate  one  gram  of  metallic  iron.  In  neutralized  solu- 
tions acetate  is  needed  only  to  precipitate  that  portion  of  the  iron  not 
already  precipitated  as  hydrate ;  that  is  to  say,  considerably  less  than 
one  gram  of  sodium  acetate  will  be  needed  to  precipitate  one  gram  of 
iron  even  if  we  take  no  account  of  the  spontaneous  decomposition  of 
heated  and  diluted  solutions  of  ferric  chloride. 

Solutions  of  ferric  acetate  are  decomposed  on  heating ;  the  precise 
temperature  at  which  this  takes  place  depends  to  some  extent  on  the 
presence  of  alkaline  salts,  such  as  chlorides  and  nitrates,  but  mainly  on 
the  amount  of  alkaline  acetate  present  over  and  above  that  necessary  to 
transform  all  the  ferric  chloride  into  ferric  acetate.  The  precipitated 
ferric  acetate  is  not  a  very  stable  body  ;  in  boiling  solutions  it  becomes 
converted  into  ferric  oxide  and  free  acetic  acid,  and  therefore  the  com- 
position of  the  precipitated  basic  acetate  will  depend,  in  the  first 
instance,  on  the  proportion  of  dissolved  hydrate  held  in  solution  by  un- 
decomposed  ferric  chloride;    and  then,  on  the  extent  to  which  the 
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precipitated  ferric  hydrate  and  acetate  are  decomposed  by  heating.  It 
must  always  have  an  indefinite  composition  such  as  may  be  represented 
by 

x¥e^{C,Ufi^),,  yFe2(H0)e,  zYefi^. 

The  separation  of  iron  (or  aluminium)  from  nickel  (cobalt,  zinc, 
manganese,  or  copper),  depends  on  the  fact  that  solutions  of  ferric  (or 
aluminic)  acetate  are  decomposed  at  100'  C,  while  the  acetates  of  nickel 
(Mn,  Zn,  Co,  and  Cu)  are  only  decomposed  at  a  considerably  higher 
temperature  (175°  C).  In  the  presence  of  a  large  excess  of  alkaline 
acetate,  however,  the  ferric  compound  is  decomposable  at  ordinary 
temperatures,  and  in  the  same  way,  at  any  rate  when  iron  is  present 
also,  the  acetates  of  nickel,  cobalt,  etc.,  may  be  decomposed  at  boiling 
point,  or  below.  On  being  precipitated  the  acetates  of  these  latter 
metals  become  also  transformed  into  the  metallic  oxide  and  free  acetic 
acid,  but  they  are  very  dissimilar  in  their  tendencies  to  be  precipitated 
with  the  iron.  Manganese,  for  example,  will  not  go  down  with  the  iron 
when  twenty  times  the  necessary  amount  of  acetate  is  used ;  the  order 
of  stability  of  the  rest  is  zinc,  cobalt,  nickel,  copper;  the  perfect  separa- 
tion of  the  last-named  element  is  hardly  possible  by  a  single  precipita- 
tion of  the  iron  as  basic  acetate. 

Acetic  acid  should  be  added  before  the  acetate,  in  order  to  minimize 
the  danger  of  nickel  going  down  with  the  iron.  This  is  done  because 
the  oxides  of  all  the  metals,  which  it  is  desirable  to  keep  in  solution,  are 
Eoluble  in  such  an  acidified  liquid. 

In  the  following  table  a  summary  of  the  behaviour  of  the  various 
elements  when  separated  with  varying  amounts  of  acetate  is  given. 
Each  separation  was  made  from  a  solution  containing  one  gram  of  iron 
and  one  decigram  of  the  respective  metal.  The  solutions  were  com- 
pletely neutralized,  and  each  contained  10  c.c.  of  acetic  acid.  In  some 
cases  sodium  acetate  was  used,  in  others  ammonium  acetate.  This  is  the 
only  difference  in  the  treatment  of  the  respective  elements,  and  does 
not,  we  believe,  involve  a  change  in  the  percentage  recovery  large 
enough  to  give  any  element  precedence  of  its  neighbour. 


Percentage  Separation  from  Iron  of 


Dilate  AceUte  Used. 

— ^— ^^^— 

Hn. 

Zn. 

Co. 

NL 

Cu. 

10  CC 

1000 

■ 

100  0 

100  0 

98-0 

20 

1000 

100-8 

99  0 

99*0 

92-9 

50 

100  0 

97-6 

97-5 

95-2 

69-6 

100 

1000 

■ 

93-8 

90-0 

531 
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It  has  been  repeatedly  recommended  that  the  acetate  should  be  added 
to  the  cold  solution,  and  the  mixture  then  raised  to  boiling.  This  pro- 
cedure is  supposed  in  some  degree  to  compensate  for  the  addition  of  any 
injurious  excess  of  acetate.  This  is,  however,  not  merely  a  useless  and 
troublesome,  but  actually  a  harmful  recommendation.  The  mischief  is 
apparent  if  we  consider  the  causes  from  which  an  imperfect  separation 
may  arise,  viz. :  the  excess  of  alkaline  acetate,  and  the  ferric  acetate  in 
the  act  of  precipitating.  When  acetate  is  added  to  the  cold  solution  both 
these  factors  exert  their  maximum  influence,  but  on  adding  it  to  the 
boiling  solution  the  first  portion  completes  the  precipitation  of  the  iron, 
and  the  remainder  is  added  to  a  solution  in  which  the  iron  is  suspended 
merely.  Thus  by  precipitating  with  a  purposed  excess  of  acetate  at 
16*  C,  only  83*3  per  cent,  of  the  nickel  present  remained  in  solution  ; 
at  60*  86-3  per  cent.,  at  80'  91*0  per  cent.,  and  at  boiling  point  94-7 
per  cent,  of  the  nickel  was  found  in  the  filtrate.  This  difference  is  an 
important  one  to  those  who  prefer  to  use  reagents  in  "  a  free  and  easy  " 
manner,  for,  on  comparing  the  influence  exerted  by  increasing  amounts 
of  acetate  when  added  to  the  cold  (L)  and  boiling  solutions  (II.),  the 
advantage  is  seen  to  be  all  against  the  generally  accepted  procedure ; 
in  fact,  the  acetate  could  not  be  added  at  a  more  unfavourable  moment 
than  when  the  solution  is  cold. 


Dilute  Acetate 

Percentage  Nickel  Recovered. 

Used. 

I. 

1 

II. 

10 

20 

50 

100 

100-0 
99  0 
95-2 
90-0 

99-8 
98  1 
94-8 

We  hope  the  extended  treatment  of  *  acetate  separations '  may  gain 
for  them  the  practical  appreciation  they  deserve.  Many  highly 
esteemed  reagents  would  lead  to  quite  untrustworthy  results  if  their 
peculiar  properties  were  disregarded,  as  those  of  alkaline  acetates  have 
been. 

To  Estimate  Nickel  in  steel  dissolve  two  grams  of  the  borings  in 
hydrochloric  acid,  oxidize  with  nitric  acid,  and  add  ammonia  until  the 
colour,  changing  from  yellow  to  red,  shows  that  all  free  acid  has  been 
neutralized.  If  a  solution  of  ammonium  carbonate  of  known  strength 
is  available,  so  much  of  it  can  be  added  at  once  as  will  nearly  form 
FcjClg,  8Fe2(HO)fi :  otherwise  the  complete  neutralization  is  made  by 
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adding  ammonium  carbonate  a  few  c.c.  at  a  time  in  rapid  succession  to  the 
whirled  solution.  It  is  unnecessary  to  wait  for  succeeding  precipitates 
to  disappear,  because  finally  the  addition  of  a  few  c.c.  of  the  carbonate 
causes  a  precipitate  altogether  unlike  any  preceding  one :  it  is  thicker 
and  pulls  irregularly  on  the  hand  as  the  flask  is  whirled.  When 
the  Yolume  of  solution  is  not  large  it  is  almost  like  a  jelly.  This 
unmistakably  permanent  precipitate  can  be  produced  in  about  a 
minute.  On  adding  10-15  c.c.  acetic  acid  the  turbidity  quickly  dis- 
appears, part  of  the  acid  going  to  form  ammonium  acetate ;  dilute  then 
with  hot  water  to  nearly  a  litre,  and  heat  to  boiling.  The  iron  should 
not  be  more  than  partly  precipitated  at  this  stage.  Supposing  no 
ammonium  carbonate  to  have  been  added  beyond  what  was  necessary 
to  neutralize  the  solution,  then  only  twenty  c.c.  of  dilute  acetate  ^  would 
be  needed  to  precipitate  all  the  iron  ;  so  that  when  the  neutralization 
i«  made  after  the  above  fashion,  always  less  than  twenty  c.c.  is  required. 
If  the  ammoniiun  carbonate  has  been  seriously  over-added,  and  too 
large  an  excess  of  acetate  formed,  it  betrays  itself  by  the  heated  solu- 
tion becoming  turbid  long  before  boiling  point  is  reached.  A  turbidity 
forming  below  75'  C.  is  hardly  consistent  with  a  perfect  separation,  but 
the  fault  can  be  corrected  by  adding  a  suitable  amount  of  hydrochloric 
acid.  The  precipitated  solution  may  be  made  up  to  a  litre  and  500  c.c. 
filtered  off" ;  or,  a  portion  of  the  supernatent  solution  being  taken  to 
make  up  a  filter  with  dry  asbestos  on  a  perforated  plate,  500  c.c.  is 
poured  through,  and  the  rest,  asbestos  and  all,  measured. 

Csranometric  Detennination  of  the  Nickel. 

To  the  filtered  solution  add  2  c.c.  sulphuric  acid,  or  an  equivalent 
amount  of  anmionium  sulphate,  neutralize,  add  20  c.c.  binormal 
ammonia  (the  precise  excess  of  ammonia  is  not  important,  but  there 
Ls  a  limit  to  its  advantageous  use),  2  c.c.  of  a  20  per  cent,  potassium 
iodide  solution,  and  5  c.c.  silver  nitrate  (two  grs.  per  litre).  Run  in 
a  solution  of  potassium  cyanide  of  such  strength  that  about  70  c.c.  is 
equivalent  to  a  decigram  of  nickel.  After  enough  has  been  added  to 
form  the  double  cyanide  of  nickel  and  potassium  the  silver  iodide 
turbidity  decreases,  and  finally  clears  up  completely.  Eecall  it  by 
adding  a  few  c.c.  more  silver  nitrate,  and  then  add  the  potassium 
cyanide  carefully  until  one  drop  disperses  the  faint  opalescence.  From 
the  potassium  cyanide  used  deduct  the  amount  which  has  been  used 

'  50  grams  NaCaH^Oa .  SH^O  crystals  per  litre  or  75  c.c.  ammonium  acetate,  made 
b?  neotraliziDg  33  per  cent,  acetic  acid  with  *880  ammonia,  diluted  to  one  litre. 


72  THE  ANALYSIS  OF  STEEL. 

by  the  added  silver  nitrate  and  calculate  the  remainder  to  grams 
nickel.  The  potassium  cyanide  is  standardized  with  electro-deposited 
nickel  or  some  reliable  nickel  compound  (e.g.  re-crystallized  nickel 
ammonium  sulphate)  and  the  value  of  each  c.c.  deduced.  Some  further 
details  of  the  use  of  this  process  are  given  in  coimection  with  the 
analysis  of  nickel  alloys. 

The  Separation  of  Iron  and  Nickel  with  Ammonia. 

By  pouring  an  excess  of  ammonia  into  an  aqua  regia  solution  of 
one  gram  of  a  ten  per  cent,  ferro-nickel,  or  by  pouring  the  alloy 
solution  into  the  ammonia,  the  nickel  in  the  filtrate  may  vary  from 
three  to  thirty  per  cent,  of  the  correct  amount,  according  to  the 
excess  of  ammonia  used.  The  operation  is  a  very  easy  one,  but,  in 
this  form,  it  would  need  repeating  many  times  in  order  to  separate 
all  the  nickel. 

The  separation  is  not  imperfect,  as  some  others  are,  on  account  of 
some  influence  exerted  by  the  iron  at  the  moment  of  its  precipitation ; 
because  if  we  precipitate  ferric  chloride  with  an  excess  of  ammonia, 
add  a  solution  of  a  nickel  salt,  shake,  and  filter,  we  find  almost  as  little 
nickel  in  the  filtrate  as  though  the  iron  had  been  precipitated  in  its 
presence.  The  error  arises  through  the  adsorption  of  the  ammoniacal 
nickel  compound  by  the  precipitated  ferric  hydrate,  just  as  sand,  filter 
paper,  etc.,  will  extract  particular  salts  from  their  solutions,  or  from 
mixtures  of  salt  solutions. 

Ammoniacal  chlorides,  nitrates,  sulphates,  etc.,  have  the  power  of 
checking  the  adsorption.  They  act  by  forming  the  double  chloride, 
nitrate,  or  sulphate  of  nickel-ammonium,  but  very  large  amoimts  must 
be  added  in  order  to  completely  eliminate  the  error.  The  comparative 
value  of  such  additions  when  one  decigram  of  nickel  was  being 
separated  from  one  gram  of  iron  have  been  observed  by  neutralizing 
50  C.C.  "880  ammonia  to  the  chloride,  nitrate,  and  sulphate  respectively, 
and  precipitating  each  of  the  iron  solutions  containing  one  of  these 
salts  with  an  equal  amount  of  ammonia.  The  nickel  found  in  the 
solutions  was 


Ammon.  Salt. 


Chloride, 
Nitrate, 
Sulphate, 
None,  - 


Orm.  Ni.  Recovered. 


0-0607 
0-0584 
00573 
0-0083 
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The  results  may  be  improved  by  increasing  the  amounts  of  ammonium 
salts  and  ammonia  until  a  perfect  separation  of  the  iron  and  nickel  is 
obtained. 

By  substituting  potassium  cyanide  for  the  ammonium  salt  a  peHect 
separation  can  be  effected  when  very  little  more  is  present  than  is  needed 
to  form  the  double  cyanide  of  nickel-potassium  [Ni(CN)2,  2KCN].  Thus 
the  decigram  of  nickel  mixed  with  the  solution  of  one  gram  of  iron 
would  require  66*4  c.c.  cyanide  to  form  the  double  cyanide.  With  the 
varying  amounts  of  cyanide  shown  below  the  nickel  which  remained  in 
solution  when  the  mixture  was  poured  into  an  excess  of  ammonia  was 


Cc  KCN  Used. 

Grm.  Ni.  Recovered. 

70 
100 
150 

009991 
0-09985 
009994 

In  the  above  series  the  nickel  was  estimated  cyanometrically  after 
boiling  the  acidified  solution  so  as  to  decompose  the  double  cyanide. 
The  cyanide  is  not  a  convenient  solution  from  which  to  precipitate 
nickel  electrolytically,  but  such  as  prefer  gravimetric  processes  will 
find,  if  the  iron  be  precipitated  with  caustic  soda  instead  of  ammonia, 
that  the  cyanides  are  readily  decomposed  and  the  nickel  sesquioxide 
precipitated  with  bromine  (and  soda  if  necessary). 

If  potassium  cyanide  of  known  strength  is  used  it  is  quite  feasible  to 
estimate  the  excess  in  an  aliquot  part  of  the  filtrate  by  means  of  silver 
nitrate  and  potassium  iodide.  In  that  form  the  process  is  the  most  rapid 
available  means  of  estimating  nickel  in  ferro-alloys,  which  includes  also 
a  separation  of  the  iron.  With  care  to  dissolve  always  in  the  same 
amount  of  acid,  and  to  use  other  reagents  of  known  strength,  the 
operations  may  be  concluded  in  the  same  time  as  is  needed  to  make  an 
Eggertz  carbon  test  on  the  furnace  stage,  and  as  it  is  not  interfered 
with  by  the  presence  of  chromium  it  is  well  suited  to  the  circum- 
stances under  which  such  tests  are  required. 

Nickel  is  adsorbed  by  precipitated  ferric  hydrate  to  an  appreciable 
extent  from  ammoniacal  solutions  only ;  in  fact,  on  making  the  solution 
so  faintly  acid  that  the  precipitated  ferric  hydrate  is  hardly  at  all 
dussolved  the  adsorbed  nickel  goes  again  into  solution.  With  like  reason, 
when  the  iron  is  precipitated,  preferably  after  adding  several  grams 
ammonium  chloride,  with  so  little  ammonia  that  finally  the  filtrate  is  dis- 
tinctly acid,  the  separation  is  a  good  one.   The  Schwarzenberg  separation. 
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which  depends  on  the  nice  adjustment  in  the  cold  solution  of  the 
jFcgCl^j .  yFe2(H0)g  compound,  so  that  when  the  ammonia  is  no  longer 
to  be  added,  to  use  Fresenius'  words,  "the  fluid  fails  to  recover  its 
clearness  after  standing  some  time,  but  on  the  contrary  becomes  rather 
more  turbid  than  otherwise,"  is  but  a  particular  mode  of  performing 
this  operation. 

The  least  troublesome  way  of  precipitating  the  iron  with  so  little 
ammonia  that  the  solution  still  remains  distinctly  acid  is  as  follows : 
Heat  the  acid  solution  of  the  iron  and  nickel  to  boiling;  at  this 
temperature  the  ferric  hydrate  first  precipitated  is  easily  dissolved  by  the 
ferric  chloride,  and  very  little  time  is  lost  in  obtaining  a  turbid  solution, 
which,  however,  does  not  hold  any  filtrable  precipitate,  and  is  really 
obtained  with  less  ammonia  or  ammonium  carbonate  than  would  be 
needed  to  form  a  lasting  precipitate  in  the  cold  solution.  From  this 
point  only  a  very  dilute  solution  of  ammonia  should  be  used,  and  when 
the  total  ammonia  added  is  equal  to  or  somewhat  less  in  amount  than 
would  have  been  needed  to  form  a  permanent  precipitate  if  the 
*  neutralization '  had  been  made  in  the  cold  solution,  the  iron  will  have* 
been  precipitated.  The  operation  requires  considerable  care  and 
attention,  but  is  not  otherwise  a  difficult  one ;  its  success  depends 
entirely  on  keeping  the  solution  acid  throughout,  for  if  the  solution  be 
ever  so  slightly  alkaline  the  separation  is  imperfect. 

Appended  are  examples  of  separations :  made  as  above  (II.) ;  i^  ^he 
same  way,  but  adding  2  or  3  c.c.  acetic  acid  after  precipitating  (I.  and 
IV.) ;  as  in  II.,  but  adding  a  few  c.c.  acetic  acid  before  precipitating 
(III.).  The  process  could  be  advantageously  modified  in  various  other 
ways. 


Present. 

Found. 

Orms.  Fe. 

GnDB.  Ni. 

Orms.  Ni. 

I. 

1 

0-20 

01999 

II. 

1 

•10 

0  0998 

HI. 

1 

•05 

00497 

IV. 

2 

•10 

01002 

V. 

2 

•03 

0  0298 
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TUNGSTEN. 

PRELIMINARY  SUMMARY, 

Seiiaiatioii  firom  Iron. — Literature  relating  to  the  estimation  of  tung- 
sten in  steel  is  comparatively  scarce,  and  most  processes  met  with  are 
modifications  one  of  another.  Iron  and  tungsten  may  be  separated  by 
fusion  of  their  oxides  with  sodium  carbonate,  nitrate,  or  hydrate.  This 
method  of  separation  is  seldom  resorted  to,  because  it  is  simpler  and  quite 
as  accurate  to  effect  a  separation  by  precipitating  the  tungsten  from  a 
solution  of  the  two  metals  in  one  or  other  of  the  following  ways.  The 
steel  may  be  decomposed  with  nitric  acid,  aqua  regia,  nitro-sulphuric  acid, 
brominized  hydrochloric  acid,  or  hydrochloric  acid  alone.  When  the 
l&st  of  these  is  used  alone  and  air  excluded,  metallic  tungsten  is  left 
undissolved,  and  very  little  passes  into  solution.  With  the  other 
reagents  it  goes  wholly  into  solution,  or  is  partly  precipitated  as  the 
trioxide.  On  evaporation  to  dryness,  or  to  appearance  of  fumes  of 
sulphur  trioxide  (according  to  the  solvent  used),  the  tungstic  oxide, 
along  with  silica,  separates  out  and  does  not  dissolve  again  on  dilution, 
or  on  treatment  with  sufficient  dilute  hydrochloric  acid  to  hold  the 
iron  in  solution.  The  same  result  is  reached  by  decomposing  the  steel 
with  cuprammonium  chloride  solution,  and  igniting  the  residue  left 
after  filtration.  This  is  an  easier  process  than  the  others  mentioned, 
particularly  as  regards  filtration,  but  it  is  interfered  with  by  the 
presence  of  chromium,  and  this  considerably  limits  its  usefulness,  in 
these  days,  when  this  metal  is  so  frequently  associated  with  tungsten 
in  steel. 

Sepaiation  firom  Silica. — In  whatever  way  the  tungsten  is  separated, 
it  is  invariably  accompanied  by  silica  when  silicon  is  present,  as  it 
nearly  always  is,  in  the  steel.  It  should  now  be  a  well-known  fact  that 
the  separation  of  silica  and  tungstic  oxide  cannot  be  made  with 
ammonia.  Since  Dufty  drew  attention  to  the  errors  which  were  intro- 
duced by  the  solubility  of  silica  in  ammonia  solutions,  there  has  been 
a  general  abandonment  of  the  process,  so  that  no  further  comment 
is  necessary,  except  in  so  far  as  it  offers  an  occasion  to  point  out  how 
an  analytical  error  may  be  perpetuated,  and  even  originated  and 
accepted  as  truth,  in  spite  of  previously  published  evidence  invali- 
dating the  principle  on  which  its  existence  depends.  As  long  ago 
as  1868  Skey  and  Pibram  drew  attention  to  the  solubility  of  ignited 
silica  in  ammonia,  and  actually  determined  its  solubility  when  treated 
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in  various  ways.  One  may  be  prejudiced  in  favour  of  certain  methods 
by  the  "  was  grau  vor  Alter  ist,  das  ist  ihm  gottlich  "  sentiment,  but 
it  ought  not  to  deter  one  from  verifying  them,  nor  from  rejecting 
them  when  found  wanting. 

The  volatilization  of  the  silica  with  hydrofluoric  acid,  with  or  without 
the  addition  of  sulphuric  acid,  is  now  the  commonly  used  means  of 
separating  silica  and  tungstic  oxide ;  sometimes,  however,  fusion  with 
hydrogen  potassium  sulphate,  which  leaves  the  silica  after  extraction ; 
and  volatilization  as  silicon  tetrachloride  in  a  current  of  chlorine,  are 
resorted  to. 

Qxavimetric  Estimation. — When  the  tungsten  is  obtained  as  a 
soluble  tungstate,  or  the  tungstic  oxide  is  converted  to  that  state  by 
a  fusion,  as  it  sometimes  is  without  good  reason,  the  precipitation  may 
be  made  from  the  neutral  or  faintly  acid  liquid  with  mercurous 
nitrate,  quinine  acetate,  lead  acetate,  or  salts  of  barium  and  cadmium. 
The  mercurous  salt  is  suitable  when  pure  solutions  are  being  dealt 
with,  and  the  lead  salt  is  very  convenient  when  a  mixture  of  tungstate 
and  molybdate  has  to  be  precipitated. 

Voliimetric  Estimation. — There  is  no  highly  commendable  volu- 
metric process  for  the  estimation  of  tungsten.  Such  as  have  been 
suggested  are  :  (1)  dissolve  tungstic  oxide  in  standard  sodium  hydrate, 
and  titrate  excess  of  alkali  with  standard  acid ;  (2)  precipitate  with 
standard  uranium  solution,  using  the  ferro-cyanide  indicator ;  (3)  add 
the  reduced  acid  solution  of  a  soluble  tungstate  to  an  excess  of 
permanganate,  and  determine  the   excess  with  ferrous  sulphate. 


THE  ESTIMATION  OF  TUNGSTEN. 

When  tungsten  is  separated  from  iron  by  evaporating  the  nitric 
or  nitro-hydrochloric  solution  and  *  taking  up*  in  hydrochloric  acid, 
it  is  occasionally  stated  that  the  acid  extract  should  be  evaporated 
once  or  twice   more  in  order  to  ensure  the  complete  separation  of 
the  tungstic  oxide,  some  of  which,  with  only  one  or  two  evaporations, 
is   liable    to    remain    dissolved    in    the    hydrochloric   acid  solution. 
These  instructions  are  based  on  the  very  common  assumption  that; 
the  tungstic  oxide  separated  by  the  first  evaporation   remains  as   a. 
precipitate  whilst  the  second  evaporation  is  in  progress ;  this,  however, 
is  by  no  means  the  case.     Unless  tungstic  oxide  has  been  ignited  at 
redness  it  is  very  appreciably  soluble  in  hydrochloric  acid,  so  that  after 
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repeated  evaporations  to  any  extent  the  final  *  take-up '  in  concentrated 
acid  always  carries  into  solution  much  more  oxide  of  tungsten  than  was 
supposed  to  be  unprecipitated  after  the  first  evaporation,  and  this  is 
only  precipitated  after  evaporation  to  low  bulk  or  by  immediate  dilution 
with  water.  As  a  matter  of  fact,  tungstic  oxide  is  hardly,  if  at  all, 
soluble  in  hydrochloric  acid  which  has  been  diluted  with  two  or  three 
times  its  own  volume  of  water. 

Any  of  the  processes  indicated  in  the  preliminary  summary,  after  the 
tungstic  oxide  has  been  purified  from  silica  and  traces  of  ferric  oxide, 
and  the  tungsten  calculated  either  by  difference  or  estimated  after 
fusion  by  precipitating  the  neutralized  solution  of  the  melt  with 
mercurous  nitrate,  gives  satisfactory  results  with  carbon-tungsten 
steels;  the  extreme  results  of  estimations  made  on  the  same  steel  in 
seven  different  ways  were  4*32  and  4*46  per  cent,  tungsten. 


Bapid  Acid  Evaporation  Process. 

The  following  process  is  not  a  perfectly  accurate  one,  the  results 
being  generally  about  0*05  per  cent.  low.  It  is,  however,  more  rapid 
than  any  other  form  of  the  acid  process,  and  either  with  or  without  the 
correction  named  is  satisfactory  for  technical  purposes.  The  course  of 
the  reactions  is  most  clearly  seen  when  the  process  is  applied  to  a 
sample  containing  very  little  carbon. 

Digest  5  grams  of  the  borings  with  50-100  c.c.  concentrated  hydro- 
chloric acid  just  short  of  the  boiling  point.  The  iron  is  easily  attacked, 
but  the  tungsten  is  not.  On  adding  a  few  drops  of  concentrated 
nitric  acid,  the  ferrous  changes  to  ferric  chloride,  and  then  the 
tungsten  is  visibly  acted  upon  until  the  clear  orange-coloiu-ed  ferric 
chloride  blackens  again,  showing  that  some  ferrous  chloride  has  been 
reformed.  By  a  repetition  of  the  addition  of  nitric  acid  as  required,  but 
so  as  to  demand  a  total  consumption  of  that  acid  very  slightly  greater 
than  would  transform  the  iron  wholly  to  the  ferric  condition,  the  sample 
passes  completely  into  solution  in  a  few  minutes.  This  may  seem  to  be 
contrary  to  the  experience  of  those  who  have  frequently  decomposed 
tungsten  steels  and  alloys  with  aqua  regia,  and  have  noticed  that 
tungstic  oxide,  usually  brown  and  impure,  invariably  separates ;  but 
the  explanation  is  to  be  found  in  the  use  of  sufiicient  hydrochloric  acid 
to  dissolve  completely  all  the  tungstic  oxide,  and  of  no  more  oxidant 
than  is  necessary  for  the  oxidation.  If  now  the  acid  solution  of  the 
metal  be  boiled  until  tungstic  oxide  jiist  begins  to  separate,  and  then 
diluted  with  at  least  twice  its  volume  of  hot  water  and  again  boiled,  all 
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the  oxide  is  precipitated  except  two  or  three  milligrams.^  The  ignited 
precipitate  contains  silica,  which  is  removed  with  hydrofluoric  acid ;  it 
also  contains  traces  of  ferric  oxide,  which  may  be  allowed  for  by  fusing 
with  sodium  carbonate,  extracting  with  water,  filtering  off  the  ferric 
oxide,  igniting  and  weighing. 

The  essential  points  of  the  process  consist  in  the  presence  of  sufficient 
hydrochloric  acid  to  keep  the  tungstic  oxide  in  solution  until  decom- 
position is  complete,  and  in  maintaining  the  strength  of  the  acid  during 
the  decomposition.  On  the  latter  account  the  solution,  although  hot,  is 
not  allowed  to  boil.  The  smaller  the  excess  of  acid  over  necessary 
requirements,  the  greater  the  economy  of  material,  and  of  time  occupied 
in  the  subsequent  evaporation. 

After  separating  traces  of  ferric  oxide  from  the  sodium  carbonate 
fusion,  the  aqueous  filtrate  may  have  a  faint  yellow  colour  due  to  sodium 
chromate.  This  may  be  allowed  for  by  acidifying  and  titrating  with 
ferrous  sulphate  and  potassium  permanganate;  the  amount  of  equivalent 
chromic  oxide  being  deducted  along  with  the  weight  of  ferric  oxide. 
From  steels  containing  three  per  cent,  of  chromium  we  have  never  met 
with  as  much  as  one  milligram  of  chromic  oxide  in  the  tungsten  residue. 

Modified  Schdffel  Process. 

In  1879  Schoffel  proposed  to  treat  the  steel  borings  with  a  neutral 
solution  of  sodium  or  ammonium  copper  chloride,  such  as  was  used  for 
liberating  carbon  from  iron,  to  ignite  the  carbonaceous  residue,  separate 
the  silica,  and  precipitate  the  extract  of  an  alkaline  fusion  of  the 
tungstic  oxide  with  mercurous  nitrate. 

Besides  carbon,  tungsten,  and  silicon,  the  residue,  after  decomposition 
of  the  steel  with  the  double  copper  compound,  contains  sulphur  as 
sulphide  of  manganese  or  iron,  chromium  associated  with  considerable 
amounts  of  iron,  titanium  (if  present  at  all),  and  all  the  phosphorus  if 
the  copper  solution  used  is  quite  neutral. 

The  small  amounts  of  sulphur  and  phosphorus  in  the  steel  would  not 
seriously  affect  the  tungsten  estimation  if  the  result  were  arrived  at  by 
difference  after  ignition,  elimination  of  the  silica  with  hydrofluoric 
acid,  fusion  of  the  residue  with  sodium  carbonate,  and  weighing  of  the 
small  amounts  of  ferric  oxide,  etc.,  left  after  aqueous  extraction.  Such 
a  procedure,   in  fact,  gives  very  accurate  results  with  pure  carbon- 

^  When  the  diluted  Bolntion  has,  for  some  reason  or  other,  been  allowed  to  Btan<i 
for  some  time  in  a  warm  place,  we  have  been  unable  to  detect  any  WOs  by  evapo> 
rating  the  filtrate. 
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tungsten  steels,  but  when  chromium  is  present  the  amount  of  iron 
oxide  to  be  filtered  oflF  after  the  sodium  carbonate  fusion  may  be 
comparatively  large,  and  considerable  amounts  of  chromium  pass  into 
solution  along  with  the  tungsten  when  the  melt  is  extracted  with 
water. 

It  may  occasionally  happen  that  the  tungstic  oxide  obtained  by 
difference  in  the  above  manner  from  a  chrome-tungsten  steel  is  less  than 
the  amount  of  impurities  associated  with  it,  and  herein  lies  the  weak- 
ness of  Schoffel's  process  for  general  purposes. 

By  decomposing  chrome-tungsten  steels  with  copper  solutions  which 
contain  an  increasing  amount  of  hydrochloric  acid,  the  amount  of 
impurity  to  be  found  in  the  ignited  carbonaceous  residue  becomes 
less  and  less.  By  using  solutions  which  contain  one-third  their  volume 
of  strong  hydrochloric  acid,  the  ignited  residue  contains  no  very  objec- 
tionable amount  of  either  ferric  or  chromic  oxides,  and  yet  holds  all  the 
tungsten.     The  process  may  be  worked  as  follows : 

To  five  grams  of  the  sample  add  50  grams  of  cuprammonium  chloride 
crystals,  100  c.c.  of  hot  water,  and  50  c.c.  concentrated  hydrochloric 
add.  By  digesting  at  boiling  point  with  occasional  shaking,  the  pre- 
cijntated  copper  dissolves  in  about  half  an  hour.  Allow  to  stand  a 
short  time  longer  and  filter  through  paper  pulp.  Wash  with  dilute 
hydrochloric  acid,  ignite,  expel  silica  with  hydrofluoric  acid,  and  weigh. 
Fuse  with  sodium  carbonate,  extract  with  water,  filter,  wash,  dry,  and 
ignite  ferric  oxide,  etc.  If  the  filtrate  has  a  faint  yellow  colour,  the 
chromic  acid  to  which  it  is  due  may  be  determined  by  means  of  ferrous 
sulphate  and  potassium  permanganate.^  It  will  be  found  equivalent  to 
not  more  than  one  or  two  milligrams. 

When  steels  containing  molybdenum  as  well  as  tungsten  are  treated 
in  this  way,  the  former  metal  may  go  wholly  into  solution  on  continued 
digestion,  but  this  is  not  invariably  the  case.  When  the  tungsten 
amounts  to  about  a  fraction  of  one  per  cent.,  the  treatment  at  boiling 
point  with  solutions  containing  one-third  their  volume  of  strong  hydro- 
chloric acid  makes  the  results  slightly  low.  In  such  cases  treatment  of 
the  steel  with  cuprammonium  chloride  and  ten  per  cent,  of  acid  is 
preferable. 

Part  of  the  silicon  passes  into  solution,  and  cannot  therefore  be  esti- 
mated by  noting  the  loss  in  weight  on  treating  the  ignited  residue  with 
hydrofluoric  acid. 

» Each  C.C.  ^  KMn04  =  0*00254  grams  Cr^O^. 


80 


THE  ANALYSIS  OF  STEEL. 


The  Assay  of  Tungsten-molybdeniim  Steels. 

Tungsten  may  be  separated  from  iron  by  pouring  the  acid  solution 
of  the  two  metals  into  an  excess  of  caustic  soda  solution  in  the 
same  manner  in  which  the  separation  of  molybdenum  is  effected,  but 
the  former  separation  is  not  by  any  means  so  easily  made  as  the  latter. 
It  can  be  made  with  perfect  accuracy  when  mixtures  of  standardized 
sodium  tungstate  and  ferric  chloride  solutions  are  poured  into  a  con- 
siderable excess  of  vigorously  agitated  sodium  hydrate,  but  the  nitric 
acid  solution  of  an  ordinary  steel  behaves  differently.  In  our  hands 
the  results  so  obtained  were  nearly  always  one  or  two  tenths  per 
cent,  too  low,  and  therefore  the  contemplated  separation  of  these  two 
metals  together  from  iron  by  one  and  the  same  operation,  with  the 
object  of  subsequent  precipitation  as  lead  salts  and  estimation  as  on 
page  85,  had  to  be  abandoned.  The  following  process  is,  however, 
perfectly  reliable : 

Over  five  grams  of  the  sample  pour  90  c.c.  strong  hydrochloric 
acid  and  10  c.c.  strong  nitric  acid.  By  heating  not  so  strongly  as  to 
materially  weaken  the  acids,  complete  solution  is  readily  brought  about. 
Evaporate  to  pastiness  or  even  to  dryness,  but  do  not  bake.  Boil  with 
dilute  hydrochloric  acid  (1  in  4),  filter  off  the  tungstic  oxide  and  silica, 
and  estimate  them  in  the  usual  manner.  The  filtrate  contains  all  the 
molybdenum,  which  is  separated  from  the  iron  with  sodium  hydrate  and 
estimated  as  lead  molybdate  as  on  page  84.  This  process  has  been 
thoroughly  tested  (1)  by  making  duplicate  assays  of  tungsten-molyb- 
denum steels,  (2)  by  assaying  mixtures  of  tungsten  and  molybdenum 
steels,  (3)  by  assaying  mixtiu'es  of  tungsten  steels  with  fused  metallic 
molybdenum.     The  following  are  a  few  of  the  results  obtained : 


Percentage  Present. 

Percentage  Found. 

Mo. 

W. 

Mo. 

W. 

2-56 
5-67 
1-41 

4-50 
4-60 
4-38 

2-54 
5-70 
1-40 

4-51 
4-51 
4-38 

Duplicate  Assay  of   /1*76 
Mo -W  Steel,      -    U*78 


1-82 
1-84 
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HOLTBDENUM. 

PRELIMINAEY  SUMMARY. 

buf  ^t^^r^.  ^  7*  «^n«ively  uaed  in  the  manufacture  of  steel, 

in  this  work  of  T  ""'.      •*'^"  '"""«''  *"  j'^'^^  '*««  in«'"«ion 

««ilv  be  ^tTL    ?"^  ^*""  •''  <^«*«™i«*tion.     Molybdenum  may 

in  some  vSeToTw  k"*'  "'  "''  «««l--oxide  of  molybdenum 
»  Belgian  c^   bv  a^  t'"""  ""'  '^'^'«*  '*  *«"  *>«°  ^«n  ^^d 

blast  fSnac^Tef^  bt^      f T"""'  '"  ^'^  ^"  ^^  ^''^^''  -"^  ^^ 
P™    ^^  ^^^^  "y  several  observers. 

influence  exert^  b?„.„l  iJ!**  "''*"'  unanimous  with  respect  to  the 
«nd,  aoconiinno  0^7^°'^*^"  "^^"•*^'  P^P^^ies  of  steel. 
»"oy8  of  this  mZ  T  T  u^  *'  composition  of  the  commereial 
denum  powder    the'    7^^  ^  ''^^"«  "  *W  ^«r«-     Molyb- 

^^uation.  which'is  ofS^''"^  ^  purchased  and  taken  at  the  vendor's 

•^ve,  moreover  «,«!!?  ?!  !  '^"  "'"  ^^^"^  '^«nty  per  cent.  We 
nickel  whicT^^^T^  '"^  '^''^y^  of  the  meUl  with  i«,n  and 
therefore  possible^!!,  ^  T  '^  *''""*  P^^  «^«*-  ^^  sulphur.  It  is 
reliable  analysis   to  1  •  """''  °^**™'  '"  "^  unchecked  by 

molybdenum   oii  ste^l  2  **  ^"^^'"ions  concerning  the  influence  of 
Torkers  with  purer  wT^^"^  antagonistic   to   those   reached   by 

•cetuute  and  notS,!^^  "^''^  '"'^°**^  ^^  *h«  diffusion  of 
materials.  The  Z^^^T^'f'  "'  ^'^^"^*^»  •^'-l^^^  «f  «"«h 
adapted  for  this  pZTe  J,"^  '''^''^  "^  ^'^^^^  *«  "^  ^^^^Y 
**criptions  to  bTEd  in1.t  S.t;''  T  T'  ''''  «"^^  ^"""P'^^ 

*»I«iatioii  from  W    M^.  i^^*"  '^'^  ^°**^- 
«y  fusion    of  the  oxid.V  J  ,  ^""°*  "^^  '^  separated  from  iron 

f^  «  accumtel^aTdt^rer''    •"'?  ^'^'^  -^^^-t^'  »>-*  -l^o 

«nt«mng  molybdenum  are  e!!!  "  ^l  ^*-  ^^-^  «*id  solutions 
the  insoluble  siL  uiruchT  ."^ -*"  *"°"^«  '«  ""^  l«ft  with 
-an  amounts  of  ZTdT'TCer'"  ^™^^"*^  ^"  ^"''^  -- 
tf  the  eraporation  has  been  followed  by  a  stZ  ^f?!'*^°°'  Particularly 

•^  oy  a  strong  baking.     Precipitated 
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molybdenum  trioxide  is  easily  dissolved  by  dilute  mineral  acids,  but 
the  crystals  obtained  by  sublimation  are  hardly  soluble  at  all  in  hydro- 
chloric, nitric,  or  a  mixture  of  these  two  acids. 

QxaTimetric  EstixnatioxL — Molybdenum  may  be  precipitated  from  the 
neutralized  or  dilute  acetic  solution  of  a  molybdate  by  most  of  the 
reagents  used  for  precipitating  tungsten  under  similar  circumstances 
(page  76),  but  it  cannot  be  so  readily  estimated  in  the  form  of  the 
trioxide.  The  best  of  such  processes  is  the  precipitation  with  lead 
acetate  solution  and  estimation  as  lead  molybdate.  But  precipitation 
with  mercurous  nitrate  and  reduction  in  a  current  of  hydrogen  to  the 
metal  or  dioxide,  or  ignition  with  a  known  amount  of  litharge,  the 
increase  in  weight  being  counted  as  molybdenum  trioxide,  have  been 
suggested  by  well-known  analysts.  Molybdenum  is  volatilized  as 
M0O3 .  2HC1  in  a  stream  of  hydrochloric  acid,  and  can  then  be  readily 
determined  as  trioxide.  The  precipitated  sulphide  may  also  be  ignited 
to  the  trioxide  after  mixing  with  oxalic  acid ;  or  from  an  acid  solution 
of  molybdate  a  hydrated  sesqui-oxide  may  be  electro-deposited. 

Separation  firom  Tungsten. — All  these  methods  of  estimating  molyb- 
denum necessitate  the  absence  of  tungsten.  The  most  obvious  means 
of  separating  these  two  metals  is  a  removal  of  the  volatile  trioxide  of 
molybdeniun  at  a  red  heat,  but  this  is  hardly  practicable,  on  account 
of  the  tenacity  with  which  the  last  portions  are  retained  by  the  tun^tic 
oxide,  and  the  difficulty  attending  the  collection  without  loss  of  the 
sublimed  molybdic  oxide.  The  following  means  have  been  adopted  in 
practice : 

1.  Precipitating  molybdenum  as  sulphide  from  a  solution  of  meta- 

tungstate;  or  after  adding  tartaric  acid  so  as  to  prevent  the 
precipitation  of  tungstic  oxide  on  acidifying. 

2.  Precipitation  of  the  two  acids  together  with  lead  acetate,  mer- 

curous nitrate,  etc.,  and  volatilization  of  the  molybdenum  in  a 
stream  of  hydrochloric  acid  gas :  this  is  an  excellent  means  of 
making  an  absolute  separation,  and  has  been  particularly  valu- 
able for  special  purposes,  such  as  the  purification  of  material  for 
atomic  weight  determinations. 

3.  By  evaporating  with  sulphuric  acid  the  timgsten  is  precipitated, 

but  molybdenum  remains  dissolved.      This  is  an  appropriate 

separation  when  molybdenum  is  to  be  estimated  volumetrically 

with  permanganate. 

Volumetric   Estimation. — Of   the   volumetric   processes   the   most 

widely  known  is  Pisani's,  in  which  the  acidified  molybdate  solution  is 

reduced  with   zinc  and   titrated   with   permanganate.     The  reduced 
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solution  corresponds  to  the  sesqui-oxide,  but  it  is  easily  oxidized  by 
exposure  to  air.  The  titration  is  most  extensively  used  for  the  indirect 
determination  of  phosphorus  in  the  ammonium  phospho-molybdate  pre- 
cipitate (page  53). 

The  titration  of  a  faintly  acetic  solution  of  a  soluble  molybdate  with 
standard  lead  acetate,  using  tannin  as  indicator,  is  accurate.  It  is, 
indeed,  as  accurate  as  the  gravimetric  process  if  the  tannin  reaction  is 
supplemented  by  filtering  off  the  precipitated  lead  molybdate  and 
finishing  the  estimation  in  the  same  manner  as  the  Gray  Lussac  titration 
of  silver  with  sodium  chloride  is  carried  out. 

If  molybdenum  can  be  obtained  as  trioxide  it  may  be  dissolved  in 
sodium  hydrate  and  titrated  with  standard  acid.  Alkaline  molybdate 
solutions  may  also  be  distilled  with  hydrochloric  acid  and  potassium 
iodide,  and  the  liberated  iodine  titrated  with  thiosulphate. 


THE  ESTIMATION  OF  MOLYBDENUM. 

It  is  important  to  emphasise  the  fact  that  when  an  alkali  is  added 
to  an  acidified  mixture  of  ferric  chloride  and  molybdic  acid,  a  point  is 
reached  at  which  an  insoluble  basic  ferric  molybdate  is  formed,  and  no 
perfect  separation  of  the  two  metals  is  possible  until  sufficient  alkali 
has  been  added  to  decompose  this  compound.  Similar  bodies  are 
formed  during  the  separation  of  chromic,  tungstic,  or  vanadic  acid, 
from  iron. 

For  the  separation  of  small  amounts  of  iron  the  excess  required 
need  not  be  a  large  one  so  long  as  the  right  kind  of  alkali  is  used ; 
bat  as  the  iron  becomes  greater  the  same  excess  of  precipitant 
becomes  less  and  less  able  to  effect  a  complete  separation.  The 
addition  of  increasing  amounts  of  alkali  improves  the  separation  only 
very  slightly  after  a  certain  approximation  has  been  reached,  and  no 
system  of  aerating  the  precipitated  flocks  of  ferric  hydrate,  such  as 
using  a  mixture  of  sodium  hydrate  and  carbonate,  is  a  material 
improvement.  The  power  of  various  alkalis  to  effect  this  separation 
is  shown  in  the  following  table. 


BliMiRiial  AUaU 
Added  in  ExceM. 


0  C.C 
10 
30 
50 


Ammoola. 


Bod.  Cmth.  Sod.  Hydrate. 


•0329 

-0732  -0936  '1000 

•0849  -0997  1002 

-0S90  -0998  1003 
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The  mixture  contained  one  decigram  of  molybdenum  and  two  deci- 
grams of  iron.  The  figures  given  are  grams  of  molybdenum  recovered 
from  the  filtrate. 

The  following  entirely  satisfactory  process  is  not  interfered  with 
by  any  element  to  be  met  with  in  steels  except  tungsten  and 
vanadium. 

Dissolve  two  grams  of  the  sample  in  hydrochloric  acid,  oxidize  vnth 
nitric  acid  or  potassium  chlorate,  and  add  a  solution  of  sodic  carbonate 
or  hydrate  to  destroy  all  or  nearly  all  the  .free  acid.     Care  must  be 
taken  not  to  produce  a  red  coloured  solution  (dissolved  hydrate)  or  a 
precipitate  (basic  molybdate).     If  tungsten  is  present,  or  if  there  is 
reason  to  suppose  any  molybdic  oxide  has  precipitated,  then  pass  the 
solution  through  a  little  pulp  and  place  the  filter  into  a  flask  contain- 
ing 30-40  c.c.  sodium  hydrate  of  binormal  strength  in  excess  of  what  is 
needed  to  precipitate  all  the  iron.     This  amount  is  easily  calculated, 
providing  the  free  acid  has  been  neutralized,  since  one  gram  of  iron  as 
ferric  chloride  requires  54  c.c.  of  normal  soda  to  just  precipitate  it. 
After  breaking  up  the  filter,  heat  the  caustic  soda  solution  nearly  to 
boiling,  and  then  place  the  flask  underneath  a  funnel  with  a  constricted 
stem,  and  shake  ^^gorously  with  one  hand  while   the  hot   sample  is 
being  poured  through  the  funnel  with  the  other.     The  molybdenum  is 
all  in  solution ;  make  up  to  500  c.c,  filter  off"  a  fraction  (250  c.c),  add 
to  it  a  drop  of  methyl  orange  and  a  decided  excess  of  hydrochloric 
acid.     Then  add  an  excess  of  lead  acetate^  solution,  and  more  than 
enough  ammonium  acetate  to  destroy   the    free   hydrochloric   acid. 
Heat  the  solution  to  boiling,  allow  to   settle,  filter,  wash   with   hot 
water,  ignite,  and  weigh  as  lead  molybdate,  which  contains  26'16  per 
cent,  molybdenum.     The  separation  of  the  iron  is  not  interfered  with 
by   as  much   as    twenty   per  cent,   of    either  nickel,   chromium,    or 
manganese  :  each  is  precipitated  with  the  iron. 

Precipitation  from  Impure  Solutions. — The  estimation  of  molyb- 
denum as  lead  molybdate  is  due  to  Chatard.     He,  however,  invested 
it  with  such  frailties   as   it  does  not   really   possess;   it  is,  in  fact, 
one  of  the  most  stable  processes  to  be  found  in  analytical  chemistry. 
It  is  not  interfered  with  by  the  presence  of  large  amounts  of  acetic 
acid,  lead  acetate,  or  alkaline  salts  (except  sulphates).     The   paper 
need  not  be  ignited  separately,  and  prolonged  ignition  at  a  much 
higher  temperature  than  is  necessary  to  destroy  the  paper  does    no 
harm.     From  faintly  acetic  acid    solution   lead  molybdate   may    l>e 

^ Forty  grams  of  the  crystallized  salt  per  litre:    10  c.c.  will  precipitate    a 
decigram  of  molybdenum. 
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precipitated  and  washed  praptically  free  from  impurity  in  the  presence 
of  copper,  cobalt,  nickel,  manganese,  zinc,  magnesium,  and  mercuric 
salts. 

To  the  above  list  we  may  add  barium,  calcium,  strontium,  uranium, 
aTBenic,  cadmium,  and  aluminium  by  proceeding  as  follows :  add  an 
excess  of  hydrochloric  acid  to  the  solution  containing  any  or  all  these 
elements  and  then  the  lead  acetate.  Clear  up  any  precipitate  that 
forms  by  adding  more  hydrochloric  acid.  Then  heat  to  boiling  and 
add  more  than  enough  ammonium  acetate  to  destroy  the  free  hydro- 
chloric acid :  the  precipitate  which  forms  is  very  granular  and  easily 
filtered,  washed,  etc. 

HTien  very  large  precipitates  are  formed  in  impure  solutions  it  is 
sometimes  desirable  to  re-dissolve  the  ignited  lead  molybdate  in  hydro- 
chloric acid  and  re-precipitate  it.  If  a  precipitate  is  contaminated  with 
either  ferric  or  chromic  oxide  the  precipitate  may  be  dissolved  in  strong 
caustic  soda  and  reformed  after  filtration. 

Always  much  and  sometimes  all  the  tungsten  in  the  acid  solution 
of  the  steel  will  be  separated  from  the  iron  along  with  the 
molybdenum,  and  be  precipitated  finally  as  lead  tungstate.  A  separar 
tion  of  the  two  oxides  from  their  mixed  lead  salts  can  be  accurately 
made  in  the  following  manner,  no  matter  in  what  proportion  they 
exist. 

Dissolve  the  ignited  lead  salts  in  hydrochloric  acid,  add  a  few  drops 
<»f  nitric  acid,  and  evaporate  nearly  to  dryness.  Add  100-200  c.c. 
dilute  hydrochloric  acid  (1  to  4),  boil,  and  filter  off  the  tungstic  oxide. 
^Vhether  the  evaporation  is  made  slowly  on  a  water  bath  or  more 
quickly  on  a  hot  plate,  some  of  the  tungstic  oxide  always  adheres 
to  the  vessel,  and  cannot  be  removed  by  rubbing.  It  should  be 
dissolved  in  a  little  ammonia,  and  then  absorbed  by  a  piece  of  ashless 
filter  paper  and  ignited  along  with  the  main  portion  of  the  precipi- 
tate. The  molybdenum  is  re-precipitated  from  the  filtrate  with  lead 
acetate,  etc. 

^V^len  tungsten  is  precipitated  with  lead  acetate  from  a  slightly 
acetic  acid  solution  the  resulting  lead  tungstate  contains  all  the 
tungsten,  but  always  less  lead  than  is  required  by  PbWO^.  But  if 
it  is  precipitated  along  with  at  least  its  own  weight  of  molybdenum 
the  precipitate  corresponds  almost  precisely  to  the  calculated 
PbMo04 -f- PbW04,  and  either  one  or  the  other  may  be  determined 
br  difference. 
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VANADIUM. 

PRELIMINARY  SUMMARY. 

The  natural  occurrence  of  vanadium  in  iron  and  steel  in  appreciable 
amounts  is  so  rare,  and  the  purposed  addition  of  it  as  yet  so  uncommon  ^ 
that  the  method  of  estimating  it,  reliable  under  the  greatest  variety 
of  circumstances,  has  had  no  opportunity  of  revealing  itself.  Many 
reactions  of  the  metal,  however,  appear  to  promise  well  for  the 
discovery  of  means  for  its  estimation,  in  steel-making  materials,  with 
accuracy  and  ease.  There  is  scope  for  much  investigation  here,  but 
it  must  be  mainly  experimental  and  not  merely  speculative ;  we  have 
been  personally  much  disappointed  in  the  application  of  processes  which 
appeared  on  the  surface  to  be  perfect. 

Separation  from  Iron. — Vanadium  may  be  separated  from  iron  by 
fusion  of  their  oxides  with  any  of  the  usual  mixtures,  and  also  by 
pouring  a  partially  neutralized  solution  of  their  salts  into  an  excess  of 
caustic  alkali,  in  the  same  way  as  molybdenum  and  tungsten  are 
separated  from  iron.  On  adding  ammonia  to  a  solution  of  the  two 
metals,  the  ferric  hydrate  carries  down  nearly  all  the  vanadium, 
apparently  as  a  basic  ferric  vanadate,  but  on  adding  an  excess  of 
ammonium  phosphate  the  vanadium  is  liberated  and  passes  into  solu- 
tion. A  similar  principle  is  made  use  of  (Bettendorf)  for  the  separa- 
tion of  vanadium  and  aluminium,  which  is  a  considerably  more 
difficult  operation. 

When  pig  iron  is  attacked  by  hydrochloric  acid,  the  whole  of  the 
vanadium  remains  in  the  insoluble  residue,  and  may  be  obtained  fairly 
pure,  after  washing  out  the  silica  and  ferric  salts  with  caustic  potash 
and  hydrochloric  acid  respectively,  by  ignition  of  the  graphitic  residue 
(Riley).  Similarly,  when  aluminium- vanadium  alloys  are  digested  with 
hydrochloric  acid,  the  whole  of  the  aluminium  is  dissolved,  the  vanadium 
in  the  residue  being  unattacked  by  either  hydrochloric  acid  or  alkalis 
(Helouis). 

Chrayimetric  Estimation. — After  separating  the  iron  in  any  of  the 
above-mentioned  ways,  many  possible  methods  of  completing  the 
gravimetric  estimation  present  themselves,  always  supposing  that 
chromium,  molybdenum,  tungsten,  titanium,  phosphorus,  and  arsenic 

*  Deville  observed  the  improvement  of  cast  iron  as  being  **  undoubtedly  due  to 
the  presence  of  vanadium,'*  and  devised  one  of  the  earliest  means  of  estimating  it 
in  such  material. 
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either  were  not  originally  present  or  have  been  satisfactorily  separated. 
The  method  most  generally  known  is  the  precipitation  as  ammonium 
metavanadate  by  saturating  the  solution  with  ammonium  chloride, 
and  final  ignition  to  pentoxide.  The  precipitation  as  metavanadate  is 
liable  to  lead  to  contamination  with  potassium  (not  sodium)  salts, 
80  that  such  salts  should  not  be  used  in  any  previous  fusion  for  the 
separation  of  iron. 

Solutions  of  mercuric  and  mercurous  salts,  and  solutions  of  salts  of 
lead,  bismuth,  and  barium  all  completely  precipitate  vanadiimi  as  a 
vanadate  from  neutral  or  faintly  alkaline  solutions,  but  as  precipitates 
may  also  be  formed  in  such  solutions  by  salts  of  cobalt,  nickel,  zinc, 
cadmium,  copper,  etc.,  it  is  evident  that  the  scope  of  this  operation  for 
purposes  of  estimation  is  limited. 

From  an  alkaline  solution  of  a  vanadate,  barium  salts  precipitate  a 
dibarium  vanadate,  which  may  be  ignited  and  weighed  as  such.  From 
solutions  containing  free  acetic  acid,  lead  acetate  precipitates  a  golden 
yellow  compound,  changing  on  boiling  to  creamy-white,  which  corre- 
sponds very  closely  to  2Pb2V20H, .  PbO  even  in  the  presence  of  consider- 
able excesses  of  acetic  acid,  ammonium  acetate,  or  the  precipitant.  This 
basic  pyrovanadate  is  generally  not  considered  to  be  of  sufficiently 
definite  composition  to  justify  its  being  weighed  as  such,  so  that  either 
the  lead  is  separated  with  sulphuric  acid,  and  the  evaporated  filtrate 
ignited  to  vanadium  pentoxide,  or  the  vanadium  is  estimated  volu- 
metrically. 

When  vanadium  is  precipitated  by  a  solution  of  uranium  nitrate,  the 
precipitate  is  quite  free  from  the  alkaline  earths,  zinc,  manganese, 
copper,  etc.,  but  it  may  contain  phosphorus,  arsenic,  tungsten,  or 
molybdenum.  The  ignited  precipitate  contains  24-2  per  cent,  vanadium. 
Solutions  of  manganous  salts  also  precipitate  vanadium  quantitatively, 
even  in  the  presence  of  molybdenum  (Carnot). 

In  order  to  obviate  the  difficulty  created  by  the  liability  to  contami- 
nation of  the  precipitate  with  other  elements  in  the  gravimetric  methods 
just  described,  it  has  been  proposed  to  weigh  the  carbon  dioxide  evolved 
on  reducing  vanadium  pentoxide  with  oxalic  acid. 

V2O5  +  H2C2O,  =  V2O4  +  HgO  +  2CO2. 

Volnmetric  Estimation. — Nearly  all  volumetric  methods  of  deter- 
mining vanadium  depend  on  its  reduction  to  h3rpovanadate  (VgO^)  or 
some  lower  oxide.  An  acid  solution  of  the  metal  is  reduced  by 
zinc  to  VjOg,  by  magnesium  to  V2O3,  but  by  sulphuretted  hydrogen, 
sulphurous  acid,  ferrous  sulphate,  some  organic  acids,  hydriodic  and 
hydrobromic  acids,  etc.,  to  V2^4  ^^^7-     With  a  suitable  reducing 


88  THE  ANALYSIS  OF  STEEL. 

agent  the  amount  of  vanadium  may  be  measured  by  the  volume 
added,  or  by  destroying  an  added  excess  and  measuring  the  re-oxida- 
tion to  pentoxide.  The  oxidizing  solution  mostly  used  is  perman- 
ganate, but  other  means,  such  as  adding  an  excess  of  iodine  and 
titrating  the  carbonated  alkaline  solution  with  sodiimi  arsenite,  have 
also  been  suggested.  Where  reduction  is  effected  by  boiling  the  acid 
solution  (often  of  the  precipitated  lead  or  barium  salt)  with  hydro- 
bromic  or  hydriodic  acid,  measurement  of  the  liberated  halogen  is 
perhaps  the  readiest  means  of  determining  the  vanadium. 

The  reactions  of  the  metal  which  are  known  to  be  serviceable  for  its 
colorimetric  estimations  are : 

1.  The  blue  colour  of  hypovanadate  solutions. 

2.  The  brown  colour  obtained  by  adding  hydrogen  peroxide. 

3.  The    sulphovanadite    colour    formed    on    passing    sulphuretted 

hydrogen  into  a  caustic  alkaline  solution. 

This  last  colour  was  used  by  Deville  for  roughly  estimating  vanadium 
in  cast  iron,  and  it  is  properly  regarded  as  a  delicate  and  characteristic 
test.  Sulphovanadites  are  decomposed  on  acidifying  with  hydrochloric 
acid,  and  the  precipitate  may  be  ignited  to  pentoxide.  In  former  times 
the  colour  test  was  thus  transformed  into  a  gravimetric  determination. 
Other  colour  reactions  are  used  rather  for  the  detection  of  vanadiiun 
than  its  estimation.  These  depend  mostly  on  colours  formed  with 
organic  bodies,  e.g,  gall,  thiocyanate,  resorcinol,  etc.  The  best  known 
and  most  striking  is  the  rapid  formation  of  aniline  black  when  a  salt  of 
aniline  and  a  chlorate  are  added  to  an  acidified  solution  of  a  vanadium 
compound. 


ESTIMATION  OF  VANADIUM. 

As  we  have  said,  the  process  for  determining  vanadium  in  metals  has 
yet  to  be  discovered ;  within  their  respective  limits,  however,  each  of 
the  following  acts  very  well : 

Colorimetric  Method. 

This  process  is  carried  out  exactly  like  the  peroxide  colour  method 
for  estimating  titanium  (page  95),  except,  of  course,  that  a  standard 
solution  of  vanadium  instead  of  titanium  is  used  to  match  the  colour 
of  the  sample.  If  ammonium  metavanadate  is  used  for  preparing  the 
standard  solution  it  should  be  first  freed  from  the  ammonium  chloride 
it  nearly  always  contains,  by  evaporating  with  sulphuric  acid.     After 
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making  to  a  suitable  bulk  a  measured  quantity  is  reduced  with 
sulphurous  acid,  the  excess  eliminated  by  boiling,  and  decinormal  per- 
manganate added  to  a  permanent  pink  tinge. 

1  C.C.  ^  KMn04  =  00512  grams  V. 

If  the  hot  solution  is  titrated  the  first  pink  tint  may  be  taken  as  the 
end  point;  in  cold  solutions,  however,  the  permanganate  is  reduced 
much  more  slowly,  and  a  colour  which  persists  for  at  least  a  minute 
should  be  waited  for.  A  solution  may  be  titrated  over  and  over 
again  by  adding  sulphurous  acid  and  re-boiling.  A  standard  solution 
may  also  be  prepared  from  a  previously  analyzed  ferro- vanadium 
alloy. 

Obviously  this  method  can  be  used  only  when  titanium  is  absent. 
The  presence  of  other  metals  which  give  coloiu'ed  solutions ;  e,g.  nickel, 
copper,  and  chromium  must  be  allowed  for  by  arranging  a  standard  of 
similar  composition. 

Volnmetric  Estimations. 

1.  Without  Separating  the  Iron. — In  relation  to  the  estimation  of 
vanadium  in  metallurgical  products  much  importance  has  been  attached 
to  the  fact  that  a  solution  of  hypovanadate  \a  oxidized  by  potassium 
pennanganate,  but  not  by  bichromate.  This  fact,  however,  cannot  be 
taken  advantage  of  for  determining  vanadium  in  steel,  because  it  is 
interfered  with  by  the  presence  of  a  few  grams  of  iron.  Presumably 
the  amount  of  vanadium  should  be  determined  by  adding  an  excess  of 
ferrous  sulphate  to  a  solution  of  steel  in  which  the  iron  was  all  in  the 
ferric  state,  then  adding  bichromate  to  extinction  of  the  ferro-cyanide 
blue,  and  finally  measuring  the  volume  of  standard  permanganate 
required  to  give  a  pink  colour.  This  is  not  so :  on  adding  a  measured 
volume  of  ferrous  sulphate  to  a  ferric  solution  containing  a  known 
amount  of  vanadium  the  spot  test  with  ferro-cyanide  is  distinctly  blue, 
or  brown  for  an  instant  merely  and  then  blue,  when  bichromate  more 
than  equivalent  to  the  excess  of  ferrous  sulphate  has  been  added. 

Indeed  it  is  easier,  and  appears  quite  feasible,  to  approximately  deter- 
mine the  amount  of  vanadimn  in  steel  by  taking  advantage  of  the  diiSerent 
rates  at  which  permanganate  is  reduced  by  ferrous  sulphate  and  hypo- 
vanadic  acid  respectively.  During  the  bismuthate  assay  of  manganese 
in  vanadium  steels  (on  1*1  grams)  we  found  that  the  permanganate 
used  between  the  point  where  it  diffuses  momentarily  through  the 
liquid,  and  the  formation  of  a  permanent  pink,  in  each  case  represented 
the  amount  of  vanadium  present  to  within  a  tenth  per  cent.      An 
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experienced  person  should  have  no  difficulty  in  getting  Avithin  0*05 
per  cent,  of  the  true  result  by  proceeding  as  follows : 

Dissolve  three  grams  of  steel  in  70  c.c.  1*20  nitric  acid,  and  destroy 
the  carbonaceous  matter  by  adding  bismuthate  as  in  the  assay  of 
manganese.^  The  permanganate  formed  by  the  bismuthate,  or  the 
manganese  dioxide  into  which  it  becomes  decomposed,  must  persist  on 
boiling  for  five  or  six  minutes,  so  as  to  thoroughly  destroy  all  organic 
matter.  Clear  with  sulphurous  acid,  cool,  add  a  small  excess  of 
bismuthate,  pass  through  a  small  filter,  and  wash  with  dilute  (3  per 
cent.)  nitric  acid  until  the  total  volume  of  solution  is  about  100  c.c. 
To  the  perfectly  cold  solution  add  an  excess  of  ferrous  sulphate  and 
then  decinormal  permanganate.  So  long  as  an  excess  of  ferrous 
sulphate  is  present  the  permanganate,  added  at  the  rate  of  several 
drops  a  second,  disappears  nearly  as  soon  as  it  touches  the  solution. 
When  a  pink  tinge  is  seen  diffused  throughout  the  swirled  liquid — 
though  instantaneously  only — the  reading  must  be  taken.  From  this 
point  the  added  permanganate  is  more  and  more  slowly  decolourized, 
after  the  manner  of  hypovanadate  oxidations  in  cold  liquids,  until  a  pink 
colour  is  practically  permanent.  In  order  to  allay  uncertainty  the  test 
may  be  repeated  any  number  of  times  merely  by  adding  an  excess  of 
ferrous  sulphate,  and  going  through  the  titration  in  the  same  way 
as  before. 

The  operation  needs  both  discretion  and  judgment,  and,  except  in 
the  hands  of  a  skilled  person,  the  results  are  only  roughly  approximate. 
The  volume  of  solution  (100  c.c),  and  the  rate  of  adding  permanganate 
and  shaking  the  solution  should  be  kept  about  constant.  The  total 
permanganate  used,  deducted  from  the  permanganate  equivalent  of  the 
ferrous  sulphate  added,  gives  that  due  to  manganese  in  the  steel. 

2.  After  Separating  the  Iron. — When  high  carbon  steels  are  dis- 
solved in  dilute  sulphuric  acid  most  of  the  contained  vanadium  remains 
in  the  residue.  On  digesting  three  grams  of  fine  borings,  as  in  the 
following  process,  about  O'lO  per  cent,  of  vanadium  goes  into  solution. 
Kather  more  is  dissolved  by  stronger  acid,  or  by  continued  boiling. 

Pour  100  c.c.  hot  dilute  sulphuric  acid  (1  in  10)  over  three  grams  of 
fine  borings.     Keep  the  flask  constantly  boiling  and  so  stoppered  that^ 
steam  may  escape,  but  no  air  enter.     AATien  the  iron  is  dissolved,  or* 
nearly  so,  pour  upon  a  pulp  filter,  and  wash  with  water.     Transfer  tke 
filter  to  a  platinum    dish,   ignite,   cover    the    residue  with    sodiunr^ 
carbonate,  and  fuse.     Extract  the  melt  with  water,  filter  off  ferric^ 

'Lead  peroxide  and  sulphuric  acid  would  probably  do  quite  as  well  as  bl^. 
muthate  if  the  estimation  of  manganese  is  not  contemplated. 
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oxide,   etc.,   acidify   the    filtrate  with    sulphuric    acid,   reduce    with 

sulphurous  acid,  and  titrate  with  permanganate. 

N 
1  cc.  jji  KMnO4  =  0  171  per  cent,  vanadium. 

To  estimate  the  dissolved  vanadium  add  5  cc.  strong  nitric  acid  to  the 
filtrate,  and  boil  to  complete  the  oxidation  of  the  iron  and  expel  nitrous 
fumes ;  then  add  a  few  cubic  centimeters  of  potassium  permanganate 
(25  grams  per  litre)  to  destroy  any  organic  matter.  Clear  the  solution 
with  a  few  drops  of  sulphurous  acid,  make  quite  cold,  add  10  cc. 
hydrogen  peroxide,  and  match  the  colour  formed  by  adding  peroxide 
and  standard  vanadium  to  a  similar  solution  of  a  vanadium-free  steel. 

Many  unsuccessful  attempts  have  been  made  to  prevent  vanadium 
passing  into  solution.  Less  is  dissolved  by  boiling  with  dilute  hydro- 
chloric instead  of  sulphuric  acid,  but  the  acid  must  be  driven  off  by 
evaporation  before  the  colorimetric  test  can  be  applied.  By  using  cold 
dilute  sulphuric  acid  still  less  vanadium  passes  into  solution,  i,e,  about 
0*02  or  0-03  per  cent.  Moderately  fine  borings  when  agitated  by  a 
stream  of  coal-gas  are  not  decomposed  in  much  less  than  twelve  hours, 
but  the  operation  may  be  arranged  to  take  place  during  the  night. 
The  residue,  which  is  fused,  etc,  as  before,  always  contains  much  iron 
(Fe3C).  We  have  also  decomposed  steels  with  both  acid  and  neutral 
solutions  of  cuprammonium  chloride,  in  and  out  of  contact  with  air; 
in  every  case  the  results  were  a  few  hundredths  per  cent,  low,  and  the 
filtrate  cannot  readily  be  examined. 

For  general  work  with  hard  steels  we  recommend  the  decomposition 
of  metals  with  hot  dilute  sulphuric  acid.  Any  titanium  in  a  steel  or 
iron  should  remain  in  the  residue  and  be  separated  from  vanadium  by 
the  sodium  carbonate  fusion.  The  following  results  obtained  on  six 
steels  tested  by 

I.  The  peroxide  colour  process, 

II.  The  volumetric  estimation  in  presence  of  iron, 

ni.  Volumetric  estimation  after  separating  iron,  show  that  the 
separate  processes  lead  to  concordant  results. 


Per  cent.  Vanadiuin. 

I. 

010 

019     ; 

0-40 

0^80 

105      , 

0-68 

II. 

•12 

•19      ' 

•44 

•80 

102 

III. 

•11 

•16 

1 

•44 

•76 

1^04 

•64 

When  vanadium  iron,  that  is  to  say,  metal  containing  very  little 
carbon,  is  treated  with  acids,  nearly  all  the  vanadium  goes  into  solution. 
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If  the  percentage  is  greater  than  can  be  satisfactorily  determined  by 
colour,  a  separation  may  be  made  in  the  following  manner : 

Dissolve  the  metal  in  sulphuric  acid  as  usual,  add  a  solution  of  alum 
equivalent  to  about  a  decigram  of  the  metal,  and  then  ammonia  to  a  faint 
precipitate.  Clear  with  sulphuric  acid,  add  a  small  excess  of  sulphurous 
acid,  boil,  and  add  ammonium  acetate  carefully  until  a  precipitate  forms. 
Then  boil  the  solution  a  few  minutes,  add  two  or  three  c.c.  more  strong 
ammonium  acetate,  boil  a  few  minutes  longer,  and  after  allowing  the 
precipitate  to  settle  filter  through  a  12-5  cm.  fluted  paper  and  wash 
once  with  hot  water.  Digest  the  filter  and  precipitate  with  dilute 
sulphuric  acid  and  a  little  nitric  acid  so  as  to  dissolve  the  vanadate  of 
aluminiiun  and  decompose  the  carbide  of  vanadium  which  accompanied  it. 
Remove  the  pulped  paper  by  passing  on  to  a  perforated  filter  plate 
and  cool  the  solution.  Add  permanganate  to  the  clear  filtrate  until  a 
permanent  pink  tinge  forms,  and  then  titrate  with  ferrous  sulphate  and 
permanganate  in  any  of  the  ways  described  under  Ferro  vanadium. 

The  above  separation  is  not  a  quite  perfect  one.  Vanadium  equal  to 
two  or  three  hundredths  per  cent,  may  always  be  colorimetrically 
<letected  in  the  filtrate.  The  object  of  the  added  ammoniiun  acetate 
is  to  destroy  the  free  sulphuric  acid  only  so  far  as  to  permit  a  basic 
vanadate  of  alumina  to  form  under  the  most  suitable  conditions ;  an 
excess  of  acetate  is  undesirable,  as  it  tends  rather  to  engage  the 
aluminium  as  a  basic  acetate. 

Instead  of  adding  ammonium  acetate  five  or  six  grams  of  thio- 
sulphate  may  be  added  and  the  solution  boiled  for  half  an  hour.  The 
separation  is  not  quite  so  good  as  before,  but  the  filtration  is  easier,  and 
the  precipitate  can  be  washed  thoroughly  and  the  vanadium  estimated 
after  ignition,  either  as  in  the  previous  case  or  by  fusion  with  sodium 
carbonate,  elimination  of  ferric  oxide,  etc. 


TITANIUM. 

PRELIMINAKY  SUMMARY. 

It  was  contended  nearly  half  a  century  ago  that  the  *body'  and 
general  excellence  of  certain  kinds  of  steel  were  due  to  the  presence 
of  titanium ;  however  that  may  have  been,  it  is  certain  that  a  number 
of  latter-day  steels  called  *  Titanic'  are  free  from  that  element. 
Titanium  and  iron  do  not  alloy  very  readily;  it  is  possible  to  have 
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several  per  cents,  of  titanic  oxide  in  a  slag  and  still  be  unable  to  detect 
the  metal  in  the  pig  iron  it  was  associated  with.  Amongst  other 
metallurgical  materials  it  may  be  found  in  pig  irons  occasionally^ 
and  in  slags,  bauxite,  fireclay,  and  ferro-manganese  almost  invariably. 

The  Sepaiatioii  of  Titanium  from  Iron  is  very  commonly  effected  by 
boiling  the  very  dilute  and  slightly  acid  solution,  with  additions  of 
sulphurous  acid  from  time  to  time,  in  order  to  keep  the  iron  in  the 
ferrous  state.  The  acidity  of  the  solution  is  an  important  point. 
According  to  Levy,  the  liquid  should  contain  exactly  a  half  per  cent,  of 
sulphuric  acid  and  be  boiled  for  six  hours ;  the  precipitate  is  then  free 
from  copper,  zinc,  magnesium,  and  aluminium,  but  contains  a  little  iron. 
On  the  other  hand,  the  separation  is  said  to  be  more  accurately  made 
when  the  metals  exist  as  chlorides,  but  in  either  case  a  further  addition 
of  acetic  acid  is  sometimes  also  made.  The  remaining  processes  for 
separating  iron  and  titanium  are  not  easily  grouped  together. 

When  iron  is  dissolved  in  oxidizing  acids  the  titanium  goes  partly 
into  solution  and  remains  partly  with  the  insoluble  residue.  In  order 
to  combine  the  two  portions  in  one  small  precipitate,  the  solution  may 
be  boiled  with  sulphurous  acid  before  filtration ;  or,  advantage  may  be 
taken  of  the  fact  that  all  the  titanic  oxide  is  carried  down  by  a  little 
ferric  hydrate  precipitated  from  the  bulk  of  the  iron.  If,  however,  the 
metal  contains  enough  phosphorus,  or  sodium  phosphate  is  added  before 
evaporating  the  acid  solution  to  dryness,  all  the  titanium  remains  with 
the  silica  as  an  insoluble  phospho-titanate  of  iron.^ 

The  coloured  compound  formed  by  hydrogen  peroxide  is  not  so 
readily  carried  down  by  precipitated  ferric  hydrate,  and  therefore  there 
are  processes  for  separating  the  two  metals  based  on  the  precipitation 
of  iron  with  peroxidized  solutions  of  caustic  soda  or  ammonia ;  but  the 
operation  needs  repeating  a  few  times  in  order  to  obtain  a  complete 
separation.  One  of  the  earlier  methods  consisted  in  precipitating 
titanium  and  iron  together  with  ammonia,  evaporating  the  solution 
to  dryness,  dissolving  out  the  iron  with  dilute  nitric  acid  or  with  a 
mixture  of  ammonium  sulphide  and  sulphurous  acid,  and  weighing  the 
remaining  titanic  oxide.  In  this  case,  as  in  many  others,  it  is  necessary 
to  separate  titanic  oxide  from  silica,  and  to  bear  in  mind  that  sulphuric 
acid  must  be  used  with  the  hydrofluoric  in  order  to  prevent  volatiliza- 
tion of  the  former  oxide. 

A  neutral  solution  of  copper  potassium  chloride  leaves  all  the 
titanium  in  the  carbonaceous  residue.     A  stream  of  chlorine  passed 

^WaterhoQse  (C.  X.  Ixxxv.  198)  says  that  quantitative  processes  depending 
on  this  principle  are  onreliahle. 
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over  heated  iron  borings  volatilizes  the  silica  and  titanic  oxide,  which 
may  be  absorbed  in  water  and  separated ;  the  results  are  said  to  be 
higher  when  thus  obtained  than  when  the  titanium  is  carried  down  by 
a  small  basic  acetate  precipitate  (the  characteristic  feature  of  what 
is  commonly  known  as  Riley's  process).  Titanium  exists  as  carbide 
in  pig  iron  and  is  insoluble  in  hydrochloric  acid,  but  easily  dissolved  by 
nitric  acid  (see  estimation  of  graphite,  p.  20).  By  decomposing  the 
iron,  therefore,  with  hydrochloric  and  treating  the  residue  with  nitric 
acid,  all  the  titanium  is  obtained  free  from  iron ;  results  obtained  in 
this  way  are  in  agreement  with  those  obtained  by  fusing  the  acid- 
evaporated  residue  with  acid  potassium  sulphate  or  by  volatilizing  the 
titaniiun  with  chlorine  (Shimer). 

Ghravimetxic  Estimation. — Titanium  may  be  completely  precipitated 
from  pure  solutions  by  means  of  ammonia  or  alkaline  acetates,  but  in 
all  cases  it  is  weighed  as  titanic  oxide ;  the  only  exception  we  know 
being  Apjohn's  proposal  to  weigh  as  fiuor-titanate  of  potassium.  Some 
other  forms  in  which  the  element  could  be  weighed  are  desirable,  so 
that  a  precipitate  might  be  transformed  from  one  to  the  other,  in 
order  to  check  results.  By  the  older  methods  of  analysis  titanium  is 
one  of  the  most  difficult  constituents  of  minerals  or  metals  to 
estimate  with  exactness  (see  Percy,  "Fuel,"  page  121). 

Volumetric  Estimation. — The  only  volumetric  process  for  estimating 
titanium  depends  on  the  reduction  of  acid  solutions  with  zinc,  and 
re-oxidation  with  permanganate.  An  indirect  estimation  is  possible 
by  this  means  in  the  presence  of  iron,  by  first  reducing  with 
sulphuretted  hydrogen  or  sulphurous  acid,  and  titrating  the  iron 
only,  and  then  reducing  with  zinc  and  titrating  the  titanium  and 
iron  together. 

Pisani,  who  originated  the  process,  contended  that  the  iron  and 
titanium  might  be  reduced  with  zinc  and  then  titrated  separately,  as 
all  the  titanium  is  completely  oxidized  before  any  of  the  ferrous  oxide 
is  attacked  (the  incipient  oxidation  of  the  latter  is  shown  by  testing 
with  potassiiun  thiocyanate).  This  contention,  however,  has  been 
denied. 

The  best  of  known  methods,  and  in  many  ways  the  most  suitable  for 
estimating  small  amounts  of  titanium  in  steel  and  iron,  is  the  hydrogen 
peroxide  colorimetric  process.  The  yellow  colour  which  hydrogen 
peroxide  forms  in  nitric  or  sulphuric  acid  solutions  of  the  metal  will 
easily  detect  one  part  of  titanium  in  a  million  parts  of  water;  and 
under  the  best  conditions,  using  only  one  gram  of  steel,  will  show  the 
presence  of  less  than  0*01  per  cent,  titanium.     But  if  molybdenum.^ 
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vanadium,  or  chromium  can  possibly  be  present  the  results  are  less 
certain,  and  may  be  quite  unreliable.  The  colour  is  also  interfered 
with  by  hydrofluoric  acid,  so  that  solutions  of  peroxide  must  be  free 
from  this  impurity.  It  is  also  possible,  when  the  preliminary  stages  of 
the  test  involve  an  acid  potassium  sulphate  fusion,  to  have  metatitanic 
acid  (which  gives  no  colour  with  hydrogen  peroxide)  formed.  Dunning- 
ton  recommends  digesting  the  fusion  with  five  per  cent,  sulphuric  acid 
to  prevent  this. 

ESTIMATION  OF  TITANIUM. 

Golorimetxic  Method.^ 

This  process  may  be  conveniently  worked  as  an  adjunct  to  the 
bismuthate  manganese  estimation;  the  operation  is  carried  out  as 
follows:  After  completing  the  manganese  estimation  discharge  the 
faint  pink  colour  with  a  drop  of  ferrous  sulphate,  transfer  the 
solution  to  a  beaker,  and  stand  it  on  a  white  slab  by  the  side  of  a 
similar  beaker  containing  a  similar  iron  solution,  but  no  titanium.  If 
the  carbonaceous  matter  was  thoroughly  destroyed  in  each  case  both 
solutions  should  have  only  a  faint  green  tinge.  Add  10  c.c.  hydrogen 
peroxide  to  each;  the  standard  remains  unaltered,  but  the  sample 
becomes  yellow  if  titanium  is  present.  Then  run  as  much  of  a  prepared 
solution  of  titanium  into  the  standard  as  is  needed  to  match  the  colour 
of  the  sample,  and  from  the  amount  used  calculate  the  percentage  in 
the  steel  or  iron  being  assayed.  It  is  easily  possible  in  this  way  to 
distdnguish  0*005  per  cent,  titanium,  and  to  estimate  from  this  amount 
up  to  one  per  cent,  with  great  accuracy.  Metals  which  form  coloured 
solutions,  such  as  nickel,  copper,  or  chromium,  would  interfere  if  some 
allowance  were  not  piade  for  them.  Molybdenum,  to  a  small  extent, 
and  vanadium  very  much  interfere  with  the  test  on  account  of  the 
coloured  solutions  they  form  with  hydrogen  peroxide. 

The  Peroxide  Solution  is  prepared  by  dissolving  six  or  seven  grams  of 
sodium  peroxide  in  250  c.c.  dilute  sulphuric  acid  (1  to  3)  or  nitric  acid 
(1'20),  and  making  up  to  a  litre;  it  is  then  of  about  decinormal 
strength.  Small  variations  in  the  amoimt  of  hydrogen  peroxide  used 
make  no  difference. 

The  Standard  Titanium  Solution  is  prepared  by  fusing  0*417  grams 

of  pure  titanic  oxide  with  sodium  carbonate,  dissolving  up  the  mixture 

of  sodium  titanate  and  excess  of  carbonate  in  a  large  excess  of  sulphuric 

acid  (evaporating  if  necessary),  and  diluting  to  250  c.c.     The  solution 

^  The  colour  is  supposed  to  be  due  to  a  higher  oxide  (TiOj). 
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should  be  very  freely  acid,  to  prevent  any  titanic  oxide  precipitating. 
Each  c.c.  of  the  solution  is  equal  to  *001  grams  titanium ;  more  dilute 
solutions  are  made  from  it  as  required.  A  standard  solution  is  more 
easily  made  by  dissolving  a  carefully  assayed  ferro-titanium  alloy  in 
dilute  nitric  acid. 

Gravimetric  Method. 

Dissolve  five  grams  of  the  steel  or  iron  in  30  c.c.  hydrochloric  acid. 
If  any  considerable  residue  is  apparent,  then  filter,  ignite,  treat  with 
mixed  hydrofluoric  and  sulphuric  acids  to  drive  off  the  silica,  fuse  with 
sodium  carbonate,  dissolve  in  hydrochloric  acid  to  a  clear  solution,  and 
add  to  the  main  filtrate.  If,  however,  the  hydrofluoric  solution  is  quite 
clear,  that  may  be  at  once  added  to  the  main  filtrate  after  evaporating 
to  sulphuric  anhydride  fumes.  When  the  insoluble  residue  is  very 
small,  dilute,  as  soon  as  the  steel  is  dissolved,  to  about  200  c.c,  add 
ammonia  until  a  precipitate  forms,  which  disappears  lazily  or  is  just 
permanent,  clear  the  solution  with  hydrochloric  acid,  add  ten 
grams  of  sodium  thiosulphate,  and  boil  for  fifteen  minutes.  Filter, 
wash  by  decantation  with  very  dilute  (2  to  3  per  cent.)  hot  acetic  acid, 
collect  on  a  pulp  filter,  and  ignite  to  oxide.  The  ignited  precipitate 
should  be  treated  with  ammonium  carbonate  and  a  little  water,  and 
re-ignited  in  order  to  expel  any  sulphuric  acid,  which  it  retains  very 
strongly.     The  precipitate  is  also  hygroscopic. 

The  precipitate  may  contain  small  amounts  of  ferric  oxide,  silica, 
alumina,  or  phosphorus  pentoxide.  If  it  can  possibly  contain  very 
appreciable  amounts  of  the  last  two  it  must  be  treated  as  the 
phosphate  precipitates  of  alumina  and  titanic  oxides  are  on  page  123  :  i.e. 
fused  with  sodium  carbonate.  But  if  these  impurities  can  be  present  in 
quite  negligible  amounts  only,  then  dissolve  up  the  ignited  oxide  to  a 
clear  solution  with  hydrofluoric  and  sulphuric  acids,  eliminate  the  silica 
and  excess  of  hydrofluoric  acid  by  evaporation  to  fumes,  and  repeat  the 
precipitation  in  the  diluted  solution  with  thiosulphate.  The  weighed 
oxide  contains  sixty  per  cent,  titanium. 


ALUMINIUM. 


PRELIMINARY  SUMMARY. 


Separations  of  the  Oxides  of  Iron  and  AinmiwiiiTn  depending  on 
either  wet  or  dry  treatment  with  fixed  alkalies  are  well  known. 
The    wet    separation    cannot    be    properly    made,   as    is    sometimes 


ALUAtflNIUM.  »7 

recommended,  by  pouring  caustic  soda  into  a  neutralized  solution  ;  the 
better  way,  undoubtedly,  is  to  pour  the  faintly  acid  solution  into  the 
caustic  soda.  This  operation  is  extensively  practised  in  the  assay  of 
minersA  phosphates,  but  it  does  not  appear  clearly  whether  the 
separation  is  assisted  by  the  presence  of  phosphoric  acid,  i,e,  whether 
the  phosphate  of  alumina  is  ^lore  readily  re-dissolved  by  caustic  soda 
than  the  hydrate  is.  A  stock  objection  to  caustic  soda  or  potash  as  well 
as  to  the  carbonates  used  in  the  dry  way  fusion  is,  that  the  alumina  they 
contain  needs  to  be  determined  and  allowed  for.  Barium  hydrate  has 
been  suggested  to  meet  this  difficulty  ;  it  effects  the  separation,  and  can 
be  prepared  quite  free  from  alumina.  Sodium  peroxide  can  be  so  used 
as  to  temporarily  dissolve  the  iron  as  well  as  the  aliunina,  and  in  this 
way  is  very  favourable  to  completeness  of  the  separation.  According 
to  Glaser,  the  peroxide  should  be  added  to  the  nearly  neutral  and  cold 
solution  until  it  becomes  quite  clear ;  it  is  then  boiled  to  decompose  the 
sodium  ferrate,  and  the  precipitated  ferric  hydrate  is  filtered  off. 

Ammonium  sulphide  is  a  better  reagent  than  ammonia  for  precipitat- 
ing pure  solutions  of  aluminium ;  there  is  less  uncertainty  about  add- 
ing the  right  excess,  adjusting  ammonium  salts,  and  so  on.  In  the 
presence  of  organic  acids,  preferably  citric  or  tartaric,  alumina  is  not 
precipitated,  but  iron  is  as  ferrous  sulphide.  Oxalic  acid  has  been  used 
instead  of  citric  or  tartaric,  but  it  is  only  temporarily  efficient ;  alumina 
Is  precipitated  on  heating. 

Other  modes  of  making  the  separation  depending  on  the  precipitation 
of  the  iron  are  : 

1.  Boiling  the  neutral  solution  with  freshly  precipitated  manganese 

dioxide,  whereby  the  filtrate  contains  all  the  alumina  (and 
chromium). 

2.  Evaporating  the  nitric  acid  solution  on  the  water  bath,   and 

extracting  basic  aluminium  nitrate  with  water  from  the  dried 
mass. 

3.  Addition  of  a  large  excess  of  trimethylamine,  which  at    first 

precipitates  both  oxides,  but  on  long  standing  completely 
re-dissolves  the  alumina. 

4.  Precipitation  from  acetic  solutions   with    nitroso-/3-naphthol ;   a 

reagent  which  separates  iron  from  nearly  every  element  the  steel- 
works' analyst  has  to  deal  with  except  copper,  cobalt,  and 
phosphorus. 

5.  Some  electro-separations :  The  most  interesting  is  that  suggested 

by  Drown  and  M*Kenna  wherein  the  solution  of  the  steel, 
freed  from  carbon  and  silicon,  is  electrolyzed  in  contact  with 

G 
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• 
a  mercury  cathode  ;  the  iron  only  amalgamates  with  the  mercury 

and  leaves   the  aluminium  in   solution  to  be  precipitated  as 

phosphate  or  otherwise. 

The  most  useful  separations  for  works*  purposes  are  those  in  which 
alumina  is  the  oxide  precipitated.  One  of  these,  originally  designed  by 
Donath,  but  known  both  here  and  abroad  by  a  variety  of  names,  is 
performed  by  pouring  the  reduced  iron  solution,  which  is  neutral  or  may 
contain  a  small  excess  of  bicarbonate,  into  a  solution  of  potassium 
cyanide.  When  the  iron  has  become  transformed  to  ferro  cyanide  the 
alumina  is  precipitated  by  adding  ammonium  carbonate,  or,  if  free 
soda  is  present,  by  boiling  with  ammonium  chloride  or  nitrate.  This 
process  also  separates  nickel  and  cobalt  from  aluminium. 

A  process  used  for  mineral  phosphates  long  before  there  was  any 
notable  occasion  to  estimate  aluminium  in  iron  or  steel  is  that  described 
on  page  100,  i.e,  precipitation  as  phosphate  by  boiling  a  faintly  acid 
solution  with  an  excess  of  sodium  phosphate  and  thiosulphate.  With- 
out the  addition  of  sodium  phosphate  the  separation  is  said  to  be 
inaccurate  unless  the  solution  is  boiled  for  several  hours.  In  any  case 
the  time  of  boiling  is  variously  stated,  although  to  the  practical  cessation 
of  evolved  sulphur  dioxide,  i.e.  until  all  free  mineral  acid  is  neutralized, 
seems  a  natural  ending.  Ammonium  acetate  is  sometimes  added  as  well 
as  thiosulphate ;  this  completely  neutralizes  the  free  mineral  acid,  so 
that  the  solution  need  not  be  boiled  more  than  a  few  minutes.  The 
precipitation  of  neutral  solutions  is  usually  represented  by  the  following 
equation : 

Al2(S04)3  4-  SNa^SgOg  =  A\fi^  +  38  +  SSOg  +  3Na2S04. 
When  the  solution  is  acid  sulphuretted  hydrogen  is  also  liberated,  and 
any  metal  whose  sulphide  is  insoluble  is  precipitated. 

R.  T.  Thomson  (in  particular)  has  worked  out  a  process  for  detennin- 
ing  small  amounts  of  aluminium  when  associated  with  large  amounts  of 
iron.     The  ferric  solution  is  reduced  with  sulphurous  acid,  an  excess  of 
sodium  phosphate  added,  and  then,  after  neutralizing,  the  aluminium  is 
precipitated  as  phosphate  with  ammonium  acetate.     A  small  amount    of 
iron,  which  is  also  precipitated,  is  separated  by  pouring  the  acid  solation 
of  the  mixed  phosphates  into  caustic  soda  and  re-precipitating  the  Ultimate 
with  ammonium  acetate,  etc.      Thomson  also  draws  attention  to    tlie 
decomposition  of  precipitated  aluminium  phosphate  when  washed  vrith 
pure  water ;  to  prevent  this  it  should  be  washed  with  a  one  per  cent. 
ammonium   nitrate   solution,    which   also   contains  a  decigram  of     di- 
hydrogen  ammonium  phosphate  per  litre.    This  process  is  said  to  be  not 
interfered  with  by  the  presence  of  titanium;  if  much  manganese    is 
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present,  however,  the  first  separation  from  the  bulk  of  the  iron  should 
be  made  without  adding  any  sodium  phosphate,  otherwise  manganese  is 
also  precipitated. 

Ziegler  reduces  iron  to  the  ferrous  state  with  hypophosphite,  and 
separates  the  alumina  by  adding  an  excess  of  zinc  oxide. 

The  following  processes  effect  the  separation  without  having  to  deal 
at  great  length  with  bulky  iron  precipitates : 

1.  Treatment  of  the  heated  oxides  or  metals  in  a  current  of  hydro- 

chloric acid  and  determination  of  alumina  in  the  residue.  The 
separation  is  effected  at  a  lower  temperature  by  mixing  a  little 
chlorine  with  the  gaseous  acid. 

2.  Shaking  the  mixed  chlorides  with  etherized  hydrochloric  acid, 

removing  the  soluble  ferric  chloride,  and  igniting  the  chloride  of 
aluminium  under  mercuric  oxide,  or  precipitating  the  aqueous 
solution  of  it  as  usual. 

3.  Adding  phenyl  hydrazine  to  the  ferrous  solution ;  this  precipitates 

alumina  (and  any  phosphoric  acid)  free  from  calcium,  mag- 
nesium, manganese,  cobalt  and  nickel,  as  well  as  iron. 

4.  Precipitating  the   oxides   together  with   potassium    oleate    and 

dissolving  out  the  iron  soap  with  hot  petroleum. 

Giavimetric  Estimation. — The  insoluble  forms  of  alumina  filter, 
wash,  and  even  settle  very  badly.  Particular  attention  has  been  paid 
to  the  handling  of  the  precipitated  hydrate.  Precipitates  filter  better 
when  formed  in  solutions  containing  considerable  amounts  of  ammonium 
chloride  or  nitrate,  but  in  any  case  they  become  sticky  on  washing 
with  water,  and  a  little  is  apt  to  get  washed  into  the  filtrate.  Wash- 
ing with  a  dilute  solution  of  ammonium  nitrate  not  only  prevents 
alumina  passing  through  the  filter,  but  also  lessens  the  *  packing'  of 
the  precipitate,  which  is  partly  responsible  for  the  slow  filtration. 

Guyard  claimed  that  in  the  presence  of  glycerine  aluminium 
hydroxide  is  precipitated  in  dense  flocks  which  can  be  easily  washed ; 
but  the  suggestion  does  not  seem  to  have  been  extensively  adopted.  The 
fact  that  less  bulky  and  more  easily  washed  precipitates  are  obtained 
by  Ujsing  alkaline  bicarbonates  is  better  known ;  so  also  is  precipitation 
from  a  solution  of  sodium  or  potassium  aluminate,  containing  only  a 
little  free  alkali,  by  passing  carbon  dioxide ;  the  latter  is  regarded  as 
a  very  elegant  means  of  obtaining  an  easily  handled  basic  carbonate  of 
aluminium. 

The  presence  of  ammonium  salts  not  only  assists  the  formation  of 
more  easily  handled  precipitates,  but  decreases  their  solubility  in  an 
excess  of  ammonia.     The  solubility  is  so  far  decreased  that  a  small 


100  THE  ANALYSIS  OF  STEEL. 

excess  of  ammonia  need  not  be  boiled  off.  This  avoids  dissociation  of 
neutral  ammonium  salts  and  consequent  redissolving  of  a  little  alumina, 
and  at  the  same  time  gives  a  precipitate  which  is  quite  free  from 
sulphuric  acid.  This  latter  is  an  important  consideration,  for  alumina 
is  notoriously  difficult  to  free  from  sulphuric  acid  by  mere  ignition. 

Volnmetiic  Estimations  of  aluminium  are  not  at  all  adapted  to 
steel  works'  purposes.  Three  processes  typical  of  those  known  may 
be  mentioned. 

1.  Titration  of  sodium  aluminate  solutions  which  are  neutral  to  one 

indicator  (phenolphthalein)  until  they  are  neutral  to  another 
(tropaeolin). 

2.  Adding  an  excess  of  alkali  to  neutral  solutions  and  titrating  the 

filtrate  with  standard  acid. 

3.  Adding  a  standardized  phosphate  solution,  precipitating  phosphate 

of  alumina  with  ammonium  acetate  and  then  estimating  the 
excess  of  phosphoric  acid  by  titration  with  uranic  acetate,  etc. 


ESTIMATION  OF  ALUMINIUM. 

Dissolve  ten  grams  of  steel  in  45  to  50  c.c.  strong  hydrochloric  acid 
diluted  with  about  its  own  bulk  of  hot  water.  Filter  the  solution  if 
necessary,  add  two  grams  of  sodium  phosphate,  neutralize  the  solution 
with  ammonia  or  ammonium  carbonate,  clear  up  the  small  precipitate 
with  hydrochloric  acid,  and  add  one  or  two  c.c.  in  excess.  Now  add 
20  c.c.  acetic  acid,  dilute  to  300-400  c.c.  with  hot  water,  and  when 
boiling  add  ten  grams  of  sodium  thiosulphate.  Boil  the  solution  for 
ten  or  fifteen  minutes  and  then  filter,  wash,  ignite,  and  weigh  as 
phosphate  of  aluminium. 

The  precipitate  may  be  pink  or  even  red  on  account  of  some  iron 
being  carried  down.  In  either  case  it  should  be  dissolved  in  a  little 
hydrochloric  acid,  the  solution  passed  through  a  small  filter  to  remove 
silica,  and  the  phosphate  of  aluminium  re-precipitated  as  before,  except 
that  only  one  gram  sodium  phosphate  need  be  added,  and  the  other 
quantities  proportionately  decreased.  The  final  precipitate  should  be 
quite  white  :  it  contains  22*1  per  cent,  aluminiimi. 

The  process  is  interfered  with   by  the  presence  of  copper,  large 
amounts  of  manganese  or  nickel,  titanium,  vanadium,  and  chromium* 
Copper  may  be  separated  either  by  sulphuretted  hydrogen  or  thio- 
sulphate if  the  solution  is  kept  acid.     Any  manganese  or  nickel    i& 
eliminated  at  the  second  precipitation.     Titanium  if  in  small  amount.s» 
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can  be  estimated  colorimetrically  and  allowed  for  (page  214)  or 
separated  as  on  page  123.  Vanadium  and  aluminium  are  separated 
as  on  page  167,  and  chromium  by  fusing  the  mixed  phosphates  with 
sodium  carbonate  so  that  aluminiimi  may  be  precipitated  from  the 
water  extract  with  ammonium  acetate  and  sodium  phosphate,  and 
chromic  acid  left  in  solution. 


OOPPEB. 

PRELIMINAEY  SUMMARY. 

Copper  may  be  detected  in  steel  by  dissolving  the  sample  in  acids, 
adding  an  excess  of  ammonia,  and  looking  for  a  blue  filtrate;  but, 
although  advocated,  this  is  one  of  the  least  satisfactory  methods  for 
determining  copper.  The  separation  from  iron  is  never  perfect; 
however  much  the  precipitate  be  washed  it  always  retains  copper. 
The  separation  is  improved,  however,  by  the  addition  of  such  alkaline 
salts  as  form  double  compounds  with  the  copper,  and  if  the  proper 
kind  and  amount  are  added  the  separation  will  be  complete,  as  in 
the  case  of  nickel  (page  72).  A  better  separation  is  obtainable  by 
evaporating  the  acid  solution  and  digesting  the  dried  residue  with 
ammonia  than  by  precipitating  the  acid  solution  immediately  after 
dissolving. 

When  iron  is  precipitated  as  basic  acetate  it  always  retains  at  least 
two  or  three  per  cent,  of  the  copper  present.  Even  when  the 
neutralization  is  so  carefully  made  that  simple  boiling  precipitates 
the  ferric  hydrate,  a  little  copper  also  always  goes  down.  Precipitation 
of  the  iron  by  other  alkaline  salts,  whose  copper  compounds  are  not 
so  easily  decomposed  on  boiling,  leads  to  good  results,  e.g.  the  separa- 
tion is  complete  if  alkaline  chromates  are  substituted  for  acetates. 

If  small  amoimts  of  copper  are  associated  with  large  amounts  of  iron 
the  separation  is  best  effected  by  precipitating  the  former.  No 
readier  or  more  perfect  means  of  doing  this  are  available  than  by 
boiling  the  acid  solution  with  thiosulphate.  Arsenic,  antimony,  and  tin, 
or  any  other  metal  forming  sulphides  insoluble  in  dilute  acids  would 
also  be  precipitated  if  present ;  and  if  the  solution  is  too  nearly 
neutral,  pr  too  much  thiosulphate  is  used,  the  precipitate  may  also 
contain  the  oxides  of  aluminium,  chromium,  titanium,  or  vanadium. 
The  separation  may  also  be  made  with  sulphuretted  hydrogen,  or 
its  more  agreeable  substitutes,  ammonium  sulpho-carbonate,  or  thio- 
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acetic  acid.  If  the  iron  is  not  already  in  the  ferrous  state  it  should  be 
reduced  before  precipitating  the  copper ;  alkaline  hypophosphites  have 
been  especially  recommended  for  this  purpose. 

If  the  precipitated  and  somewhat  indefinite  sulphide  of  copper  is 
ignited  while  still  moist  it  is  said  to  pass  completely  to  the  oxide ; 
but  if  dried  before  ignition  the  residue  is  a  mixture  of  the  oxide  and 
sulphide,  and  may  also  contain  small  amounts  of  sulphate.  The  pre- 
cipitate is  sometimes  heated  with  ammonium  carbonate,  or  in  air  which 
has  passed  through  ammonium  carbonate  solution  in  order  to  eliminate 
any  sulphuric  acid.  The  ignited  sulphide  may  be  dissolved,  freed 
from  small  amounts  of  ferric  oxide  and  silica,  and  then  re-evaporated 
with  nitric  acid,  but  the  procedure  is  open  to  the  objection  that, 
on  decomposing,  copper  is  carried  away  by  the  evolved  nitrous  vapours. 
It  is  also  important  to  remember  that  copper  oxide  is  decomposed 
at  high  temperatures;  it  should  never  be  made  hot  enough  to  frit, 
nor  should  either  the  oxide  or  sulphide  be  ignited  over  a  naked 
flame  unless  precautions  are  taken  to  exclude  reducing  gases. 

For  the  separation  of  co-precipitated  arsenic,  antimony,  or  tin  it 
is  better  to  use  sodium  than  ammonium  sulphide ;  the  latter  always 
dissolves  a  little  copper  and  in  the  presence  of  molybdenum  will  dissolve 
very  considerable  amounts.  When  copper  is  precipitated  with  caustic 
soda  the  excess  of  alkali  is  not  easily  washed  out,  and,  moreover, 
the  operation  is  prone  to  be  interfered  with  in  a  most  curious  and 
unexpected  manner  by  certain  salts. 


THE  ESTIMATION   OF   COPPER. 

Dissolve  five  grams  of  steel,  or  more,  according  to  the  amount 
of  copper  supposed  to  be  present,  in  50  c.c.  dilute  sulphuric  acid 
(1  to  3).  Dilute  the  solution  to  300-400  c.c.  with  hot  water,  add 
five  or  six  grams  of  sodium  thiosulphate,  and  boil  until  the  milkiness 
due  to  precipitated  sulphur  clears  up.  Filter  through  pulp,  wash  well 
with  hot  water,  ignite  in  a  porcelain  crucible,  and  weigh.  The  im- 
purities in  the  precipitate  are  silica,  ferric  oxide,  and  (from  chromium 
steels)  a  little  chromic  oxide. 

Dissolve  the  weighed  precipitate  in  a  few  c.c.  of  strong  hydro- 
chloric acid,  add  an  excess  of  ammonia,  ignite  the  collected  precipitate, 
and  deduct  its  weight  from  the  first  weighing ;  the  difference,  multi- 
plied by  0*798,  gives  the  amount  of  copper.  It  is  indifferent  to  the 
calculation  whether  the  ignited  precipitate  is  regarded  as  cupric  oxide 
(CuO)   or  cuprous  sulphide   (Cu^S)   since   the  factor  for  converting 
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either  compound  to  metallic  copper  is  the  same ;  in  fact  the  precipitate 
IB  likely  to  be  a  mixture  of  the  two. 

If  the  precipitated  ferric  oxide  amounts  to  more  than  a  few  milli- 
grams it  must  be  re-dissolved  and  re-precipitated  before  weighing.  The 
two  filtrates  are  then  combined,  acidified,  treated  with  potassium 
iodide,  and  the  liberated  iodine  titrated  with  thiosulphate  as  in 
the  determination  of  copper  in  alloys.  The  thiosulphate  should  be 
standardized  with  about  the  same  amount  of  copper  as  is  being 
estimated,  and  under  similar  conditions. 

When  steel  is  dissolved  in  dilute  sulphuric  acid  only  a  very  small 
portion  of  the  copper  goes  into  solution,  so  that  quite  satisfactory 
results  have  been  obtained  merely  by  dissolving,  filtering,  igniting 
the  washed  residue,  and  separating  traces  of  iron,  etc.,  as  before. 
It  is  as  well,  however,  not  to  take  advantage  of  this  fact  unless 
care  is  also  taken  to  prevent  oxidation  of  the  ferrous  solution.  When 
hydrochloric  acid  is  used  instead  of  sulphuric  more  of  the  copper  goes 
into  solution,  but  by  no  means  all  of  it,  even  with  strong  acid. 

If  a  distinct  precipitate  of  insoluble  chromic  oxide  remains  on 
treating  the  ignited  precipitate  with  hydrochloric  acid  it  almost 
iiirariably  contains  copper.  To  recover  this,  fuse  with  a  little  sodium 
carbonate,  acidify,  add  20  c.c.  of  the  dilute  sulphuric  acid,  and 
re-precipitate  the  copper  with  thiosulphate.  With  high  silicon  steels 
the  copper  oxide  may  be  treated  with  a  mixture  of  hydrofluoric  and 
nitn'c  acids  before  weighing;  it  is  then  dissolved  and  the  iron  separated 
as  usual. 


ABSENIO. 

THE  ESTIMATION  OF  ARSENIC. 

Arsenic  is  frequently  separated  during  a  phosphorus  estimation,  but 
not  often  regularly  estimated  in  the  daily  produce  of  a  furnace,  even 
when  it  is  known  to  be  invariably  present.^  How  often  an  element  has 
to  be  estimated  is  of  considerable  importance  in  deciding  which  is  the 
best  process  for  a  laboratory  to  adopt.  No  exception  can  be  taken  to 
results  obtained  by  the  Emil  Fischer  distillation  process  when  carried 
out  in  such  a  manner  as  that  described  by  Mr.  Stead  (Journal  Iron  atid 
Steel  Inst.  1895,  i.  110),  and  no  further  process  need  be  looked  for  if 

^  Tables  are  given  by  Pattinson  and  Stead  {Jounitd  of  the  Iron  and  Sled  Institute^ 
1888,  i.   171  )y  showing  the  proportion  of  arsenic  in  ores,  pig  irons,  and  ferro- 
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arsenic  estimations  are  the  order  of  the  day,  or  are  made  so  regularly 
even  that  the  necessary  apparatus  can  be  kept  at  hand.  But  where  a 
month  or  a  year  intervenes  between  one  estimation  and  another  of 
any  element,  a  process  requiring  special  apparatus  is  more  or  less 
unsuitable.  On  this  account  we  propose  the  following  procedure  for 
the  estimation  of  arsenic  in  steel  and  iron. 

Weigh  five  grams  of  steel  into  a  stoppered  flask  fitted  with  a  Will 
and  Varrentrap  (or  some  other  simple)  absorption  bulb  (Fig.  9).  Add 
30  c.c.  hydrochloric  acid  diluted  with  nearly  its  own  bulk  of  hot  water, 

quickly  replace  the  stopper,  and  heat  to  very  gentle 
boiling  until  the  steel  is  dissolved.  Then  boil  more 
vigorously  until  the  few  drops  of  bromine  (which  are 
kept  in  the  middle  absorption  bulb  in  order  to  renew 
the  strength  of  the  overlying  bromine  water)  are 
dissolved.  A  portion  of  the  arsenic  passing  off  as 
gas  is  retained  in  the  Will  and  Varrentrap,  a  portion 
passes  into  solution,  and  the  remainder,  in  the  form 
of  metallic  arsenic  or  arsenide  of  iron,  is  seen  as  a 
Pio.  9.  graphitic-looking  scum  over  the  surface  of  the  liquid 

and  sides  of  the  flask.  The  amount  passing  off  as 
gas  varies  from  five  to  fifteen  per  cent,  of  the  arsenic  present,  according 
to  the  rate  at  which  the  metal  is  dissolved.  If  a  series  of  steels 
containing  small  amounts  of  arsenic  were  being  assayed  it  would  be 
feasible,  unless  great  accuracy  was  required,  to  omit  the  absorption 
bulb  and  make  a  suitable  correction. 

Cool  the  solution  after  the  steel  is  dissolved,  and  add  5  c.c.  concen- 
trated hydrochloric  acid  and  about  half  a  gram  of  pure  zinc  sulphide. 
Then  stopper  the  flask  so  as  to  retain  the  evolved  sulphuretted  hydrogen 
under  slight  pressure,  and  shake  for  two  or  three  minutes  before 
allowing  the  precipitate  to  settle.  Collect  the  mixed  precipitate  on  a 
pulp  filter,  and  wash  ^vith  five  per  cent,  hydrochloric  acid.  Split  the 
pulp  filter,  return  the  part  carrying  the  precipitate  to  the  original  flask, 
add  seven  to  ten  cubic  centimetres  hydrochloric  acid  and  the  bromine 
water  from  the  Will  and  Varrentrap.  Break  up  the  filter  by  shakings 
and,  if  necessary,  add  more  bromine  until  a  slight  excess  is  present. 
Strain  off  the  paper  through  the  remaining  half  of  the  split  filter,  and 
wash  with  small  amounts  of  water,  so  that  the  volume  of  the  filtrate 
may  not  exceed  70  c.c. 

Heat  the  solution  to  boiling,  and  drive  ofi*  nearly  all  the  free  bromine. 
Add  four  or  five  pea-sized  crystals  of  potassium  iodide,  and  5  c.c. 
sulphurous  acid  of  B.P.  strength  in  excess  of  that  needed  to  destroy  the 
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free  bromine  and  iodine.  Boil  off  the  excess  of  sulphurous  acid,  cool, 
add  half  a  gram  of  zinc  sulphide  and  collect  the  precipitated  arsenious 
siilphide  on  pulp  as  before.     Very  little  washing  is  needed. 

Split  the  filter  as  before,  return  the  upper  portion  to  the  flask  and 
add  10  c.c.  of  a  normal  soda  solution  which  has  been  saturated  with 
sulphuretted  hydrogen,  and  shake  so  as  to  break  up  the  filter  and 
promote  the  complete  solution  of  the  arsenious  sulphide  and  the  separa- 
tion of  the  very  small  amounts  of  sulphides  of  iron  (and  copper).  A 
gram  or  so  of  ammonium  chloride  is  added  so  as  to  make  the  insoluble 
sulphides  filtrable,  and  the  washing  is  done  with  water  containing  a 
pinch  of  the  same  salt  and  a  drop  of  ammonia. 

The  filtrate  is  neutralized,  about  one-tenth  its  volume  of  strong 
hydrochloric  acid  ^nd  a  slight  excess  of  bromine  water  added,  and 
then  a  few  crystals  of  potassium  iodide  and  the  excess  of  sulphurous 
acid  as  before. 

The  above  reductions  to  arsenious  acid  take  place  as  follows : 

AS2O5  +  4KI  =  AS2O3  +  2K2O  +  2I2. 
Sulphurous  acid  destroys  the  free  iodine,  and  thus  accomplishes  the 
reduction  of  still  more  arsenic  acid.  In  this  way  solutions  of  both 
arsenic  and  antimony  may  be  reduced  with  less  than  the  theoretical 
amount  of  potassium  iodide  under  such  conditions  as  do  not  permit 
sulphurous  acid  alone  to  effect  reductions.  Free  iodine  will  colour  the 
solution  if  all  the  sulphurous  acid  is  boiled  off  before  the  reduction  is 
completed ;  in  any  case  a  crystal  of  potassiiun  iodide  dropped  into  the 
hot  solution  should  give  no  permanent  colour. 

When  the  solution  is  free  from  sulphurous  acid  and  quite  cold,  add 
2  c.c.  clear  starch  liquor  and  one  or  two  drops  of  standard  iodine.  If 
more  than  two  drops  of  iodine  solution  are  needed  it  is  an  indication 
that  all  the  sulphurous  acid  has  not  been  boiled  off;  but  this  causes  no 
difficulty  if  iodine  is  added  until  a  distinctly  blue  colour  persists.  If  a 
strong  solution  of  caustic  soda  or  ammonia  be  now  added  the  disappear- 
ance of  the  colour  corresponds  very  nearly  with  the  neutral  point.  Go 
beck  to  faint  acidity,  add  20  c.c.  in  excess  of  a  saturated  solution  of 
sodium  bicarbonate,  cool  again  if  necessary,  and  titrate  with  standard 
iodine. 

The  iodine  solntion  is  prepared  so  that  each  c.c.  corresponds  to  0*01 
per  cent,  arsenic,  when  five  grams  of  steel  are  used,  by  dissolving  1*7 
gi:ams  of  re-sublimed  iodine  with  two  or  three  grams  potassium  iodide 
in  "Water  and  making  up  to  a  litre.  The  solution  is  practically  constant 
if  kept  in  a  stoppered  bottle  away  from  the  light,  but  it  may  be 
checked  against  a  solution  of  sodium  arsenite,  which  should  be   of 
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equal  strength  if  made  as  follows:  Dissolve  0*66  grams  of  arsenious 
oxide  along  with  four  grams  of  sodium  carbonate  in  boiling  water 
and  make  up  to  a  litre. 

The  hydrochloric  add  is  apt  to  contain  small  amounts  of  arsenic ;  it 
should  be  tested  by  adding  20  c.c.  of  a  clear  strong  solution  of  stannous 
chloride  to  50  c.c.  of  the  acid.  A  dark  brown  precipitate  or  coloration 
due  to  arsenide  of  tin  condemns  the  acid :  this  is  Bettendorf's  test. 
The  acid  may  also  be  tested  by  saturating  it  with  sulphuretted  hydrogen 
or  adding  zinc  sulphide.  One  part  of  arsenic  (existing  as  arsenious 
chloride)  in  four  hundred  thousand  parts  of  acid  of  1*17  specific  gravity 
is  distinctly  visible  as  precipitated  sulphide  (Pattinson). 

Although  the  above  process  involves  a  large  number  of  operations 
they  are  of  so  simple  and  quickly-executed  a  kind  that  it  takes  na 
longer  than  the  distillation  process,  even  when  the  necessary  apparatus 
for  the  latter  has  been  prepared.  Tests  made  by  adding  known  amounts 
of  arsenious  oxide  to  arsenic-free  steels  gave  excellent  results,  and 
repeated  assays  of  the  same  arsenical  metals  were  very  concordant. 


IRON. 

PRELIMINARY  SUMMARY. 

An  accurate  gravimetric  estimation  can  be  speedily  made  only  when 
the  element  is  present  in  practically  pure  solutions.  The  precipitation 
commonly  practised,  i.e.  as  hydrate,  is  a  form  hardly  distinctive  enough 
for  the  estimation  of  iron  in  the  presence  of  those  metals  it  is. 
commonly  associated  with.  A  large  number  of  elements,  such  as 
phosphorus,  arsenic,  tungsten,  molybdenum,  vanadium,  etc.,  form 
fairly  stable  iron  compounds  in  neutral  or  faintly  alkaline  solutions. 
In  addition  to  these  elements,  which  are  really  precipitated  by  the 
iron  itself,  there  is  another  class,  including  nickel,  cobalt,  copper, 
potassium,  etc.,  which  appear  to  be  carried  down  through  absorption 
by  the  ferric  hydrate  without  forming  actual  compounds.  Volumetric 
processes  are,  therefore,  more  trustworthy  for  general  use. 

Volumetric  determinatioxiB  may  be  separately  considered  according 
as  a  ferrous  or  ferric  solution  is  titrated. 

Ferric  solutions  can  be  reduced  with  zinc  in  a  variety  of  ways. 
In  the  ordinary  or  amalgamated  forms  it  is  used  in  an  acid  solution,  and 
either  completely  dissolved  or  filtered  off.  The  reduction  is  so  rapid 
that  mere  filtration  through  a  column  of  the  finely  divided  metal 
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transforms  the  ferric  iron  completely.  Powdered  zinc  or  magnesium 
is  also  used  in  the  dry  way  by  heating  with  mixed  oxides,  and 
dissolving  out  the  reduced  iron.  Occasionally  an  interfering  metal, 
such  as  copper,  may  be  eliminated  by  the  wet  reduction,  but  other 
metals,  such  as  tungsten,  molybdenum,  vanadiiun,  and  titanium  should 
be  absent  as  they  are  reduced  to  lower  oxides. 

Ammonium  sulphide  and  sulphuretted  hydrogen  are  very  effective 
reducing  agents.  They  precipitate  some  interfering  metals,  and  do  not 
form  lower  oxides  of  others  so  readily  as  zinc.  Excess  of  sulphuretted 
hydrogen  may  be  completely  boiled  off,  or  the  last  traces  precipitated 
with  mercuric  chloride.  Precipitated  sulphur  has  no  effect  on  the 
permanganate  titration. 

Stannous  chloride  is  a  particularly  useful  reagent  in  dealing  with 
work  of  a  known  kind.  Unlike  sulphur  dioxide  it  effects  the  reduction 
in  very  acid  solutions.  An  excess  of  the  reagent  can  be  destroyed  by 
adding  mercuric  chloride.  A  solution  of  sodium  phosphate  is  some- 
times also  added,  so  that  the  colour  of  the  ferric  chloride,  reformed 
during  the  titration,  may  not  interfere  with  the  permanganate  end 
reaction.  Stannous  chloride  also  reduces  other  metals  sometimes 
associated  with  iron :  molybdenum,  for  instance,  and  platinum  which 
may  be  carried  into  solution  from  a  preliminary  fusion. 

The  direct  titration  of  ferric  solutions,  and  the  conditions  under 
which  they  give  accurate  results,  have  been  extensively  studied,  but 
not  adopted  in  works'  laboratories,  with  the  exception -of  the  direct 
stannous  chloride  titration.  This  operation  is  performed  in  very  acid 
solutions,  and  is  at  an  end  when  the  ferric  chloride  colour  disappears. 
A  known  amount  of  copper  chloride  may  be  added  to  heighten  the 
end  reaction ;  or  a  mixture  of  mercuric  and  platinic  chlorides  added, 
and  the  precipitation  of  a  dark  cloud  of  the  reduced  metals  looked  for. 

The  earliest  direct  determination  of  ferric  iron  was  made  by  adding 
an  excess  of  sodium  thiosulphate  to  the  neutralized  solution  and 
titrating  ^'ith  iodine  and  starch ;  or  what  amounts  to  practically 
the  same  thing,  the  faintly  acid  solution  was  titrated  with  hypo- 
sulphite after  adding  potassium  iodide.  Distillation  of  the  acidified 
ferric  chloride  with  potassium  iodide  is  a  more  elaborate  form  of  the 
same  process.  A  rather  fanciful  modification  is  to  heat  ferric  chloride 
and  potassium  iodide  along  with  metallic  mercury,  and  to  determine 
by  loss  the  amount  of  the  latter  which  has  combined  with  the 
liberated  iodine ;  and  from  that  the  proportionate  amount  of  iron. 

Acid  solutions  of  ferric  chloride  may  be  titrated  with  thiosulphate 
in   the   presence  of  potassium   thiocyanate,   the  end   reaction  being 
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then  determined  by  the  disappearance  of  the  deep  red  colour.  In  the 
presence  of  thiocyanate  the  titration  can  be  made  with  cuprous 
chloride,  which  forms  a  cloud  of  cuprous  thiocyanate  when  all  the 
iron  is  reduced. 

According  to  Camot  the  most  effective  reagent  for  oxidizing  cold 
ferrous  solutions  is  hydrogen  peroxide. 

THE  ESTIMATION   OF  IRON. 

If  the  amount  of  iron  in  steel  is  considered  at  all,  the  percentage 
is  usually  determined  by  subtracting  the  sum  of  all  the  other  elements 
from  100.  When  comparatively  pure  iron  and  ordinary  grades 
of  steel  are  being  dealt  with,  this  procedure  is  quite  as  accurate 
if  not  more  so  than  a  direct  determination  would  be.  The  assay 
of  large  amounts  of  iron  is  practised  generally  with  fewer  refinements 
than  the  assay  of  more  expensive  metals. 

From  the  large  number  of  volumetric  methods,  we  propose  to  de- 
scribe and  consider  the  reduction  with  sulphurous  acid  or  alkaline 
sulphites  and  titration  with  bichromate  or  permanganate.  It  is 
perhaps  not  so  speedy  as  some  others,  but  it  appears  to  be  interfered 
with  less  by  the  presence  of  foreign  elements. 

Bednction  to  Ferrous  Oxide. — Sulphurous  does  not  effect  a  speedy 
or  complete  reduction  in  the  presence  of  much  free  acid ;  add  ammonia, 

therefore,  until  the  darkening  colour  shows  that 
all  free  acid  has  gone.  Then  add  an  excess  of 
sulphurous  acid,  heat  until  the  solution  becomes 
colourless,  acidify,  and  boil.  The  boiling  should 
be  continued  several  minutes  after  the  sense  of 
smell  can  no  longer  detect  sulphur  dioxide.  A 
supplementary  test,  easily  applied,  and  not  inter- 
fered with  by  colds  or  other  physiological  de- 
rangements, is  to  place  an  acid  solution  of  very 
pjq  jq^  dilute  permanganate  under  the  longer  leg  of  the 

bent  tube  as  in  Fig.  10.  The  formation  of  a 
brown  turbidity  may  be  disregarded,  but  a  clearing  of  the  solution 
indicates  sulphurous  acid.  On  account  of  the  large  volume  of  steam 
condensed  in  the  permanganate  the  test  is  a  very  delicate  one. 

It  is  necessary  sometimes  to  digest  a  solution  short  of  boiling  until 
the  reduction  is  complete.  It  is  generally  complete  some  time  before 
boiling  point  can  be  reached,  however  the  flask  be  heated ;  but  when 
some  other  metals  besides  iron  are  present  the  reduction  proceeds  more 
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slowly,  and  without  the  above  precaution  it  is  easy  to  drive  off  the 
excess  of  sulphur  dioxide  and  leave  a  mixture  of  ferrous  and  ferric  iron 
in  solution. 

WKen  the  last  trace  of  sulphur  dioxide  has  been  expelled,  substitute 
an  emulsion  of  sodium  bicarbonate  in  recently  boiled  water  for  the 
dilute  permanganate,  and  cool  the  flask  under  the  tap,  taking  care 
to  control  the  ascent  of  the  carbonated  liquor  by  pinching  the  rubber 
connection. 

TitratioiL — Titration  with  standard  permanganate  is  the  readiest 
means  of  determining  the  reduced  iron;  it  is  desirable,  however,  to  have 
little  or  no  hydrochloric  acid  in  solution  unless  salts  of  some  other 
metals  are  added  to  prevent  it  reacting  with  permanganate.  Manganous 
sulphate  is  commonly  used  for  this  purpose,  but  salts  of  lead,  mercury, 
magnesia,  etc.,  have  also  been  recommended.  This  means  of  estimating 
iron  is  not  interfered  with  by  the  presence  of  any  element  commonly 
associated  with  steelworks'  materials  except  vanadium. 

Bichromate  may  be  used  ^ith  either  hydrochloric  or  sulphuric  acid 
solutions,  but  the  end  reaction  is  sharper  in  the  latter.  The  ferri- 
cyanide  indicator  develops  the  blue  colour  rather  slowly  with  very 
dilute  ferrous  solutions,  so  that  a  premature  finish  is  generally  obtained. 
This  error  is  not  a  serious  one,  and  is  eliminated  if  the  bichromate 
solution  is  standardized  in  the  same  way.  In  order  to  reach  a  true 
finish  the  mixed  test  drops  should  be  covered  with  a  porcelain  crucible, 
so  as  to  shut  out  the  light,  and  allowed  to  stand  a  few  minutes. 
Ferri-cyanide  solution  should  be  freshly  prepared ;  a  very  short  exposure 
to  direct  sunlight  may  cause  it  to  give  a  blue  colour  with  ferric  salts. 

The  bichromate  titration  may  be  interfered  with  by  a  number  of 
commonly  occurring  elements;  any  element  in  fact  which  can  form 
insoluble  ferri-cyanides.  The  presence  of  considerable  amounts  of 
manganese,  for  instance,  as  in  Stead's  modification  of  the  process  for 
estimating  chromium  (page  62),  gives  a  brown  colour  with  the 
indicator,  which  may  mask  the  reaction  with  dilute  ferrous  solutions. 
Nickel  and  copper  act  similarly.  The  interference  can  usually  be 
overcome  by  using  very  dilute  acid  solutions  of  ferri-cyanide,  so  that 
insoluble  compounds  of  the  foreign  metal  cannot  form. 

Standard  Solntions. — A  bichromate  is  more  stable  than  a  perman- 
ganate solution;  still  the  comparison  is  not  so  unfavourable  to  the 
latter  as  many  people  suppose.  When  prepared  and  preserved  with 
reasonable  care  a  decinormal  permanganate  solution  may  be  kept 
unaltered  for  months.  Commercial  permanganate  crystals  always 
contain    a   little    manganese    dioxide,   which    causes   a    spontaneous 
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decomposition,  with  liberation  of  oxygen,  even  in  the  cold.  This 
explains  why  many  standard  solutions  gradually  lose  strength ;  it  also 
suggests  the  remedy,  viz.  to  carefully  filter  the  solution  through 
recently  ignited  asbestos  before  making  up  to  the  required  volume. 

The  method  most  used  for  standardizing  both  permanganate  and 
bichromate  solutions  consists  in  dissolving  a  carefully  weighed  amount 
of  fine  and  nearly  pure  iron  wire  in  dilute  sulphuric  acid,  and  noting 
the  volume  of  solution  needed  to  just  oxidize  it. 

As  the  best  iron  wire  is  not  chemically  pure  an  allowance  of  from 
two  to  four-tenths  per  cent,  is  usually  made  for  impurities,  that  is 
to  say,  the  weight  of  wire  taken  is  multiplied  by  from  0*996  to  0998 
in  calculating  the  permanganate's  strength.  This  correction  obviously 
involves  the  assumption  that  the  impurities  simply  diminish  the 
amount  of  iron  really  present,  and  have  no  other  influence  upon 
the  process.  It  has  been  shown,  however,  that  this  assumption  is 
entirely  wrong,  that  the  small  particles  of  carbon  to  be  seen  floating 
in  solution  are  oxidized  by  the  permanganate,  and  that  a  positive 
correction  of  from  one  to  two  per  cent,  may  need  to  be  made.  The 
low  atomic  weight  of  carbon  helps  to  explain  the  surprisingly  large 
correction. 

The  importance  of  having  a  correct  standard  solution  for  other 
purposes  besides  the  estimation  of  iron  makes  it  desirable  to  quote 
Mr.  Irby's  experiments  on  the  above  point.  "A  solution  of  per- 
manganate was  prepared,  which,  standardized  by  pure  oxalic  acid, 
was  found  to  be  of  such  strength  that  a  decigram  of  iron  would 
require  18*15  c.c.  1-0407  grams  of  bright,  fine  pianoforte  wire 
was  dissolved  in  dilute  sulphuric  acid,  and  after  well  mixing  was 
allowed  to  stand  until  the  small  black  flocks  had  settled  to  the  bottom 
of  the  flask.  The  flask  and  contents  were  weighed,  and  three  suc- 
cessive portions  of  the  clear  solution  were  decanted,  clear  of  carbon, 
into  other  flasks;  the  remaining  portion  of  the  solution  contained 
all  the  carbon. 

"The  amount  of  permanganate  decolourized  by  each  portion  was 
determined,  care  being  taken  throughout  to  prevent  atmospheric 
oxidation : 


Portion. 

Weight. 

KHn04  required. 

I. 
II. 

in. 

13125  grams. 
12-887       „ 
11-618       „ 

62-05  c.c. 
51-20     „ 
4615    „ 
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Hence  a  decigram  of  iron  was  equal  to  18*20,  18'25,  and  18*25  c.c. 
respectively ;  these  agree  with  the  determination  by  means  of  oxalic 
acid  (18*15  c.c). 

"The  fourth  portion  of  the  iron  solution  containing  the  suspended 
carbon  weighed  10*032  grams,  and  required  43*7  c.c.  permanganate, 
although  calculating  from  the  mean  of  the  preceding  figures  it  should 
have  taken  only  39*83  c.c.  On  reducing  the  ferric  sulphate  by 
means  of  zinc  and  re-titrating  it  actually  took  40*0  c.c.  permanganate. 
Thus  the  carbon  of  the  1*0407  gi*ams  of  iron  wire  reduced  3*7  c.c. 
of  permanganate,  and  did  the  work  of  *0203  grams  of  iron,  or  intro- 
duced an  error  equal  to  1*95  per  cent." 

A  similar  error,  though  perhaps  of  less  magnitude,  attaches  to 
the  like  standardization  of  bichromate  solutions.  It  is,  therefore, 
necessary  when  iron  is  used  for  standardizing  either  permanganate 
or  bichromate  solutions  to  destroy  the  organic  matter  due  to  the 
carbon,  or,  if  merely  titrating  the  sulphuric  acid  solution  is  considered 
to  be  sufficiently  accurate,  to  make  no  correction  for  impurities. 


MINOR  OONSTITUENTS  OF  STEEL. 

In  addition  to  the  elements  already  dealt  with  steel  may  contain 
small  amounts  of  other  elements  which  are  rarely  looked  for. 

Antimony  and  Tin. — These  metals  may  have  existed  in  the  ore  or 
have  been  introduced  by  charging  tin  plate  scrap  into  the  fmnace. 
Both  may  be  separated  with  sulphuretted  hydrogen  from  ten  or  twenty 
grams  of  the  sample  dissolved  in  hydrochloric  acid.  The  precipitated 
sulphides  may  also  contain  copper  and  arsenic.  The  required  separa- 
tions and  the  manner  of  making  the  determinations  may  be  learnt 
from  a  study  of  the  section  on  white  metal  alloys.  Simple  and 
accurate  processes  for  the  regular  estimation  of  these  constituents 
could  readily  be  devised  if  necessary. 

SlBg  and  Oxides. — Slag  can  occur  in  well  fused  steels  in  small 
amounts  only,  and  then  but  locally ;  it  is  not  a  constituent  that  can  be 
regularly  estimated  to  any  purpose. 

Oxygen  is  known  to  exist  in  steels — particularly  very  low  carbon 
st-eels — in  the  form  of  ferrous  oxide  or  oxides  of  the  other  constituent 
metals.  Its  determination  is  said  (Ledebur)  to  be  almost  as  important 
as  that  of  sulphur  and  phosphorus,  but  it  is  doubtful  whether  a  process 
approaching  satisfaction  is  known.     Ignition  of  the  metal  in  hydrogen 
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aiid  estimation  of  the  water  formed,  which  is  the  most  exact  process, 
is  not  only  troublesome,  but  also  subject  to  error  through  occluded 
slag,  etc.  Those  especially  interested  should  look  up  Nos.  202,  223, 
281  and  281  a  of  the  bibliography. 

Nitrogen. — Mr.  A.  H.  Allen  applied  the  Nessler  test  to  the  estima- 
tion of  nitrogen  in  steel  as  early  as  1872.  His  papers  dealing  with 
the  subject  are  to  be  found  in  the  Journal  of  the  Iron  and  Steel  Institute, 
1879,  480,  and  1880,  181 ;  also  in  the  Chemical  News,  xli.  231.  A  11  T 
modification,  by  Langley,  of  Allen's  process  is  given  in  Blair's  Chemical 
Analysis  of  Iron,  The  existence  of  nitrogen  in  irons  other  than  in  the 
occluded  state  is  an  interesting  fact,  but  it  appears  to  have  no  practical 
significance,  and  its  determination  is  therefore  very  rarely  attempted.^         ^■'  ^  ^^ 

Calciam  and  Magnesinm. — These  elements  are  said  to  occur  in  iron 
and  steel,  but  it  is  doubtful  whether  the  usual  methods  are  refined 
enough  to  determine  them,  even  supposing  the  results  were  found  to 
have  any  value. 

Silver  and  Gold. — These  elements  have  been  found  by  Warren  in 
Swedish  and  Lowmoor  irons,  as  well  as  in  some  varieties  of  steel. 
Spectroscopic  traces  of  other  (rare)  elements  have  been  found  in  steel, 
irons,  and  ores. 

Uraniam. — This  element  has  been  added  to  steel  by  French  experi- 
mentalists, and  found  to  influence  its  physical  properties  in  a  similar 
manner  to,  but  surpassing  nickel ;  it  is  also  in  use  at  some  continental 
ordnance  works.  Uranium  may  be  separated  from  iron  either  by 
the  ether  extraction  process  or  by  boiling  with  a  large  excess  of  sodium 
carbonate.  Various  modes  of  making  other  separations,  and  the  subse- 
quent determinations,  are  lengthily  discussed  by  Kern  {Joum.  Amer, 
Chem,  Soc,,  xxiii.  No.  10,  and  Chemical  News,  Ixxxiv.  224). 

1  Sec  also  Baker,  C.  N,  x.  245  and  Harboard  and  Twynam,  J,  L  S.  /.,  1896,  ii. 
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PART  II.    THE  ANALYSIS  OF  PIG-IRONS. 

iH£  methods  used  for  the  analysis  of  steel  are  in  most  cases  applicable 
h  pig-iron ;  only  a  few  differences  therefore  need  be  noticed. 

Oarbon. 

Liberation  of  carbon  and  dry  combustion  exactly  as  for  steels. 
^ith  a  good  furnace  graphite  is  readily  burned  in  air,  but  making 
*Howance  for  poor  furnaces  and  deficient  gas  supplies  it  is  safer  to 
*«ommend  combustion  of  the  total  carbon  in  oxygen.  Direct  com- 
••ystion  with  red  lead  (page  9)  is  particularly  suited  to  the  estimation 
i  carbon  in  pig-irons,  because  the  borings  are  always  fine  ones. 
^lemgB  are  invariably  richer  in  carbon  (graphite),  and  could  not 
^^  accepted  in  any  case  as  a  fair  sample. 

C'raphite  is  estimated  as  in  steels  (page  20).     When  the  pigs  are 

y)  highly  siliceous  as  to  retard  filtration,  a  few  drops  of  hydrofluoric 

^d  may  be  added  to  destroy  the  silica  or  leucon. 
» 

Silicon. 

As  for  steels.  Ignition  of  the  siliceous  residue  needs  to  be  pro- 
^^oged  to  bum  off  graphite :  a  stream  of  oxygen  projected  into  the 
i^OQth  of  the  crucible  has  been  suggested  as  a  means  of  hastening 
the  ignition.  The  silica  should  always  be  volatilized  with  hydrofluoric 
^  sulphuric  acids,  so  that  any  unbumed  graphite  or  small  residue  of 
titanic  or  ferric  oxide  may  be  observed. 

Manganese. 

^fay  be  estimated  as  in  steels  either  gravimetrically  or  volumetri- 

*aUr.  The  rod  lead  process  is  available  only  for  pigs  low  in  manganese, 

^  then  not  always  with  perfect  satisfaction.     The  bismuthate  gives 

Curate  results  if  the  graphite  is  filtered  off  and  the  hot  solution  then 

^ted  with  bismuthate.     The  solution  should  be  kept  at  boiling  point 

fcn*  some  time  after  the  permanganate  formed  has  decomposed  to 

loanganese   dioxide.     With  white  irons  in  particular  the  dissolved 

Of]ganic  matter  appears  to  be  not  so  readily  destroyed  as  in  steels. 

H 
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Snlphnr. 

As  for  steels.  The  gravimetric  process  only  should  be  employed 
except  in  comparative  tests.  There  are  very  rare  cases  where  all  the 
sulphur  cannot  be  determined  even  by  the  gravimetric  process  as 
usually  carried  out.  It  is  then  necessary  after  evaporating  to  dryness 
and  baking,  to  test  the  residue,  insoluble  in  hydrochloric  acid,  by 
igniting  with  a  little  of  the  mixture  used  for  estimating  sulphur  in 
coke  (p.  233).  Possibly  the  reason  why  all  the  sulphur  cannot  be 
extracted  from  coal  by  digesting  with  acids  may  also  explain  the 
exceptional  behaviour  of  these  pig-irons. 

Phosphorus. 

If  the  pig  is  a  very  siliceous  one  add  a  few  drops  of  hydrofluoric 
acid,  filter  off  the  graphite,  and  finish  like  an  ordinary  steel.  Less 
than  two  grams  may  be  weighed  off  and  the  process  modified  accord- 
ingly when  the  phosphorus  is  known  to  be  high;  but  when  the 
precipitated  phospho-molybdate  is  the  earliest  indication  that  much 
phosphorus  is  present,  it  should  be  washed  and  dissolved  in  ammonia 
as  usual;  the  solution  is  then  made  up  to  a  definite  volume,  and 
only  a  fraction  of  it  used  to  form  lead  molybdate.  There  is  little 
advantage,  and  there  may  be  trouble  in  having  a  final  precipitate 
weighing  more  than  a  half  or  three  quarters  of  a  gram. 

For  the  determination  of  phosphorus  in  pig-irons  containing  titanium 
see  page  172. 

Titanium. 

The  colorimetric  determination  is  made,  as  for  steels,  on  the 
solution  used  for  the  bismuthate  estimation  of  manganese.  The 
graphite,  silica,  etc.,  filtered  off  contain  no  titanium;  at  least  we 
have  never  detected  any  by  fusing  the  ignited  residue  with  sodium 
carbonate,  dissolving  in  acid,  and  adding  hydrogen  peroxide,  althougb 
the  pigs  contained  considerable  quantities.  In  the  gravimetric  process 
(page  96)  all  or  nearly  all  the  titanium  would  remain  undissolved 
with  the  graphite. 

Vanadium. 

This  element  may  be  estimated  by  either  of  the  methods  used  for 
steels.  British  chromiferous  pig-irons  invariably  contain  vanadivuxi 
(Stead).  If  the  peroxide  test  is  used  the  colour  must  not  be  confusod 
with  that  given  by  titanium.  One  is  red,  the  other  yellow :  moreoveT 
the  colour  of  vanadium  solutions  disappears  on  boiling,  that  of  titanixirn 
solutions  does  not;  but  if  both  are  present  together  the  coloixr 
disappears  entirely. 
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ALLOYS. 


SILICON   ALLOTS. 

FERRO-SILICON  AND  SILICO-SPIEGEL. 

Total  Oarbon. 

The  powdered  alloys  are  scarcely  attacked  at  all  by  cold,  and  only 
partially  by  hot  copper  solutions. 

They  are  easily  and  completely  decarbonized  by  ignition  in  a  stream 
of  oxygen  either  with  or  without  such  oxidizing  agents  as  copper  oxide 
and  lead  chromate.  It  is  better  to  dispense  with  these  reagents  when 
possible,  because  there  is  then  no  blank  determination  to  be  done ; 
and  no  metallic  beads,  with  the  attendant  possibility  of  occlusion  of 
some  unattacked  material,  are  formed.  As  there  is  no  actual  fusion, 
the  same  boat  is  available  time  after  time.  The  ferro-silicon  after 
ignition  is  powdery  or  is  easily  crumbled ;  silico-spiegel  is  fritted  into 
a  single  piece. 

Graphite. 

The  carbon  in  ferro-silicon  exists  chiefly  as  graphite,  the  combined 
carbon  amounting  to  a  few  tenths  per  cent  only. 


Combined  carbon, 
Graphite, 
Silicon,     - 


"LonBdale." 


"Ayresome." 


0-20 

1-39 

12-32 


015 

1-39 

13-28 


ii 


Mostyn.' 


019 

1-62 

12-08 


The  graphite  is  determined  as  follows,  combined  carbon  being  obtained 
hy  difference.  Two  or  three  grams  of  the  powdered  alloy  are  covered 
with  70-100  c.c.  of  1*20  nitric  acid  and  the  liquid  heated  nearly  to 
boiling.     The  reaction  with  ferro-silicon  is  very  slight,  but  on  adding 
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next  a  few  drops  of  hydrofluoric  acid  the  reaction  becomes  very 
vigorous,  and  is  maintained  by  adding  from  time  to  time  further  small 
quantities  of  hydrofluoric  acid  until  particles  of  graphite  only  are  to  be 
seen,  "the  action  should  not  be  hurried,  but  time  allowed  for  the  flocks 
of  the  nitrated  (combined)  carbon  compound  to  dissolve  before  any 
considerable  excess  of  hydrofluoric  acid  is  added.  The  decomposition 
can  be  efiiected  in  the  same  glass  flask  time  after  time  without  damag- 
ing the  vessel.  This  is  an  advantage,  as  it  allows  the  course  of  the 
reaction  to  be  observed  and  the  complete  decomposition  of  the  alloy  to 
be  readily  determined.  The  residue  is  filtered  through  asbestos,  washed 
with  water,  then  with  boiling  sodium  hydrate  (2N),  then  once  with 
dilute  hydrochloric  acid,  and  finally  with  water  until  the  washings 
give  no  reaction  with  silver  nitrate  solution.  The  residue  is  then 
burnt  in  a  current  of  oxygen  in  the  usual  way. 

Donath  and  Hailsig  (Stahl  und  Eisen,  xvii.  670,  and  Journal  of  Iron 
and  Steel  Institute,  1897,  ii,  488)  examined  a  ferro-silicon  which  con- 
tained 14 '3  per  cent,  of  silicon,  and  as  much  as  1*39  per  cent,  of  com- 
bined carbon,  which  the  authors  believed  was  present  in  the  alloy  as 
silicon  carbide  (carborundum).  In  the  process  given  for  estimating 
silicon  (p.  117)  carborundum,  if  present,  would  be  collected  with 
the  silica,  and  after  treatment  with  hydrofluoric  acid  would  still 
remain  undecomposed.  This  residue,  however,  in  our  experience, 
never  exceeds  two  or  three  milligrams,  and  consists  chiefly  of  ferric 
oxide,  so  that  generally  the  existence  of  carbide  of  silicon,  except 
in  high  grade  alloys,  is  very  unlikely.^ 

The  total  carbon  of  silico-spiegels  is  generally  greater  than  that  of 
ferro-silicon  and  contains  more  combined  carbon.  As  before,  the  graphite 
is  estimated  after  decomposing  the  sample  with  nitric  and  hydrofluoric 
acids,  and  the  combined  carbon  obtained  by  difference. 


Combined  carbon,     - 
Graphite, 
Silicon,     - 
Manganese, 

1-41 
0-77 

1*89 

0-34 

10-53 

19-85 

1-61 

0-94 

10-95 

18-14 

1-31 

0-60 

1213 

18-26 

0-51 

1-22 

13-34 

20-20 

Silicon. 

The  chief  difficulty  in  the  analysis  of  these  alloys  for  practical 
purposes   lies  in  the  decomposition   of    the  sample.       Boiling  witYi 

^  Carnot  and  Goutal  {Journal  of  the  Chemical  Society,  Ixxiv.  ii,  590)  find  tlie 
silicon  in  ferro-silicon  to  exist  as  FejSi,  in  silico-spiegel  as  Si(Fe.  Mn),,  an«l  in 
ferro-manganeae  as  SiFe^. 
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brominized  hydrochloric  acid,  aqua  rogia,  or  hydrochloric  and  sul- 
phuric acids  are  the  common  methods  of  attacking  the  sample  in  the 
wet  way.  It  is  maintained  by  some  analysts  that  these  alloys  can- 
not be  thoroughly  decomposed  in  any  of  these  ways  with  anything 
like  the  ease  and  convenience  which  attends  fusion  with  acid  potassium 
sulphate,  sodium  carbonate  with  nitre,  or  sodium  peroxide.  This 
opinion  is  mainly  based  on  certain  observations  which  were  explained 
by  Hogg. 

The  misconception  that  ferro-silicon  and  silico-spiegel  cannot  be  com- 
pletely decomposed  by  aqua  regia,  for  instance,  has  arisen  from  two 
causes.  In  the  first  place,  if  the  alloy  be  not  finely  powdered,  the  par- 
ticles become  coated  with  silica,  and  further  decomposition  is  thereby 
stopped ;  and  secondly,  even  if  the  alloy  is  sufficiently  finely  divided, 
the  evaporation  to  dryness  and  gentle  heating  followed  by  treatment 
with  hydrochloric  acid  always  gives  a  silica  contaminated  with  oxide  of 
iron.  The  most  obvious  inference  is  that  the  alloy  was  only  partially 
decomposed ;  this,  however,  is  not  so.  According  to  Hogg,  the  peculiar 
physical  condition  of  the  silica  is  the  cause  of  its  taking  up  and  firmly 
retaining  some  ferric  oxide.i  To  reduce  this  source  of  contamination  to 
a  minimum,  the  separated  silica  should  be  filtered  off  after  dissolving, 
the  filtrate  being  then  evaporated  to  dryness  to  recover  the  small 
quantity  in  solution. 

Hogg  finds,  and  the  conclusion  is  supported  by  much  independent 
testimony,  that  the  silica  which  passes  into  solution  is  much  greater 
with  low  than  with  high  percentage  alloys.  For  alloys  containing  10 
to  15  per  cent,  of  silicon,  he  finds  the  soluble  portion  to  be  between  0*1 
and  0*3  per  cent.,  and  this  amount  he  does  not  recover,  adding  by  way 
of  correction  0*2  per  cent,  to  the  amount  obtained  by  filtering  off 
immediately  after  decomposition.  A  large  nmnber  of  test  analyses 
enables  us  to  confirm  Hogg's  conclusions  in  every  particular  except  the 
minor  one  referred  to  in  the  following  account  of  the  process. 

Grind  as  much  of  the  sieved  sample  as  is  needed  for  the  assay  in  an 
agate  mortar,  weigh  off  two  grams,  add  50  c.c.  concentrated  hydrochloric 
acid  and  10  to  20  c.c.  nitric  acid.  Boil  to  decomposition,  which  is  com- 
plete in  about  15  minutes,  add  about  twice  the  volume  of  water  and 
filter  ai  once ;  wash  with  cold  dilute  hydrochloric  acid,  ignite  and  weigh. 
The  silica  is  invariably  white,  and  the  residue  after  treatment  with 
hydrofluoric  acid  will  be  found  not  to  exceed  two  or  three  milligrams. 

^  The  presence  of  graphite  may  also  be  saspected  as  the  cause  of  the  insoluble  ferric 
oxide.  The  "physical  condition  of  silica"  explanation  should  not  be  insisted  upon 
until  alloys  free  from  graphite  have  been  experimented  with. 


118  THE  ANALYSIS  OF  STEEL-MAKING  ALLOYS. 

To  the  result  obtained  add  only  0*1  per  cent,  as  a  correction  for  the 
soluble  silica. 

The  amount  of  silicon  which  dissolves  is  increased  by  boiUng  the 
solution  after  diluting.  After  dilution  and  allowing  to  stand  on  a  hot 
plate  for  two  hours,  20  to  30  milligrams  of  silica  were  found  dissolved, 
so  that  the  correction  of  0*1  per  cent,  applies  only  to  the  conditions 
stated.  The  silica  as  weighed  is  in  a  very  fine  state  of  division,  and  it 
is  also  very  hygroscopic.  Hillebrand  {Chemical  News,  Ixxxiii.  136) 
states  that  blasting  for  nearly  half  an  hour  is  necessary  to  expel  all  the 
moisture  from  silica,  and  it  is  then  not  hygroscopic. 

Manganese. 

The  manganese  in  ferro-silicon  may  be  so  small  in  amount  as  to  l>e 
determined  by  the  red  lead  process  (p.  32).  The  manganese  in  silico- 
spiegel  (as  well  as  that  in  ferro-silicon)  may  be  determined  by  making 
an  acetate  separation  of  the  iron  in  the  filtrate  from  the  silica  and 
estimating  as  Mn304 ;  or  titrating  the  manganous  acetate  solution  with 
permanganate  according  to  the  process  described  on  p.  126.  The  man- 
ganese in  either  alloy  may  also  be  assayed  by  the  bismuthate  process 
if  they  are  first  got  into  solution  by  weighing  off  1*1  grams  of  the 
powdered  sample  and  adding  50  c.c.  nitric  acid  (1*20)  and  2  or  3  c.c. 
of  hydrofluoric  acid.  After  filtering  off  the  graphite,  the  procedure 
for  ferro-silicons  is  the  same  as  that  for  pig-irons  (p.  113),  and  for 
silico-spiegels  the  same  as  that  for  manganese  alloys  (p.  127).  No 
interference  with  the  process  is  exerted  by  the  presence  of  the  hydro- 
fluoric acid.  Needlessly  large  amounts  of  this  acid,  however,  cause 
the  final  permanganate  tint  to  be  readily  converted  into  manganic 
oxide  through  the  agency  of  the  manganous  fluoride  in  solution. 

Sulphur. 

This  element  can  be  estimated  gravimetrically  as  in  steels,  using  2*5 
grams  of  the  sample. 

FhosphoroB. 

The  process  used  for  steel  cannot  be  directly  applied  to  the  estima- 
tion  of  phosphorus  in  these  alloys,  because  they  are  not  decomposed  by 
1*20  nitric  acid.  By  decomposing  them  with  nitro-hydrochloric  acid. 
and  evaporating  so  as  to  dehydrate  the  silica  and  eliminate  hydrochloric 
acid,  a  portion  of  the  phosphorus  always  remains  with  the  silica.  This 
may  constitute  a  source  of  very  serious  error  when  highly  phos> 
phoretted  material  is  being  assayed;  e.g.  of  the  0*20  per  cent,  of 
phosphorus  in  a  certain  silico-spiegel,  0'063  per  cent,  was  found  ivitK 
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the  ignited  silica.  An  obvious  means  of  minimizing,  if  not  actually 
eliminating,  this  error,  is  to  filter  as  soon  as  the  sample  is  decomposed, 
as  in  the  estimation  of  silicon,  and  use  the  evaporated  filtrate  for 
estimating  the  phosphorus. 

These  alloys  being  readily  decomposed  by  mixtures  of  nitric  and 
hydrofluoric  acids,  a  removal  of  the  silica  with  excess  of  the  latter, 
would  at  once  allay  all  fear  of  loss  of  phosphorus,  but  the  precipitation 
of  phosphorus  as  ammonium  phospho-molybdate  is  by  no  means  in- 
sensible to  the  presence  of  hydrofluoric  acid.  Very  small  amounts  of 
this  acid  retard  the  precipitation,  and  large  amounts  prevent  it 
altogether.  By  preparing  identical  solutions  of  the  same  steel  which 
contained  0*064  per  cent,  of  phosphorus,  and  adding  1*7,  3*4,  and 
5*1  c.c.  of  hydrofluoric  acid  just  before  adding  the  molybdate  reagent, 
the  first  was  found  to  precipitate  almost  at  once,  but  the  second  and 
third  showed  no  signs  of  a  precipitate  for  some  time.  After  standing, 
however,  for  two  hours  at  about  60°  C,  the  filtered  precipitates  were 
converted  to  lead  molybdate  and  were  found  to  correspond  to  0*060, 
0-063,  and  0*061  per  cent,  of  phosphorus. 

Along  with  the  usual  amount  of  nitric  acid,  a  ferro-silicon  or 
silioo-spiegel  can  be  easily  decomposed  by  using  no  more  than  4  c.c.  of 
hydrofluoric  acid  for  two  grams  of  the  sample;  the  small  quantities 
of  this  acid  left  unused  by  the  silicon  are  nearly  all  expelled  by  the 
subsequent  boilings,  so  that  a  series  of  tests  in  which  silica  was  added 
to  the  above-mentioned  steel  dissolved  in  nitro-hydrofluoric  acid  showed 
no  signs,  when  the  phosphorus  was  precipitated,  of  lagging,  and  the 
completion  of  the  estimations  yielded  0*065,  0*063,  0*064,  and  0*066 
per  cent,  instead  of  the  0*064  of  phosphorus  actually  present.  Under 
these  circumstances  it  is  evident  that  the  following  process  can  be 
conveniently  applied. 

To  two  grams  of  the  powdered  alloy  add  45  c.c.  1*20  nitric  acid,  and 

25  to  30  drops  of  hydrofluoric  acid.     When,  without  the  application  of 

heat,  the  reaction  subsides,  add  another  25  to  30  drops;  the  small 

portion  of  alloy  then  undecomposed  goes  on  boiling.     Aiter  complete 

decomposition  add  permanganate,  clear  the  manganic  oxide  precipitate 

w^th  a  solution  of  ferrous  sulphate,  filter  off  the  graphite,  add  6  or 

8     c.c.   strong  ammonium  hydrate,   precipitate  with  the  molybdate 

reagent,  and  weigh  finally  as  lead  molybdate  according  to  the  more 

detailed  instructions  given  for  steels. 

Commercial  hydrofluoric  acid  may  contain  small  amounts  of  phos- 
phoric acid.  It  is  estimated  (and  allowed  for)  by  evaporating  100  or 
i>00  drops  of  the  acid  with  sulphuric  acid  in  a  platinum  dish  until 
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fumes  of  sulphur  trioxide  are  given  off,  transferring  to  a  glass  vessel, 
oxidizing  with  permanganate,  clearing  with  ferrous  sulphate,  adding 
ammonia  to  precipitation  of  the  iron,  re-dissolving  in  nitric  acid, 
precipitating  with  the  molybdate  mixture,  and  finishing  as  usual. 


HIGH-GRADE  FERRO-SILICONS. 

The  recently  introduced  high-grade  alloys  are  quite  different 
materials  from  the  10-15  per  cent,  alloys  for  which  the  foregoing 
methods  of  analysis  were  designed ;  it  is  necessary  therefore  to  note 
a  few  of  the  added  difficulties  and  differences. 

Carbon. 

The  carbon  is  almost  wholly  in  the  graphitic  state  unless  the  man- 
ganese is  considerable  in  amount,  but  in  addition,  a  portion  may  also 
be  combined  with  the  silicon  in  the  form  of  carbonmdum.  As  this 
substance  is  not  decomposed  by  simple  ignition,  it  is  necessary  to 
repeat  the  combustion  with  the  addition  of  copper  oxide  or  lead 
chromate.  As  an  alternative,  one  or  other,  or  a  mixture  of  both  of 
these  reagents  may  be  used  in  the  first  instance.  The  reaction  when 
red  lead  was  used  with  an  85  per  cent,  alloy  was  so  violent  as  to 
shatter  the  porcelain  boat. 

Silicon. 

The  alloys  become  less  and  less  readily  attackable  by  acids,  but 
more  and  more  so  by  caustic  alkalis,  as  the  percentage  of  silicon 
increases.  For  such  as  contain  less  than  30  per  cent,  of  silicon,  the 
process  already  given  for  low  grade  alloys  will  suffice  if  it  be  carried 
out  somewhat  differently. 

To  one  gram  of  the  agate-ground  material  add  50  c.c.  of  hydrochloric 
acid  and  allow  to  digest,  with  occasional  additions  of  a  few  drops  of 
nitric  acid.  At  no  time  must  the  liquid  be  allowed  to  boil,  the  object 
of  the  heating  being  to  promote  the  decomposition  without  seriously 
weakening  the  acid.  After  standing  for  a  few  hours  in  a  warm  place, 
the  sample  should  be  completely  decomposed,  the  colour  having 
changed  from  metallic  grey  to  pale  yellow.  Boil  down  to  one-half 
the  bulk,  dilute,  filter,  etc.,  as  before.  The  filtrate  on  re-evaporation 
will  be  found  to  yield  from  three  to  five  milligrams  only  of  silica. 
After  treatment  of  the  ignited  silica  with  hydrofluoric  acid  followed  hy 
strong  ignition,  a  small  grey  metallic-looking  residue  may  occasionally 
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be  seen.  By  digesting  with  hydrochloric  acid,  filtering  through  a 
small  paper,  and  re-igniting,  it  may  be  estimated  unchanged  as  car- 
borundum (SiC). 

According  to  Gray  {J(mm,  Soc.  Chem,  Ind.,  1901),  these  alloys  are 
decomposed  by  ignition  with  Stead's  tribasic  mixture  (p.  134),  or  by 
fusion  with  alkaline  carbonates,  in  which  case  the  carborundum  is  also 
decomposed  and  not  in  any  way  observable.  The  fact  that  a  new 
platinum  dish  was  perforated  in  three  places  by  fusing  an  85  per  cent, 
alloy  with  sodium  carbonate  only,  shows  that  the  process  has  disadvan- 
tages. For  such  alloys  as  are  not  decomposed  by  treatment  with 
nitro-hydrochloric  acid,  the  following  method  is  more  satisfactory  in 
many  ways. 

Place  1  gram  of  the  alloy  in  a  nickel  dish  which  holds  at  least 
100  c.c,  and  add  7  or  8  grams  of  pure  caustic  soda  along  with  50  c.c. 
water.  Heat  gently  so  that  the  reaction  proceeds  at  a  safe  rate,  and 
when  the  reaction  slackens,  allow  the  solution  to  evaporate  to  dryness, 
or  nearly  so,  by  means  of  such  an  over-night  arrangement  as  is 
described  for  the  sulphuric  acid  evaporation  of  tungstic  oxide  solutions 
{p.  148).  Boil  up  the  dried  mass  with  water,  transfer  to  a  shallow 
porcelain  dish  and  acidify  with  hydrochloric  acid.  It  can  then  be 
•easily  seen  whether  the  decomposition  is  complete  or  not.  Evaporate 
with  excess  of  hydrochloric  acid,  etc.,  as  usual.  For  absolutely  exact 
purposes,  it  must  be  remembered  that  in  the  evaporation  of  alkaline 
silicate  solutions  with  hydrochloric  acid,  the  whole  of  the  silica  is  never 
rendered  insoluble  by  one  evaporation ;  it  is  customary  to  re-evaporate 
the  filtrate.  The  filtrate  may  be  used  for  estimating  the  sulphur  if  the 
sodium  hydrate  used  is  sulphur-free,  or  if  the  amount  it  contains  is 
small  and  known. 

The  decomposition  of  the  poorer  high-grade  alloys  is  not  so  com- 
pletely effected  by  this  aqueous  caustic  soda  treatment.  With  a 
30  per  cent,  ferro-silicon,  such  as  could  be  decomposed  by  the  mixed 
acids,  a  residue  of  undecomposed  powder  is  obtained  when  the  aqueous 
extract  of  the  dried  mass  is  acidified  with  hydrochloric  acid.  On 
pouring  off  the  solution,  however,  the  addition  of  hydrochloric  and 
nitric  acids  to  this  residue  effects  its  decomposition  as  quickly  as  10-15 
per  cent,  alloys  are  attacked.  The  nickel  dish  is  only  very  slightly 
attacked  by  the  caustic  soda. 

Manganese. 

Decompose  the  alloy  with  nitro-hydrofluoric  acid  in  a  platinum  dish, 
boil  to  expel  a  portion  of  the  hydrofluoric  acid,  and  proceed  either  by 
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the  bismuthate  or  red  lead  process  as  for  low-grade  alloys.  A  gravi- 
metric estimation  may  be  made  on  the  sample  used  for  the  estimation 
of  calcium  and  aluminium  if  desired. 

Phosphoros. 

Attack  in  a  platinum  dish  with  hydrofluoric  acid  and  1*42  nitric 
acid  by  adding  two  grams  of  the  powdered  alloy,  a  little  at  a  time, 
to  the  acid  mixture ;  evaporate  with  sulphuric  acid  and  finish  as  usual. 

Aiiimifiiiini  and  Calcium. 

These  elements  may  be  estimated  by  opening  out  as  in  the  estimation 
of  silicon,  and  making  use  only  of  the  filtrate.  In  order,  however,  to 
avoid  this  lengthy  preliminary  operation,  and  because  large  amounts 
of  material  can  be  more  readily  dealt  with,  it  is  better  to  proceed  as 
follows  with  the  richer  of  the  high-grade  alloys.  Decompose  two  grams 
of  the  alloy  with  nitro-hydrofluoric  acid,  add  a  few  drops  of  sulphuric 
acid  to  prevent  volatilization  of  aluminium  during  the  subsequent 
ignition,  evaporate  to  dryness  and  ignite.  Digest  with  hydrochloric 
acid,  fuse  any  insoluble  residue  with  sodium  carbonate,  and  after 
extracting  with  hydrochloric  acid,  add  to  the  main  solution.  This 
solution  now  corresponds  in  all  respects  to  that  of  an  iron  ore,  and 
contains  iron,  aluminium,  manganese,  calcium,  and  magnesium.  Titan- 
ium, if  present,  would  also  be  in  this  solution.  Add  a  small  excess  of 
ammonia,  filter  off  iron  and  aluminium  hydrates,  and  estimate  the 
calcium  by  precipitation  as  oxalate  and  ignition  to  oxide ;  or  to  sulphate 
after  treatment  with  sulphuric  acid.^  The  magnesium  is  determined 
in  the  usual  manner  in  the  filtrate  as  pyrophosphate.  If  the  alloy 
contains  manganese,  this  element  must  be  removed  with  bromine  and 
ammonia  before  the  estimation  of  the  alkaline  earths.  If  required,  the 
manganese  can  be  estimated  after  precipitating  the  iron  and  aluminium 
in  the  first  instance  with  ammonium  acetate  instead  of  ammonia.  The 
precipitated  hydrates  of  iron  and  aluminium  are  re-dissolved  in  hydro- 
chloric acid,  and  the  aluminium  determined  by  precipitation  with 
sodium  phosphate  and  sodium  thiosulphate,  just  as  in  the  dctermina> 
tion  of  this  element  in  steel  or  ferro-aluminium  alloys. 

^Gray  has  found  as  much  as  14  per  cent,  of  calcium  in  a  high-grade  ferro- 
silicon  :  the  analysis  is  given  on  p.  125.     The  other  unusual  impurities  given  in 
Gray's  analyses,  such  as  chromium,  nickel,  tungsten,  etc.,  are  purely  accidental, 
and  result  from  the  fact  that  previous  charges  of  ferro-alloys  had  not  beeix 
completely  extracted  from  the  electric  furnace. 


SILICON  ALLOYS.  123 

Titanium. 

Titanium  occurs  very  frequently  in  these  alloys,  and  when  associated 
with  aluminium  either  element  interferes  with  the  accurate  determina- 
tion of  the  other.  In  the  preceding  process  for  the  estimation  of 
aluminium,  the  whole  of  the  titanium  (combined  with  more  or  less 
phosphorus  pentoxide)  is  in  the  aluminium  phosphate  precipitate.  If 
therefore,  on  treatment  of  this  precipitate  with  hydrochloric  acid,  a 
clear  solution  is  formed  to  which  the  addition  of  hydrogen  peroxide 
imparts  no  colour,  there  is  no  titanium  present.  If  this  element  is 
present,  some  of  it  goes  into  solution  and  some  not,  when  hydrochloric 
acid  is  added  to  dissolve  the  aluminium  phosphate.  The  insoluble 
part  is  filtered  out,  any  silica  eliminated  with  hydrofluoric  and 
sulphuric  acids,  the  solution  obtained  added  to  the  one  containing  the 
soluble  part,  and  the  whole  re-precipitated.  The  ignited  phosphate 
precipitate  of  alumina  and  titanic  oxide  is  then  crushed  to  a  fine 
powder  with  the  agate  pestle,  mixed  with  6  to  8  times  its  bulk  of 
sodium  carbonate,  and  the  mass  kept  in  gentle  fusion  in  the  muffle 
for  ten  minutes.  The  fusion  should  be  quite  liquid,  but  not  needlessly 
hot,  as  the  results  will  be  too  high  if  the  platinum  is  attacked.  Digest 
the  melt  with  the  least  possible  quantity  of  water,  filter,  and  wash  with 
hot  water  containing  a  small  quantity  of  caustic  soda.  Acidify  the 
filtrate,  and  precipitate  the  aluminium  as  phosphate.  On  dissolving 
the  ignited  aluminium  phosphate  in  hydrochloric  acid,  it  should  give  a 
practically  clear  solution,  and  not  more  than  a  faint  yellow  tint  on 
adding  hydrogen  peroxide.  The  sodium  carbonate  and  caustic  soda 
used  should  be  tested  for  alumina.  The  residue  of  sodium  titanate  is 
ignited,  with  the  addition  of  a  pinch  of  sodium  carbonate,  to  get  rid  of 
the  paper,  dissolved  in  hydrochloric  acid  to  a  clear  solution,  and 
re-precipitated  by  boiling  with  sodium  thiosulphate  as  in  the  estimation 
of  titanium  in  steels  (page  96),  in  order  to  bring  the  titanium  into  a 
weighable  form,  and  at  the  same  time  eliminate  the  small  quantity  of 
iron  which  may  accompany  it.  In  the  absence  of  iron,  the  titanium 
can  be  more  easily  handled  by  adding  an  excess  of  ammonia,  then 
acidifying  with  acetic  acid,  and  igniting  the  collected  precipitate  to 
titardc  oxide. 

F.  A.  Gooch,  to  whom  chemists  are  indebted  for  the  solution  of 
more  than  a  few  difficult  analytical  problems,  has  devised  two  processes 
for  the  separation  of  aluminium  and  titanium,  which  are  based  on  the 
facts  that  (1)  "titanium  is  completely  precipitated  and  aluminium  held 
in  solution  when  an  ortho-phosphate,  strongly  acidified  with  formic 
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acid,  is  added  to  the  solution  of  the  salts  of  these  elements,"  and  (2), 
"  alumina  is  soluble  and  titanic  hydrate  insoluble  in  sufficiently  strong 
boiling  solutions  of  acetic  acid."  The  first  of  these  two  methods, 
briefly  stated,  consists  in  the  treatment  of  the  solution  containing  salts 
of  the  elements  in  question  with  a  mixture  of  microcosmic  salt  and 
formic  acid  in  the  proportion  of  two  to  three  by  weight,  together  with 
sufficient  ammonium  formate  to  *take  up'  the  strong  acids.  The 
precipitate  is  fused  with  sodium  carbonate,  extracted  with  water,  the 
residue  fused  again  with  a  small  amount  of  carbonate,  dissolved  in 
sulphuric  acid  and  precipitated  by  ammonia  with  the  subsequent 
addition  of  an  excess  of  acetic  acid  to  the  boiling  solution.  The 
difficulty  of  filtering  the  precipitated  phosphate  is  a  drawback  to  the 
usefulness  of  this  process.  The  second  method  involves  many  different 
manipulations,  viz. :  the  addition  to  the  solution  of  the  two  elements 
of  sufficient  acetic  acid  to  make  from  7  to  11  per  cent,  by  volume  of 
the  absolute  acid,  together  with  sufficient  sodium  acetate  to  fix  all  the 
stronger  acids,  and  then  boiling,  filtering,  washing  with  acetic  acid  of 
7  per  cent,  strength,  fusing  the  ignited  precipitate  with  sodium  car- 
bonate, dissolving  in  strong  sulphuric  acid,  pouring  into  water,  neutral- 
izing with  ammonium  hydrate,  re-dissolving  the  precipitate  in  sulphuric 
acid,  and  precipitating  finally  by  boiling  with  acetic  acid  and  sodium 
acetate  as  at  first.  The  whole  process,  according  to  this  description, 
appears  to  be  long  and  tedious,  but  the  individual  operations  them- 
selves do  not  occupy  very  much  time  and  are  not  of  a  difficult 
character,  so  that  the  separation  may  be  effected  with  ease  and  a 
fair  degree  of  rapidity. 

CARBORUNDUM. 

Carborundum,  or  silicon  carbide  (SiC),  has  been  proposed  for  use  in 
steel-making  instead  of  ferro-silicon;  it  is  almost  quite  free  from  sulphur 
and  phosphorus,  scratches  the  ruby,  and  has  a  specific  gravity  of  about 
3-2.    It  is  not  attacked  by  melted  potassium  nitrate  or  chlorate,  nor  by- 
boiling  sulphuric,   hydrochloric,   nitric,   nitro-hydrochloric,   or   nitro- 
hydrofluoric  acids.     In  a  state  of  fine  powder,  which  is  not  easily 
secured,  even  in  an  agate  mortar,  it  is  decomposed  by  fusion  with 
caustic  soda,  or  with  a  mixture  of  caustic  soda  and  potash.    Commercial 
varieties  of  the  material  usually  contain  from  60  to  63  per  cent,  of 
silicon,  30  to  35  per  cent,  of  carbon,  and  2  to  4  per  cent,  of  iron  and 
aluminiiun ;  sometimes  charcoal  or  powdered  coal  is  present,  apparently 
as  an  adulterant.  . 
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The  silicon,  iron,  and  aluminium  are  determined  on  half  a  gram  of 
the  finely  divided  material,  which  is  opened  out  by  prolonged  fusion 
with  caustic  alkalies  in  a  capacious  crucible.  Evaporation  of  a  hydro- 
chloric acid  extract  yields  the  silica,  in  the  filtrate  from  which  the  iron 
and  aluminium  are  determined,  as  in  the  analysis  of  a  refractory 
material. 

Only  a  small  portion  of  the  carbon,  other  than  that  due  to  admixed 
charcoal  or  other  carbonaceous  matter,  is  burned  off  by  igniting  the 
sample  alone  in  a  stream  of  air.  Moissan  states  that  repeated  treatment 
with  fused  lead  chromate  is  necessary  to  obtain  complete  combustion  of 
the  carbon ;  we  have,  however,  experienced  no  difficulty  in  obtaining 
perfect  combustion  when  the  sample  is  ignited  with  8  or  10  times  its 
weight  of  red  lead. 

TYPICAL  ANALYSES. 


Ferro-Sllicons. 


8ilico<Spi6gel8. 


CarboD,  - 
Silicon,  - 
Manganese, 
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Titaninm, 
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Copper  and  Nickel, 
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0-034 

45-28 
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0-44 

traces 

0-31 

0-00 

0-51 

0-42 

_ 

018 

1-62 

— 

3-01 

traces 

0-01 

99-658 

98-94 

100-148 

1-54 
13-30 
3-99 
0030 
0057 


2-00 
13-49 
20-64 
0-047 
0-136 


1-70 
10-50 
18-34 
0-066 
0-098 


MANGANESE  ALLOTS. 


SPIEGEL  AND  FERRO-MANGANESE. 

Oarbon. 

As  these  alloys  are  decomposed  by  copper  solutions  the  process  given 
for  steels  on  p.  13  is  available.  Powdered  spiegels  may  be  ignited  alone 
in  a  stream  of  oxygen  with  almost  perfect  results.  But  ferro-manganese 
is  not    nearly  decarbonized  by  simple  ignition,  although  it  is  not 
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refractory  in  the  same  way  as  ferro-chromium  alloys  are :  a  hard  fritted 
surface  forms,  which  may  prevent  easy  contact  of  oxygen  and  metal. 
By  igniting  powdered  spiegel  or  ferro-manganese  with  zinc  oxide  all  the 
carbon  passes  off  as  dioxide.  Oxide  of  zinc  is  preferable  to  copper 
oxide  or  lead  chromate  in  this  case,  because  it  is  quite  free  from  blank 
after  ignition,  and  any  of  the  oxide  reduced  to  metal  by  manganese  is 
so  readily  re-oxidized  that  no  metallic  beads  can  vitiate  the  assay.    ' 

Manganese : 

Separation  of  Iron  and  Titration  with  Permanganate. 

Dissolve  one  to  one  and  a  half  grams  of  the  powdered  alloy,  and  make 
an  acetate  separation  of  the  iron  as  is  described  for  estimating  manganese 
in  steels,  page  30.  If  the  neutralization  be  carried  too  far  by  the  use 
of  ammonia,  the  precipitated  and  readily-oxidized  hydrate  of  manganese 
is  not  easily  re-dissolved  by  a  few  drops  of  hydrochloric  acid. 
Ammonium  carbonate,  therefore,  should  be  used  to  finish  the  neutraliz- 
ation with,  so  that  this  difficulty  may  be  avoided. 

Certain  corrections  must  be  made  when  an  aliquot  part  of  a  hot 
solution  is  used  for  the  assay  of  a  high  percentage  alloy.  If  the  total 
volume  is  a  litre,  and  half  a  litre  of  the  clear  solution  is  filtered  off,  it 
should  be  corrected  for:  (1)  Half  the  volume  of  the  precipitate;  (2) 
contraction  due  to  fall  of  temperature  between  the  two  measurings;  and 
(3)  a  slight  correction  due  to  evaporation  whilst  filtering. 

For  spiegel  or  ferro-manganese  the  correction  for  bulk  of  precipitate 
is  less  than  half  a  c.c,  and  may  be  neglected.  The  second  correction 
can  be  made  from  the  table  on  page  31,  although  under  uniform  condi- 
tions of  working  the  obsen'^ed  temperature  varies  not  more  than  2*  C, 
and  a  constant  correction  can  be  adopted.  The  third  correction  depends 
on  form  of  vessel  used,  rapidity  of  filtration,  and  other  incidents.  But 
by  precipitating  in  a  flask  marked  at  about  1000  c.c,  transferring  to  a 
litre  flask  with  a  graduated  neck,  allowing  the  precipitate  to  subside, 
and  measuring  off  500  c.c.  through  a  syphon  filter  (page  339),  a  correction 
of  1  c.c.  should  be  ample.  The  filtered  fraction  may  be  precipitated 
with  bromine  and  ammonia,  or  titrated  with  permanganate. 

The  permanganate  titration  is  very  accurate,  and  as  it  is  not  interfered 
with  by  flocks  of  basic  ferric  acetate,  an  aliquot  portion  needs  decanting 
merely :  it  is  better,  however,  to  have  the  previous  neutralization  and 
separation  made  with  sodium  carbonate  and  acetate  instead  of  ammonium 
compounds.  The  filtered  fraction  should  contain  a  little  free  acetic  acid^ 
as  it  will  if  the  acetate  separation  has  been  properly  made. 
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Pour  the  solution  of  manganous  acetate  into  a  constantly-rotated 
flask,  containing  an  excess  of  decinormal  permanganate  and  10  c.c.  zinc 
sulpbate  solution  (200  grams  per  litre).  Allow  the  precipitate  to  settle 
a  minute  or  so,  filter  an  aliquot  part  through  asbestos,  acidify,  and 
estimate  the  excess  of  permanganate  with  ferrous  sulphate. 

The  reaction  is  expressed  by  the  following  equation : 

3Mn(C2HsOj),  +  2KMn04  +  2H2O  =  SMnOg  +  ^C^H^Og  +  2KC2H3O2. 
Whence  each  c.c.  of  decinormal  permanganate  corresponds  to  0*00165 
gram  of  manganese.     The  permanganate  may  also  be  standardized 
by  a  Spiegel  of  known  composition,  or  by  a  pure  manganese  salt. 

The  percentage  of  manganese  in  spiegels  is  generally  known  approxi- 
mately. Failing  this,  the  use  of  too  great  an  excess  of  permanganate 
may  be  avoided  by  syphoning  off  an  additional  250  c.c.,  and  adding 
permanganate  to  the  hot  solution  until  the  colour  of  the  supernatant 
solution  is  pink.  This  (Guyard's  process)  gives  a  very  approximate 
result. 

Indirect  Volumetric  Process. 

Riley  appears  to  have  originated  the  indirect  determination  of 
manganese  by  dissolving  the  alloy  in  dilute  sulphuric  acid,  titrating 
the  iron,  making  an  allowance  for  impurities,  and  obtaining  the 
percentage  of  manganese  by  difference.  He  recognized  that  the 
results  were  subject  to  variations  owing  to  the  presence  of  soluble 
organic  matter. 

Ledebur  suggested  that  the  allowance  for  impurities  should  be 

7*5  per  cent,  if  the  iron  is  less  than  20  per  cent. 

6*5             „                „  from  20  to  45      „ 

6-0            „                „  „     45  to  65  per  cent.,  and 

5-5             „                „  „    65  per  cent,  or  over. 

The  process  usually  gives  results  within  a  half  per  cent,  of  the  truth, 
but  occasionally  it  fails  to  give  results  nearer  than  two  or  three  per 
cent.  The  following  process,  though  not  quite  so  rapid,  is  incom- 
parably more  accurate. 

Bismnthate  Process. 

Dissolve  1*1  grams  of  spiegel  or  0*275  grams  of  ferro-manganese 
in  50  c.c.  nitric  acid,  destroy  organic  matter  by  adding  bismuthate 
and  boiling,  and  then  dilute  the  cooled  solution  to  100  c.c.  Mix 
25  c.c.  of  the  manganese  solution  with  30  c.c.  1*20  nitric  acid,  add 
an  excess  of  bismuthate,  shake  well,  and  filter  through  asbestos. 
Dilute  the  filtrate  with  an  equal  bulk  of  water,  add  ferrous  ammonium 
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sulphate,    and    titrate    the    excess    with    decinormal    permanganate 
solution  exactly  as  in  the  determination  of  manganese  in  steel. 

The  filter  always  retains  a  little  permanganate,  but  its  amount 
when  the  washings  are  colourless  is  almost  insignificant.  By  boiling 
the  filter  and  excess  of  bismuthate  with  nitric  acid  and  a  little  sodium 
peroxide,  cooling,  and  re-oxidizing,  we  have  never  found  more  man- 
ganese than  is  equivalent  to  0*2  c.c.  decinormal  permanganate  if  the 
operation  has  been  properly  performed  in  the  first  instance.  Manganese 
dioxide  is  always  filtered  off  with  the  excess  of  bismuthate  imless 
the  oxidation  is  made  as  above  in  very  acid  solutions. 

Snlphnr  and  Silicon. 
These  elements  are  determined  as  in  steel. 

PhosphoroB. 

As  in  steels.  More  permanganate  is  needed  to  produce  a  permanent 
precipitate  of  manganese  dioxide  on  accoimt  of  the  large  amounts  of 
combined  carbon  these  alloys  contain.  A  portion  of  the  organic 
matter  in  ferro-manganese  solutions  is  not  destroyed,  and  should  be 
filtered  off,  otherwise  the  ammoniacal  solution  of  phospho-molybdate, 
and  the  precipitated  lead  molybdate  may  have  a  brown  colour.  The 
accuracy  of  the  results  is  not  interfered  with  even  if  the  unoxidized 
organic  matter  is  not  filtered  off. 

The  crystalline  needles  seen  on  the  surface  of  ferro-manganese 
generally  contain  much  less  phosphorus  than  the  mother  metal,  e,g. 
crystals  0*047,  and  metal  0*24  per  cent,  phosphorus. 

Copper. 

This  element  is  invariably  present  in  small  amounts;  estimate  as 
in  steel. 

Titanium. 

Mr.  T.  W.  Hogg  says  that  there  are  about  half  a  million  isolated 
crystals  of  cyano-nitride  of  titanium  in  each  cubic  inch  of  the  high 
percentage  ferro-manganese  alloys  used  for  steel  making;  titanium 
nitride  and  carbide  being  also  occasionally  present.  The  size  of 
these  crystals  generally  lies  between  one  ten-thousandth  and  one 
thousandth  part  of  an  inch ;  they  occur  in  the  form  of  cubes,  octahedra^ 
and  forms  resembling  the  icosatetrahedron,  which  possess  a  metallic 
lustre,  and  have  mirror-like  facets. 

The  crystals  are  separated  from  ferro-manganese  by  careful  elutri&- 
tion  of  the  carbonaceous  residue  left  on  treating  considerable  quantities 
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of  material  with  hydrochloric  acid,  copper  chloride  solution,  or  dilute 
nitric  acid.  The  last  reagent  is  most  convenient.  In  using  it 
the  mixture  is  kept  as  cold  as  possible,  and  allowed  to  stand  for 
twenty-four  hours.  The  large  crystals  separate  at  once,  the  small 
ones  being  retained  in  the  residue,  which  must  be  dried  and  gently 
pounded  before  submitting  it  to  elutriation.  The  elutriation  is  per 
formed  in  a  large  porcelain  basin,  using  plenty  of  water,  and  gently 
rocking  and  rotating  the  mixture,  and  allowing  it  to  rest  at  intervals ; 
the  lighter  portions  are  thus  separated  until  nothing  but  the  copper- 
coloured  crystals  are  left. 

The  presence  of  titanium  is  easily  detected  and  its  amount  deter- 
mined by  fusing  the  carbonaceous  residue  with  potassium  bisulphate 
and  adding  hydrogen  peroxide  to  the  cold  acidified  solution  of  the 
melt.  If  hot  nitric  acid  is  used  for  the  decomposition  any  titanium 
carbide  would,  of  course,  be  dissolved,  but  with  either  hydrochloric 
acid  or  copper  solution  it  remains  unattacked. 
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FERRO-CHROMIUM. 


Oarbon. 

Direct  combustion  of  the  powdered  alloy  with  an  oxidizing  reagent 

is  the  simplest  and  most  accurate  method  for  determination  of  the 

carbon  in  these  very  refractory  alloys.     The  general  procedure  for 

direct  combustion  is  given  on  p.  6  et  seq. 

We  have  ignited  powdered  ferro-chromium  with  most  of  the  reagents 

I 
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which  have  at  any  time  been  suggested ;  the  preference  must  certainly 
be  given,  for  reasons  already  stated,  to  red  lead  or  lead  peroxide,  which- 
ever is  obtainable  with  the  least  blank  If  a  very  hot  furnace  is  avail- 
able, the  combustion  may  also  be  completed  when  lead  chromate,  cupric 
oxide,  or  stannic  oxide  is  used.  More  recently  ^  we  have  used  the  sesqui- 
oxide  of  bismuth  with  very  good  results.  After  ignition  in  the  muffle 
to  incipient  fusion,  grinding  and  sieving,  this  latter  reagent  gives  no 
blank  and  absorbs  no  carbon  dioxide  from  the  atmosphere :  in  these 
respects  it  is  superior  to  any  of  the  oxides  of  lead. 

SilicozL 

The  following  process  was  devised  by  Dr.  Tate.  Fuse  two  grams  of 
the  powdered  alloy  with  five  times  its  weight  of  sodium  peroxide  in  a 
nickel  crucible.  The  fusion  is  dissolved  in  water,  transferred  to  a 
capacious  nickel  dish,  treated  with  hydrochloric  acid  short  of  actual 
acidity  and  evaporated  to  dryness.  The  residue  is  broken  up,  40  c.c. 
of  strong  sulphuric  acid  poured  on  and  heat  applied  until  the  sulphuric 
acid  begins  to  fume.  By  this  means  hydrochloric  and  chlorochromic 
acid  are  volatilized  and  the  silica  dehydrated.  The  sulphuric  acid 
solution  is  cooled,  diluted,  transferred  to  a  porcelain  dish,  and  boiled 
until  the  sulphates  have  dissolved.  The  silica  is  then  collected,  ignited, 
and  weighed. 

About  90  per  cent,  of  the  chromium  can  be  volatilized  in  the  above 
manner,  and  although  this  removal  tends  to  prevent  contamination  of 
the  silica  by  basic  salts  of  chromium,  the  real  silica  is  in  all  cases  best 
determined  by  loss  in  weight  after  evaporation  with  hydrofluoric  and 
sulphuric  acids  followed  by  strong  ignition.  A  blank  test  should  be 
made  of  the  reagents. 

The  silicon  may  also  be  estimated  as  silica  is  in  chromite  on  p.  208. 

Manganese. 

Fuse  I'l  grams  of  the  powdered  alloy  as  for  silicon,  dissolve  the 
melt  in  water,  boil  for  a  few  minutes,  and  filter  off  the  peroxides  of 
iron,  manganese,  and  nickel.  As  the  mixed  peroxides  filter  badly  but 
settle  readily,  they  should  be  boiled  repeatedly  with  water  containing  a 
little  ammonium  carbonate,  and  not  collected  on  the  asbestos  filter 
until  the  yellow  chromate  colour  is  barely  or  not  at  all  visible  in  the 
washings.  The  residue  and  filter  are  then  returned  to  the  beaker, 
30  c.c.  of  1*20  nitric  acid,  and  as  much  sulphurous  acid  or  hydrogen 
peroxide  solution  added  as  is  needed  to  completely  reduce  and  dissolve 

^Midsummer,  1900. 
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the  higher  oxides  of  manganese  and  nickel.  The  solution  is  then  made 
quite  cold  and,  without  filtering  off  the  asbestos,  oxidized  with  bis- 
muthate  and  titrated  with  ferrous  sulphate  and  permanganate  as  on 
p.  34. 

The  titrated  solution  has  a  green  colour  due  to  nickel  derived  from 
the  crucible.  A  small  excess  of  permanganate  makes  this  green 
solution  quite  colourless.  The  nickel  of  the  crucible  is  usually  quite 
free  from  manganese. 

Sulphur  and  Phosphorus. 

A  method  for  determining  the  approximate  amounts  of  sulphur  and 
4>hosphorus  depends  on  the  assumption  that  these  elements  go  into 
solution  when  the  powdered  material  is '  boiled  with  aqua  regia, 
although  of  course  the  alloy  is  by  no  means  completely  decomposed.^ 
The  s^^ientific  value  of  such  procedures  is  not  very  great,  but  as 
approximate  results  will  often  suffice,  and  as  the  means  of  making 
the  estimation  are  always  at  hand  and  ready  for  use,  they  have  a 
very  considerable  practical  value. 

Arnold's  instructions  for  determining  either  sulphur  or  phosphorus 
are :  Boil  3*6  grams  of  the  alloy  which  has  passed  through  a  ninety- 
mesh  sieve  with  100  c.c.  aqua  regia.^  The  solution  is  boiled  to  low 
bulk  in  a  covered  beaker  and  then  gently  evaporated  to  dryness.  The 
dry  mass  when  cool  is  taken  up  in  hydrochloric  acid,  re-evaporated  to 
low  bulk,  made  up  to  60  c.c.  and  50  c.c.  (equal  to  three  grams  of  the 
alloy),  filtered  off  and  precipitated  with  barium  chloride.  The  aqua 
regia  solution  need  not  be  evaporated  beyond  low  bulk  for  the  phos- 
phorus estimation.  Filter  the  solution  as  before,  and  add  successively 
excesses  of  ammonia  and  nitric  acid,  and  finally  the  molybdate  reagent. 
The  precipitated  phospho-molybdate  may  be  dealt  with  as  usual. 

Sulphur  and  phosphorus  may  both  be  estimated  on  the  same  sample 
in  the  following  way,  which  leaves  less  uncertainty  in  the  mind 
regarding  the  accuracy  of  the  results,  though  they  are  still  not 
altogether  above  suspicion.  Mix  two  grams  of  the  powdered  alloy 
with  fifteen  grams  of  tribasic  reagent  (p.  134),  and  heat  for  two  hours  in 
the  mufile ;  or  open  out  as  for  silicon  with  sodium  peroxide  over  a  spirit 

'  Alloys  coutaining  sixty  or  seventy  per  cent,  chromium  which  contain  very 
litele  cftrbon — e.g.  one  per  cent,  or  less — are  readily  decomposed  by  boiling  with 
dilute  sulphuric  or  hydrochloric  add,  and  may  then  be  analysed  like  chromium 

IfiatAl, 

^Mule  by  mixing  four  volumes  of  strong  hydrochloric  acid  with  one  volume  of 
1  -42  nitric  acid. 
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lamp.  Digest  the  oxidized  mass  with  water  and  dissolve  to  a  clear 
solution  with  hydrochloric  acid.  Then  add  a  small  excess  of  ammonia 
and  filter  off  the  precipitated  basic  phosphate  and  chromate  of  iron. 

The  sulphur  is  in  the  filtrate,  and,  after  adding  a  small  excess  of 
hydrochloric  acid,  may  be  precipitated  with  barium  chloride  as  usual. 
The  ignited  barium  sulphate  may  contain  a  small  amount  of  chromic 
oxide,  whether  the  precipitation  ^as  made  from  an  acidified  solution 
of  chromic  chloride  or  of  sodium  chromate. 

The  residue  which  contains  the  phosphorus  is  dissolved  in  dilute 
nitric  acid,  the  little  chromic  acid  present  reduced  by  a  few  drops  of 
sulphurous  acid,  ammonia  added  to  neutralize  the  free  acid,  and  then 
30  c.c.  of  the  nitro-molybdate  reagent.  The  precipitated  phosphc- 
molybdate  is  transformed  to  lead  molybdate  as  usual. 

The  sodium  peroxide  or  tribasic  reagent  used  in  the  above  operations 
should  be  as  free  from  sulphur  and  phosphorus  as  possible.  The 
magnesia  or  lime  for  the  latter  is  best  prepared  from  the  carbonate  by 
heating  at  a  high  temperature  and  then  powdering.  In  any  case  it  is 
necessary  to  make  a  careful  examination  of  the  reagents. 

Chromium. 

Oxidation  of  the  powdered  alloy  by  fusion  with  sodium  peroxide  is 
the  most  expeditious  preliminary  either  for  volumetric  or  gravimetric 
estimations  of  chromium.  All  technical  analyses  are  made  by  the  volu- 
metric process,  that  form  of  the  titration  which  is  the  inverse  of  the 
bichromate  estimation  of  iron  being  generally  employed.  The  pre- 
cautions named  on  p.  109  et  seq,  are  equally  important  in  relation  to  the 
estimation  of  chromium.  Neglect  of  these  is  generally  the  cause  of 
such  trade  disputes  as  are  not  directly  due  to  imperfect  sampling  or  the 
use  of  different  atomic  weights. 

Peroxide  Method. 

From  a  half  to  one  gram  of  the  finely  powdered  and  agate-ground  ^ 
ferro-chromium  is  mixed  with  five  times  its  weight  of  sodium  peroxide, 
and  heated  gently  over  a  bunsen  flame  in  a  nickel  crucible  until  the 
mixture  begins  to  soften  and  then  glows  spontaneously.  The  mass  is 
kept  just  liquid  and  in  constant  rotation  for  a  few  minutes,  and  then 
allowed  to  cool.  Clean  off  any  sooty  deposits,  which  form  with  great 
facility  on  nickel  even  in  nonsmoky  flames,  and  add  water  to  the 

^  A  little  water  may  be  added  to  facilitate  grinding  (Rideal  and  Rosen blum),  but 
most  rich  ferro'chromium  alloys  are  decomposed  completely  if  they  have  passed  a 
sieve  of  ninety  meshes  to  the  lineal  inch. 
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melt,  keeping  the  crucible  covered  as  much  as  possible  so  as  to  avoid 
loss.     The  solution  is  then  transferred  to  a  beaker  or  flask  and  diluted. 

From  this  point  either  of  two  ways  may  be  adopted  according  as 
manganese  is  being  determined  or  not.  If  it  is,  boil  the  solution  for 
five  or  ten  minutes  to  decompose  sodium  ferrate  and  manganate  and 
any  excess  of  sodium  peroxide,  and  filter  off  the  insoluble  residue. 
After  washing  quite  free  from  sodium  chromate  the  residue  is  used  for 
the  determination  of  manganese  in  the  above-described  manner.  The 
filtrate  is  cooled,  acidified  with  sulphuric  acid,  and  titrated  with 
permanganate,  or  bichromate  and  ferri-cyanide,  in  the  usual  way. 

If  the  estimation  of  manganese  is  not  contemplated,  then  the  boiled 
alkaline  solution  may  be  acidified,  a  small  excess  of  permanganate 
added  to  safeguard  the  reduction  of  any  chromic  acid  by  small  amounts 
of  hydrogen  peroxide  which  were  not  eliminated  from  the  alkaline 
solution,  and  then  enough  dilute  hydrochloric  acid  to  destroy  the  excess 
of  permanganate  as  is  done  in  Stead's  modification  of  Galbraith's  method 
for  estimating  chromium  in  steel.  After  boiling  off  chlorine  the  solution 
is  cooled  and  titrated  with  ferrous  sulphate  and  bichromate. 

One  objection  to  the  peroxide  process  is  that  vessels  of  all  kinds — 
platinum,  gold,  silver,  nickel,  etc. — in  which  the  decomposition  is 
made  are  destructively  attacked.  Nickel  crucibles  are  most  used  on 
account  of  their  cheapness,  but  even  when  care  is  taken  to  avoid 
needlessly  high  temperatures  they  lose  from  one  to  two  decigrams 
at  each  fusion. 

Nickel,  like  manganese,  unless  care  is  taken,  may  interfere  with  the 
titration  by  masking  the  colour  of  the  ferri-cyanide  indicator,  and  on 
this  account  some  analysts  insist  on  the  insoluble  peroxides  being 
filtered  from  the  alkaline  solution  in  order  that  a  sharp  end  reaction, 
on  which  so  much  depends,  may  always  be  secured. 

This  last  consideration  should  be  kept  in  mind  whenever  iron  is 
being  estimated.  This  is  done  of  course  by  dissolving  the  insoluble 
oxide  in  hydrochloric  acid,  reducing  and  titrating.  If  the  volume 
of  liquid  is  comparatively  small  the  nickel  it  contains  has  a  very 
obvious  effect  on  the  ferri-cyanide  indicator.  If  the  peroxides  are 
dissolved  in  dilute  sulphuric  acid  assisted  by  a  little  sulphurous  acid, 
and  then  reduced  and  titrated  with  permanganate,  the  presence  of 
nickel  does  not  interfere. 

Tribaaic  Method. 

Instead  of  the  common  fusion  mixture  of  caustic  soda  and  some 
infusible  oxide  like  magnesia  to  keep  the  mass  open  and  promote 
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oxidation,  the  following  tribasic  mixture,  which  has  the  advantage 
of  not  attacking  platinum,  has  been  suggested  by  Stead : 

Lime  or  Magnesia, 200  parts. 

Sodium  Carbonate, 50  parts. 

Potassium  Carbonate,     ....  50  parts. 

From  a  half  to  one  gram  of  the  floured  alloy  is  mixed  with  ten 
times  its  weight  of  this  mixture  and  heated  at  bright  redness  in  the 
muffle  for  from  one  to  two  hours.  The  dish  containing  the  sintered 
mass  is  placed  in  a  capacious  beaker,  about  300  c.c.  water  and  30  c.c. 
strong  sulphuric  acid  added,  and  the  whole  heated  until  everything 
passes  into  solution.  After  cooling  add  ferrous  sulphate  and  titrate  as 
usual. 

Mr.  Stead  found  that  the  oxidation  of  both  alloys  and  ores  was 
complete  in  about  an  hour.  He  gives  the  following  figures  obtained 
by  heating  the  mixture  for  varying  periods  of  time  : 


Time  Heating.  i  Cr  in  FeCr.  Cr  in  Ore. 


5  minutes, 

60  minutes, 

120  minutes, 


60-62  or    97*6  per  cent.         3070  or    890  per  cent. 
61 -94  or    99-9       „  i    .S4  50  or  100  0       ,. 

61-99  or  1000       „  34-49  or  100  0       „ 


If  a  portion  of  the  alloy  is  undecomposed  the  assay  should  be 
repeated  with  more  finely  ground  material  or  by  heating  for  a  longer 
time.  If  very  small  particles  only  had  escaped  oxidation  they  might 
dissolve  in  the  acid  solution  unobserved  during  the  period  of  efferves- 
cence, and  therefore  the  further  operation  of  boiling  with  a  small  excess 
of  permanganate  and  destroying  that  in  turn  with  a  small  excess  of 
hydrochloric  acid  seems  a  desirable  precaution. 


METALLIC  CHROMIUM. 

Oarbon. 

One  gram  of  the  poM^dered  metal  is  ignited  with  six  grams  of  red- 
lead  as  in  the  determination  of  carbon  in  ferro-chromium.  But  as  the 
carbon  is  not  generally  more  than  a  few  tenths  per  cent,  and  the 
material  is  very  refractory,  it  is  desirable  to  effect  the  combustion  at 
as  high  a  temperature  as  possible,  and  to  utilize  the  heat  of  the  reaction 
to  the  full  extent  by  putting  the  boat  straight  into  the  hot  tube.  This 
cannot  be  safely  done  with  high -carbon  ferro-chromium  alloys  on 
account  of  the  violent  evolution  of  gas  which  would  ensue. 
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Fio.  11. 


Silicon. 
This  element  may  be  determined  as  in  steels  by  dissolving  in  hydro- 
chloric acid,  evaporating  to  dryness,  etc.;  it  is  necessary  to  treat  the 
siliceous  residue  with  hydrofluoric  acid. 

Manganese  and  Fhosphoms. 
These  elements  are  determined  as  in  ferro-chromium. 

Sulphur. 

As  the  metal  is  soluble  in  dilute  acids,  any  form  of  the  evolution 
process  may  be  applied,  and  indeed  would  preferably  be  applied  even 
by  those  who  do  not  regularly  use  it 
On  many  extempore  occasions  we  have 
used  the  simple  form  of  apparatus,  shown 
in  Fig.  11,  in  the  following  manner. 

One  or  two  grams  of  the  finely  crushed 
sample  is  weighed  into  the  first  flask,  30 
cc  strong  hydrochloric  acid  mixed  with 
30  c.c.  hot  water  added,  the  stopper 
quickly  replaced  and  the  solution  boiled 
until  the  sample  is  dissolved.  The  second  flask  contains  a  faintly 
acetic  solution  of  lead  acetate,  and  the  beaker  contains  a  similar 
solution,  but  its  only  purpose  is  to  indicate  any  imperfect  absorption 
bj  the  first  solution. 

When  the  sample  is  dissolved  and  all  the  sulphuretted  hydrogen  has 
been  driven  from  the  evolution  flask,  the  precipitated  lead  sulphide 
formed  in  the  absorption  flask  (and  in  the  beaker  also  if  there  should 
be  any)  is  collected  on  a  small  pulp  filter,  washed  with  hot  water,  and 
precipitate  and  filDer  digested  with  1*20  nitric  acid.  The  paper  is 
strained  off  by  means  of  a  filter  plate,  the  solution  of  lead  nitrate 
nearly  neutralized  with  ammonia  and  the  remaining  free  mineral  acid 
destroyed  with  ammonium  acetate.  Then  one  or  two  grams  of 
ammonium  chloride  are  added  and  the  lead  precipitated  with 
ammonium  molybdate  and  subsequently  ignited  and  weighed  as  lead 
molybdate.  The  weight  of  the  lead  molybdate  multiplied  by  0  0872 
gives  its  equivalent  weight  of  sulphur. 

Chromium. 

Half  a  gram  of  the  metal,  which  need  not  be  very  finely  powdered, 

is  boiled  with  100  c.c.  dilute  sulphuric  acid  (1  to  3).     When  nearly 

everything  has  dissolved,  as  much   strong  permanganate  solution  is 

added  as  converts  most  of  the  chromium  to  chromic  acid,  but  forms  no 
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precipitate  of  manganese  dioxide :  this  completely  decomposes  the 
remaining  particles  of  carbide.  The  solution  is  then  cooled  and  made 
up  to  250  c.c. 

Two  portions  of  100  c.c.  each  are  measured  into  flasks,  diluted  to 
about  300  c.c,  10  to  20  c.c.  more  dilute  sulphuric  acid  added,  and  as 
much  permanganate  as  is  necessary  to  complete  the  oxidation  of  the 
chromium  and  1 0  c.c.  in  excess.  After  five  or  ten  minutes'  boiling  add 
30  c.c.  strong  hydrochloric  acid  diluted  with  an  equal  volume  of  hot 
water  and  boil  until  the  solution  clears  and  the  evolved  chlorine  is 
driven  off;  then  cool  and  titrate  in  the  usual  way. 

When  a  precipitate  of  manganese  dioxide  is  destroyed  in  strong 
chromic  acid  solutions  particular  care  should  be  taken  that  the  hydro- 
chloric acid  reduces  none  of  the  latter  also.  When  the  solution  clears 
the  flask  should  be  shaken  over  a  strong  flame  and  the  issuing  vapours 
tested  with  iodized  starch  paper.  In  a  minute,  or  even  less  with 
vigorous  shaking,  the  dissolved  chlorine  will  have  boiled  out.  If, 
however,  chromic  acid  is  being  reduced  chlorine  will  be  slowly  evolved, 
and  starch  paper  coloured,  for  an  indefinite  time. 

The  mean  of  the  two  resiilts  if  they  agree  closely  should  be  taken. 

LrozL 

The  pure  metal  is  very  readily  attacked  by  sodiiun  peroxide.  After 
fusion  the  acidified  solution  is  precipitated  with  ammonia  and  filtered. 
The  residue  is  re-dissolved  in  acid,  reduced,  and  titrated  with  either 
permanganate  or  bichromate. 


TYPICAL  ANALYSES. 


Chromium, 

CarboD,  - 

Silicon,   - 

Manganese, 

Sulphur, 

Phosphorus, 

Aluminium, 

Magnesium, 

IrcAi, 


97  12 

7100 

02-50 

64-75 

0-27 

1-82 

9-64 

4-96 

0-75 

trace 

1-51 

0-37 

Oil 

017 

016 

013 

018 

012 

0-032 

0-087 

006 

0034 

0-033 

— 

2-83 

0-30 

— 

— 

— . 

0-18 

loO 

26-24 

23-25 

2907 

99-93 

99-41 

99-856 

99-88 

64-00 
2-77 
012 
0-10 
0  053 
O-OII 
0-15 
015 

32-55 

99-904 


The  analyses  showing  aluminium  and  magnesium  were  kindly  com- 
municated by  Mr.  6.  Watson  Gray. 
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NICKEL   ALLOTS. 

THE  CYANOMETRIC  ESTIMATION  OF  NICKEL. 

The  cyanometric  estimation  of  nickel  is  particularly  adapted  to 
the  analysis  of  alloys,  because  there  are  so  few  metals  at  any  time 
alloyed  with  nickel  which  interfere  with  the  titration  or  whose  inter- 
ference may  not  bo  obviated  by  some  trifling  modification  of  the 
process.  After  some  particulars  concerning  the  solution  to  be  titrated, 
the  indicator,  the  potassium  cyanide,  and  so  on,  the  behaviour  of  the 
process  in  the  presence  of  various  elements  will  be  observed.  It  is 
hoped  that  in  this  way  provision  may  be  made  for  assaying  nickel  in 
any  combination  of  elements  likely  to  come  into  the  steel  works'  labora- 
tory, and  also  to  some  extent  for  the  alloys  of  nickel  so  extensively 
used  in  the  lighter  trades  of  Sheffield,  Birmingham,  etc. 

The  Solution  to  be  Titrated. — This  must  be  alkaline.  A  large  excess 
of  ammonia  must  be  avoided  not  merely  because  it  increases  the 
solubility  of  the  silver  iodide  indicator,  but  because  it  interferes  with 
the  formation  of  the  double  nickel-potassium  cyanide.  A  solution 
containing  two  per  cent,  of  its  volume  of  bi normal  ammonium  hydrate 
titrates  perfectly,  and  several  times  that  amount  are  not  harmful.  It  is 
occasionally  advantageous  to  make  alkaline  with  sodium  or  ammonium 
carbonate.     (See  titration  in  the  presence  of  zinc  and  uranium,  p.  141.) 

The  Silver  Iodide  Indicator. — The  intensitv  of  the  cloud  formed  on 
adding  silver  nitrate  to  the  alkaline  solution  containing  potassium 
iodide  is  increased  by  the  presence  of  alkaline  salts.  Sulphates  are 
most  effective,  then  nitrates,  then  chlorides.  This  explains  why 
ammonium  sulphate  is  always  added  before  the  silver  nitrate.  The 
indicator  is  the  more  sensitive  the  less  potassium  iodide  there  is  used 
in  excess  of  that  needed  to  form  the  working  turbidity  with  the  silver 
nitrate.  The  depth  of  turbidity  is  a  matter  of  taste,  but  the  addition 
of  two  cubic  centimetres  of  a  two  per  cent,  potassium  iodide  solution 
for  each  five  hundred  cubic  centimetres  of  solution  titrated  provides 
the  deepest  desirable  cloudiness. 

The  PotasBinm  Oyanide. — Neutral  solutions  of  potassium  cyanide 
should  not  be  needlessly  exposed  to  the  air  because  they  absorb  carbon- 
dioxide  and  give  off  hydrocyanic  acid :  hence  the  characteristic  smell. 
In  well  stoppered  bottles,  however,  such  solutions  suffer  no  appreciable 
change  during  two  or  three  weeks,  and  when  containing  a  small  excess 
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of  caustic  soda  the  solutions  are  practically  permanent.  The  cyanide 
solution  may  be  standardized  with  some  well-defined  nickel  compound, 
as  pointed  out  on  page  72,  or  with  silver  nitrate  or  pure  silver  trial 
plate,  and  the  nickel  equivalent  calculated  from  the  following 
equations : 

1 .  AgNOj  +  2KCN    =  AgCN  .  KCN  +  KNO3, 

2.  Ni(N0s)2  +  4KCN  =  Ni(CN)2 .  2KCN  +  2KNO3, 

whence  Ag  x  '272  =  Ni.  The  results  of  each  method  of  standardizing  are 
in  perfect  agreement. 

Thomas  Moore  has  described  a  modified  form  of  the  titration 
depending  on  the  following :  "  When  a  solution  of  potassium  cyanide 
containing  a  small  quantity  of  argentic  cyanide  is  added  to  an 
ammoniacal  solution  of  nickel  containing  potassic  iodide,  it  is  seen 
that  argentic  iodide  is  precipitated,  and  the  turbidity  thus  formed  in 
the  solution  continues  to  increase  up  to  the  point  where  the  formation 
of  the  nickelo-potassic  cyanide  is  complete ;  any  further  addition,  after 
this  stage  is  reached,  will  produce  a  clearing  up  of  the  liquid  until  at 
last  the  addition  of  a  single  drop  causes  the  precipitate  to  vanish. 
This  final  disappearance  is  most  distinct  and  leaves  no  room  for  doubt." 


THE  TITRATION. 

The  solution  titrated  must  be  cold.  When  a  number  of  samples 
has  to  be  titrated  there  is  some  advantage  in  adding  potassium 
cyanide  with  some  levity  until  the  solution  clears,  then  going  back 
with  silver  nitrate  and  clearing  finally  with  not  more  than  a  drop  of 
the  cyanide.  A  fiirther  reason  for  adding  the  cyanide  without  undue 
delay  lies  in  the  fact  that  when  only  a  fraction  of  the  potassium  cyanide 
needed  to  form  the  double  cyanide  of  nickel  and  potassium  is  added 
and  the  solution  allowed  to  stand  for  a  minute,  a  silky  crystalline 
precipitate  forms  and  carries  down  the  uncombined  nickel  in  a  form 
which  is  less  readily  acted  upon  by  a  small  excess  of  cyanide.  This 
reaction  does  not  take  place  in  the  presence  of  ammonium  sulphate,  or 
rather  it  proceeds  so  slowly  that  no  account  need  be  taken  of  it  The 
ammonium  sulphate  added  to  heighten  the  silver  iodide  turbidity  is 
sufficient  in  amount. 

The  Titration  in  the  presence  of  other  Elements. — The  results 
tabulated  were  obtained  by  titrating  one  decigram  of  nickel  with  0*05 
and  0*10  grams  of  the  elements,  whose  interference  was  being  observed. 
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in  the  ordinary  manner,  except  that  where  the  element  was  precipitated 
in  the  alkaline  solution,  it  was  filtered  off  aftei'  enough  cyanide  had 
been  added  to  combine  with  the  nickel  present. 


Metal. 


Calciuiu,  - 

Barium,    - 

Strontium, 

Magnesium, 

Zinc, 

Cadmium, 

Aluminium, 

Iron, 

Manganese, 

Chromium, 

Tin, 

Molybdenum, 

Arsenic,  - 

Antimony, 

Bismuth,  • 

Lead, 

Uranium, 

Tungsten. 


Nickel  Found. 


0*05  gmmii. 


01000 
00999 
01000 
O'lOOO 
01015 
01002 
0-0970 
00989 
0-0999 
0-0888 

0-1000 
01000 
01000 
0-1002 
01000 
01002 
0-0999 


Per  cent. 

Error. 

10  grains. 

0-1000 

0-0 

01 

0-1002 

0-2 

01002 

0-2 

01021 

2-1 

o-ioa3 

0-3 

0-0956 

4-4 

00984 

1-6 

0-1002 

0-2 

0-0834 

16-6 

01001 

01 

0-0999 

01 

01000 

00 

0-1000 

0-0 

0-1001 

01 

00999 

0-1 

01001 

01 

01000 

0  0 

Moderate  amounts  of  free  alkali,  alkaline  carbonates,  chlorides, 
bromides,  phosphates,  etc.,  and  salts  of  the  alkaline  earths  exert  no 
appreciable  influence  on  the  results.  In  the  presence  of  those  elements 
(barium,  etc.)  which  form  insoluble  sulphates,  it  is  advisable  to  replace 
the  ammonium  sulphate,  used  to  deepen  the  turbidity,  by  a  chloride  or 
a  nitrate. 

The  only  elements  which  falsify  the  results  to  an  appreciable  extent 
are  zinc,  iron,  aluminium,  and  chromium,  but  the  behaviour  of  some 
others  calls  for  comment.     They  are : 

liangaaese. — This  element  is  slowly  precipitated  in  ammoniacal 
solution,  and  so  it  is  impossible  to  take  full  advantage  of  the  delicacy 
of  the  indicator  even  by  repeated  filtrations,  but  the  precipitate  does 
not  interfere  in  any  other  way.  The  manganese  may  be  kept  in 
solution,  and  interference  of  any  kind  avoided  by  adding  ammonium 
chloride ;  it  may  also  be  precipitated  from  the  solution  by  using 
ammonium  carbonate  instead  of  ammonium  hydrate.  The  manganese 
carbonate  becomes  bath-brick  coloured  and  less  bulky  in  form  after 
adding  the  cyanide,  so  that  it  may  be  readily  filtered  off.  The  harm- 
lessness  of  manganese   should  be   emphasised,   because   it   has  been 
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repeatedly   said    to    render    the    cyanometric    estimation    of   nickel 
valueless. 

Tin. — In  the  presence  of  stannous  salts  a  red  coloration  is  produced 
on  adding  the  cyanide — probably  due  to  a  sub-cyanide  of  nickel.  This 
complication  should  be  avoided  by  oxidizing  the  stannous  to  stannic 
salts,  in  the  presence  of  which  perfectly  accurate  estimations  can  be 
made. 

Molybdenum. — The  results  are  liable  to  error  through  the  precipita- 
tion of  nickel  in  the  ammoniacal  solution  in  a  form  not  readily  acted 
upon  by  the  potassium  cyanide.  This  nickel-molybdenum  precipitate 
forms  only  very  slowly,  and  is  still  further  retarded  by  the  presence  of 
ammonium  sulphate.  If  the  titration  is  not  unduly  delayed  after 
making  the  solution  alkaline  the  results  are  accurate. 

Arsenic. — Compounds  of  arsenious  oxide  cause  the  result  to  be  very 
slightly  low.  After  converting  to  arsenates  by  making  slightly  acid 
with  nitric  acid,  adding  a  little  bromine  water,  boiling  off  excess  and 
titrating  as  usual,  the  results  are  perfectly  accurate.  As  with  molyb- 
denum, there  should  be  no  delay  between  making  alkaline  and  adding 
the  cyanide. 

Antimony  and  Bismuth. — The  oxy-chlorides  formed  on  diluting  do 
not  interfere.  By  adding  a  small  amount  of  tartaric  acid  the  direct 
titration  may  be  employed  in  the  presence  of  antimony. 

Lead. — The  formation  of  lead  sulphate  may  be  obviated  by  using 
ammonium  nitrate  instead  of  ammonium  sulphate. 

Uranium. — The  precipitate  thrown  down  by  ammonia  is  difficult  to 
filter.  Ammonium  carbonate  is  used ;  an  excess  re-dissolves  the  yellow 
precipitate. 

Iron,  Alnminiiim,  and  Chromium.— By  adding  an  excess  of  cyanide 
to  the  ammoniacal  liquid  in  which  these  metals  have  been  precipitated, 
filtering  off  an  aliquot  part  of  the  clear  liquid,  and  going  back  with 
silver  nitrate,  the  results  are  always  low.  This  is  due  to  much  of  the 
nickel  being  carried  down  in  a  form  which  does  not  permit  it  to  act  so 
readily  with  the  excess  of  potassium  cyanide.  It  is  remarkable  that 
this  error  is  proportionally  such  as  is  found  when  an  attempt  is  made  to 
separate  these  metals  from  nickel  by  precipii^ating  with  ammonium 
hydrate.  For  instance,  to  the  solution  of  a  decigram  of  nickel  along 
with  the  same  amount  respectively  of  iron,  aluminium,  and  chromium, 
there  were  added  equal  amounts  of  ammonium  hydrate.  In  the 
appended  table  is  seen  how  much  of  this  nickel  was  carried  down 
by  the  respective  hydroxides,  and   how  great  an   error  under  like 
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circumstances    the    same    metal    introduces   when    the  cyanometric 
estimation  is  carried  out  in  the  manner  just  indicated  : 


Per  cent,  of  Nickel     |        Per  cent  Error  of 
Interfering  MetMl.  airricd  down  Potassium  Cyanide 

by  the  Hydroxides.  Estimation. 


Iron,  ....  64-2  1-6 

Alaniiniain,        •         •  81*8  i  4*4 

Chromium,  95*9  16*6 


These  errors  can  be  minimized  in  various  ways,  but  they  are  eliminated 
altogether  by  permitting  the  double  cyanide  of  nickel  and  potassium 
to  be  formed  before  the  hydroxides  are  precipitated.  This  is  accom- 
plished by  adding  the  required  amount  of  potassium  cyanide  to  the 
neutral  or  faintly  acid  solution,  and  at  once  adding  the  usual  excess  of 
ammonia  to  the  agitated  liquid,  filtering  off  an  aliquot  part,  adding 
ammonium  sulphate  and  potassium  iodide,  and  titrating  the  excess  of 
potassium  cyanide  with  silver  nitrate.  The  results  are  very  accurate 
(see  p.  73).     This  modification  is  referred  to  as  the  *acid  titration.' 

Sodium  Pyrophosiiliate. — Tartaric  and  citric  acids  may  be  used  for 
preventing  the  precipitation  of  iron  and  aluminium  in  the  alkaline 
solution.  The  use  of  the  organic  acids  is  preferable  to  pyrophosphate, 
but  in  any  case  if  very  large  amounts  of  these  substances  are  present 
the  silver  iodide  clears  up  too  soon  and  then  re-appears.  Tartaric  acid 
works  very  well  when  only  alumina  has  to  be  kept  in  solution,  but 
neither  pyrophosphate  nor  the  organic  acids  can  be  satisfactorily  used 
when  chromium  is  present.  Chromates  do  not  interfere  with  the 
titration. 

Zixic — The  interference  of  this  element  is  eliminated  by  a  modified 
form  of  the  'acid  titration.'  After  adding  the  potassium  cyanide 
make  alkaline  with  sodium  carbonate  instead  of  ammonium  hydrate. 
The  zinc  becomes  for  the  most  part  precipitated  as  carbonate,  and  only 
a  small  portion  passes  into  solution  as  cyanide.  From  this  point  the 
procedure  is :  Filter  off  the  zinc  carbonate  by  means  of  a  small  ribbed 
paper,  and  to  the  filtrate  add  silver  nitrate ;  it  is  an  easy  matter  to 
distinguish  between  the  iodide  turbidity  and  the  small  amount  of  zinc 
carbonate  which  the  silver  displaces  from  its  cyanide  combination,  and 
so  it  is  practicable  to  note,  by  the  readiness  with  which  the  superstrati- 
fied  iodide  turbidity  disappears,  when  the  solution  contains  only  a  very 
small  amount  of  free  potassium  cyanide.  At  this  ])oint  re-pass  the 
solution  through  the  filter  previously  used.     This  operation  gives  a 
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dear  solution  in  which  to  observe  the  end  reaction,  and  also  incorporates 
the  stronger  cyanide  solution  which  was  left  in  the  paper  and  precipitate 
on  the  first  filtration.  With  a  knowledge  of  the  approximate  amount 
of  nickel  present  the  whole  process  is  very  easy  and  very  accurate. 
The  normal  titration  furnishes  the  required  approximation  in  a  few 
minutes.  The  interference  of  very  large  amounts  of  cadmium  can  be 
eliminated  in  the  same  way. 

Moore  finds  that  the  titration  may  be  performed  in  the  presence  of 
zinc  if  "  to  a  slightly  acid  solution  there  be  added  an  excess  of  sodic 
pyrophosphate  until  the  precipitate  which  at  first  forms  is  re-dissolved 
to  a  perfectly  clear  solution."  Certainly  the  use  of  this  reagent  does 
improve  the  results,  but  as  pyrophosphate  alone  tends  to  lower  them, 
and  as  the  tendency  of  the  zinc  is  in  the  opposite  direction,  the  better- 
ment on  using  pyrophosphate  is  due,  partly  at  least,  to  compensatory 
errors. 

Elements  to  be  separated. — Cobalt,  copper,  silver,  gold,  and  metals 
of  the  platinum  group  interfere  with  the  cyanometric  estimation  in  a 
regular  manner,  and  unless  the  amount  of  each  is  known  and  can  be 
allowed  for,  they  must  be  separated.  Copper  is  the  only  one  of  these 
metals  which  occurs  in  any  appreciable  amount  in  steel-making 
material.  It  is  most  conveniently  removed  by  adding  an  excess  of 
sulphur-dioxide  and  some  potassium  thiocyauate  to  an  acetic  acid 
solution.  The  cuprous  thiocyanate  is  filtered  off  and  can  straightway 
be  estimated  by  a  variety  of  processes  (see  Bibliography).  The 
filtrate  is  made  ammoniacal  and  titrated  at  once ;  for  neither  sulphur- 
dioxide  nor  potassium  thiocyanate  interfere  unless  the  latter  contains 
some  cyanide,  and  then  the  solution  must  be  acidified  with  nitric  acid 
and  boiled  before  making  alkaline  and  titrating. 


FERRO-NICKEL :    MOLYBDENUM  NICKEL:    TUNGSTEN 

NICKEL. 

Necessary  particulars  for  the  analysis  of  these  alloys  are  given  in  the 
sections  devoted  to  the  estimation  of  nickel  in  steels  and  the  analysis 
of  molybdenum  and  tungsten  alloys  respectively. 


CUBE  NICKEL 

The  estimation  of  carbon,  silicon,  manganese,  sulphur,  phosphorus^ 
and  copper  is  carried  out  as  for  steels.     The  small  amount  of  irorx 
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usually  present  is  precipitated  from  an  acid  solution  of  the  metal  with 
ammonium  hydrate  and  estimated  volumetrically.  Small  amounts  of 
oxygen  and  cobalt  and  traces  of  zinc,  lead,  arsenic,  antimony,  and  tin 
may  also  be  present,  but  they  have  no  metallurgical  significance  to  the 
steel  maker.  Simply  passing  sulphuretted  hydrogen  to  saturation 
through  a  hydrochloric  acid  solution  of  the  metal  will  at  once  show 
if  these  elements,  excepting  zinc,  are  present  in  amounts  worthy  of 
consideration.  A  direct  determination  of  nickel  with  potassium  cyanide 
standardized  against  pure  silver  trial  plate,  or  silver  nitrate,  at  once 
limits  the  impurities  to  a  known  amount. 


TYPICAL  ANALYSES. 


Nickel,  - 
Carbon, 
Silicon,  - 
Mansanese, 
Sulphur, 
Phosphorus, 
Copper, - 
Iron, 
Cobalt,  - 


99-33 

97-87 

0134 

traces 

0040 

019 

0-00 

0008 

005 

0  006 

— 

0107 

0-10 

0-374 

0-45 

•— * 

1-45 

TUNGSTEN  ALLOTS. 


FERRO-TUNGSTEN. 

Oarbon. 

If  the  alloy  contains  at  least  fifty  per  cent,  of  tungsten  and  not  more 

than  two  or  three  per  cent,  of  either  chromium  or  nickel,  the  carbon 

may  be  determined  by  simple  ignition  in  a  stream  of  air  or  oxygen, 

and  much  poorer  alloys  may  be  satisfactorily  dealt  with  in  the  same 

simple  manner  at  higher  temperatures  than  ar«  available  with  the 

average  combustion  ^mace.     Very  exact  results  are  also  obtained 

urith  either  high  or  low  percentage  alloys  by  igniting  two  or  three 

grams  with  five  grams  of  red  lead.     The  sample  need  not  be  finer 

than  passes  through  a  thirty-mesh  sieve  if  red  lead  is  being  used. 

Manganese. 

Both  tungsten  powders  and  many  of  the  alloys  contain  only  such 
an  amount  of  manganese  as  is  incidental  to  the  process  of  manufacture, 
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and  that  is  generally  less  than  a  half  per  cent.     It  may  be  estimated 
therefore  by  a  modification  of  the  Red-Lead  Process  used  for  steels. 

Pour  5  to  10  c.c.  hydrofluoric  acid  over  one  gram  of  the  powdered 
alloy  in  a  platinum  basin,  add  a  few  c.c.  nitric  acid,  and  digest 
until  nearly  everything  is  dissolved.  Pour  the  mixture  into  50  c.c. 
of  the  nitro-sulphuric  solution  (page  32),  oxidize  with  red  lead  and 
titrate  with  ferrous  sulphate  as  though  an  ordinary  steel  were  being 
dealt  with.  The  trustworthiness  of  the  process  has  been  tested  by 
adding  5  and  10  c.c.  hydrofluoric  acid  respectively  to  a  solution  of 
a  steel  containing  exactly  0*5  per  cent,  manganese ;  the  results  obtained 
were  0*495  and  0*504  per  cent.  Also,  by  adding  known  amounts 
of  manganese  to  a  solution  of  tungsten  powder  prepared  in  the  fore- 
going manner :  in  five  such  tests  the  greatest  error  was  only  0*02  per 
cent,  manganese. 

The  above  process  is  not  suited  for  those  alloys  at  one  time  much 
used  for  making  self-hard  steels,  and  occasionally  containing  as  much 
as  ten  per  cent,  of  manganese.  Perhaps  the  chlorate  process  would  be 
applicable  if  the  hydrofluoric  acid  were  first  boiled  off":  we  have,  how- 
ever, no  sure  ground  for  assuming  that  it  would  work  well  in  the 
presence  of  such  large  amounts  of  tungsten.  Hydrofluoric  acid  has 
been  used  in  connection  with  the  chlorate  process  by  both  Norris  and 
Ford  and  Bregowsky,  in  order  to  assist  the  decomposition  of  siliceous 
bodies.  The  latter  even  maintain  that  its  presence  assists  the  pre- 
cipitation of  the  manganese  dioxide. 

Neither  tungsten  nor  hydrofluoric  acid  separately  interfere  with  the 
bismuthate  process  for  estimating  manganese;   but  when   they  are 
present  together  the  results  are  very  erratic  and  altogether  unreliable. 
If  it  is  desired  to  assay  a  ferro-tungsten  opened  out  with  fluor-nitric 
acid,  the  solution  should  be  evaporated  after  adding  sulphuric  acid, 
until  it  fumes.      Some  peroxide  of  manganese  has  then  a  tendency 
to  remain  with   the  insoluble  tungstic   oxide;   the  solution  should 
therefore  be  boiled  with  a  little  manganese -free  ferrous  sulphate,  or 
sulphui-ous  acid,  before  making  up  to  a  definite  volume  with   1*20 
nitric  acid  and  filtering  ofl*  a  fraction  of  clear  liquid  on  which  to  make 
the  determination.     The  use  of  sulphuric  acid  should  be  minimized  so 
that  it  is  of  not  more  than  normal  strength  in  the  solution  oxidized 
by  the  bismuthate. 

The  manganese  may  also  be  estimated  as  it  is  in  ferro-chromium,  but 
it  is  better  to  give  the  sample  a  preliminary  roasting  in  a  platinum 
dish  and  to  make  the  fusion  with  sodium  carbonate  instead  of  peroxide, 
a  pinch  only  of  the  latter  being  used  to  destroy  any  manganate  formed. 
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Phosphorus. 

Pour  10  C.C.  nitric  acid  (1*42)  over  two  grams  of  the  crushed  alloy 
and  add  hydrofluoric  acid,  a  few  c.c.  at  a  time,  until  it  is  decomposed  ; 
then  add  5  cc.  sulphuric  acid  and  evaporate  to  pastiness,  by  which 
time  all  or  nearly  all  hydrofluoric  acid  should  have  disappeared.  To 
the  pasty  mass  add  20-30  c.c.  1*20  nitric  acid,  boil  and  filter.  To 
the  clear  filtrate  add  ammonia  until  all  free  acid  is  neutralized,  i.e,  until 
the  yellow  solution  becomes  red  on  account  of  dissolved  ferric  hydrate 
— then  add  30  c.c.  molybdate  reagent  and  finish  as  usual.  The 
phospho-molybdate  generally  comes  down  finely  divided  and  more 
slowly  than  in  steel  solutions ;  it  should  be  allowed  to  settle  in  a 
warm  place  until  the  supernatant  liquid  is  clear.  Any  phosphorus  in 
the  hydrofluoric  acid  must  be  allowed  for  (page  119),  and  the  ignited 
lead  molybdate  may  be  dissolved  in  a  small  amount  of  hydrochloric 
acid  and  tested  for  tungstic  oxide  (page  56)  if  thought  necessary. 

The  above  process  was  analytically  compared  with  satisfaction 
against  the  following,  which  may  be  used  instead  if  preferred : 

Roast  two  grams  of  the  alloy,  fuse  with  sodium  carbonate,  evaporate 
the  dissolved  melt  with  hydrochloric  acid,  and  filter  off  tungstic  oxide. 
Add  a  small  excess  of  ammonia  to  the  filtrate,  collect  the  precipitated 
ferric  hydrate  which  contains  all  the  phosphorus,  dissolve  it  in  30  c.c 
1-20  nitric  acid,  neutralize  the  solution  with  ammonia,  add  30  c.c. 
molybdate  reagent,  and  finish  as  usual. 

Suliihur  and  SilicoxL 

The  alkaline  filtrate,  mentioned  in  the  last  paragraph,  from  the  basic 
ferric  phosphate  precipitate  may  be  acidified  and  the  sulphur  preci- 
pitated with  barium  chloride  if  the  metallic  alloy  is  fused  with  sodium 
carbonate  without  a  preliminary  roasting.      Otherwise  heat  one  gram 
of  the  powdered  alloy  over  a  spirit  lamp  with  four  or  five  grams  of 
potassium  nitrate.     Dissolve  the  melt  in  water,  acidify  strongly  with 
hydrochloric  acid,   and  evaporate  to  dryness.      'Take  up'  again  in 
hydrochloric  acid,  evaporate  to  low  bulk,  dilute  and  allow  to  digest  for 
a  time  in  order  to  &vour  the  complete  separation  of  tungstic  oxide. 
Then  filter  and  add  barium  chloride.     If  the  acid  solution  is  allowed 
to  stand  for  several  days  the  barium  sulphate  may  be  mixed  with  a 
little  tungstic  oxide.     In  such  a  case  the  filter,  after  freeing  from  iron, 
should  be  washed  with  dilute  ammonia  until  it  no  longer  has  a  yellow 
colour,  and  then  again  with  water  before  igniting.     See  Determination 
of  Sulphur  in  Tungsten  Powders,  page  152. 

If    the  fusion  and  subsequent  evaporation   in  the  preceding  case 
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have  been  careMly  made,  the  residue  will  contain  all  the  tungsten 
and  silicon.  After  thorough  washing  with  dilute  hydrochloric  acid, 
ignite  and  weigh.  Drench  the  precipitate  with  hydrofluoric  acid, 
evaporate  so  as  to  avoid  spurting,  and  re-ignite.  The  loss  is  silica, 
which  is  calculated  to  silicon. 

Tungsten. 
It  is  not  desirable  to  always  use  one  and  the  same  method  for 
the  estimation  of  tungsten  in  these  alloys  since  variations  in  the 
tungsten  of  from  twenty  to  ninety  per  cent,  cause  them  to  behave 
differently  with  any  specific  reagent;  moreover,  one  has  occasionally 
to  think  of  estimating  some  other  constituent  besides  tungsten  on 
the  same  sample.  We  shall  therefore  describe  several  processes  and 
remark  on  their  limitations. 

Method  I. — After  the  removal  of  silica  with  hydrofluoric  acid  (see 
Estimation  of  Silicon)  the  residue  should  consist  of  pure  tungstic 
oxide ;  almost  invariably,  however,  it  contains  small  amounts  of  ferric 
oxide.  Fuse  therefore  with  sodium  carbonate,  dissolve  the  melt  in 
water,  collect  the  insoluble  ferric  oxide,  ignite,  weigh,  and  deduct  its 
amount  from  the  gross  weight  of  the  residue.  The  difference  is 
calculated  to  metallic  tungsten. 

Method  II. — The  ix)wdered  alloy  is  roasted  so  that  as  far  as  possible 
the  carbon  may  be  eliminated  and  the  tungsten  oxidized.     It  is  then 
mixed  with  four  or  five  times  its  weight  of  sodium  carbonate  with  or 
without  a  pinch  of  nitrate  and  fused  :  any  other  fusion  mixture  may  be 
used.    The  heating  is  best  done  in  a  mufile,  as  an  even  temperature  can 
be  more  easily  maintained  than  by  means  of  the  blow-pipe  flame,  and 
the  platinum  is  attacked  less.     After  being  kept  in  the  liquid  state  for 
fifteen  or  twenty  minutes,  the  melt  is  boiled  with  water  and  filtered. 
The  filtrate  is  neutralized  by  r20  nitric  acid  using  methylorange,  and 
then  the  tungsten  precipitated  as  mercurous  tungstate  (or  possibly 
a  mixture  of  mercurous  tungstate  and  tungstic  oxide)   by  adding 
mercurous  nitrate  in  excess  and  then  a  small  excess  of  amorphous 
(yellow)  mercuric  oxide,  which  leaves  no  residue  on  ignition. 

The  former  reagent  may  be  prepared  by  mixing  56  grams  mercurous 
nitrate  with  40  c.c.  1  20  nitric  acid  and  diluting  to  a  litre  with  water. 
The  solution  is  preserved  in  a  stoppered  bottle  containing  also  a  little 
metallic  mercury.  Mercuric  oxide  may  be  preserved  as  a  water 
emulsion,  or  it  may  be  prepared  as  required  by  adding  caustic  soda 
short  of  alkalinity  to  a  solution  of  mercuric  nitrate. 

The  mercurous  tungstate  is  thoroughly  washed,   by  decantation. 
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with  hot  water,  collected  on  the  filter,  ignited  gently  until  the  mercury 
is  volatilized,  then  more  strongly,  and  weighed.  The  silicon  in  the 
alloy,  and  probably  also  a  little  taken  up  from  the  glassware  during 
the  operations,  is  precipitated  as  mercurous  silico-tungstate.  After 
weighing,  therefore,  the  precipitate  must  be  treated  with  hydrofluoric 
acid  and  again  ignited  and  weighed.  The  residue  should  be  pure 
tungstic  oxide. 

This  method  may  be  used  for  alloys  of  any  percentage.  Where  very 
much  iron  is  present,  or  there  is  any  reason  to  suspect  an  incomplete 
transformation  to  sodium  tungstate,  the  residual  ferric  oxide  is  ignited 
gently  to  destroy  the  paper  pulp,  dissolved  in  hydrochloric  acid, 
evaporated  nearly  to  dryness  and  diluted,  and  any  precipitated  tungstic 
oxide  recovered. 

If  the  alloy  contains  aluminium  it  will  be  found,  at  least  partly, 
along  with  the  mercurous  tungstate.  The  suggested  mtons  of  separat- 
ing alumina  by  adding  an  excess  of  ammonia  to  the  acidified  sodium 
tungstate  solution  and  filtering  off  requires  supporting  by  experimental 
evidence  before  being  relied  on ;  or  as  a  safeguard  the  moist  precipitate 
should  be  dissolved  in  hydrochloric  acid  and  tungstic  oxide  looked  for 
after  evaporation.  The  presence  of  chromium  in  an  alloy  also  inter- 
feres with  this  method ;  although,  if  the  roasted  alloy  be  fused  with 
sodium  carbonate  only  at  the  back  of  the  muffle,  a  portion  only  of  the 
chromium — and  sometimes  none — gets  oxidized  to  sodium  chromate. 

Method  m. — If  one  to  two  grams  of  the  finely  agate-ground  alloy 
is  treated  with  50-100  c.c.  hydrochloric  acid  and  a  little  nitric  acid  in 
the  manner  described  for  the  determination  of  tungsten  in  steels  on 
page  77,  it  will  dissolve  completely.  After  evaporating  to  pastiness, 
diluting  with  hydrochloric  acid  (1  to  4),  and  boiling,  the  tungstic  oxide 
is  easily  filtered  and  washed.  The  estimations  of  tungsten  and  silicon 
are  concluded  as  usual.     The  advantages  of  this  method  are : 

(1)  Chromium,  if  not  more  than  a  few  per  cents.,  passes  into  solution, 
and  so  of  course  does  any  aluminium  that  may  be  present.  (2 )  The  filtrate 
contains  all  the  molybdenum,  which  may  be  estimated  as  in  steels. 

Ferro  alloys  containing  up  to  70  per  cent,  tungsten  can  be 
decomposed  in  this  way,  but  the  material  must  be  in  a  fine  state  of 
division  and  the  hydrochloric  acid  kept  as  strong  as  possible  until 
everything  is  dissolved. 

Method  rV. — Cover  one  to  two  grams  of  the  powdered  alloy  ^  in  a 

^  If  a  pare  ferro-tungsten  alloy,  very  coarse  material  should  be  used,  so  as  to 
modente  the  reaction  with  the  mixed  acids. 
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tared  platinum  dish  with  hydrofluoric  acid  and  add  strong  nitric  acid, 
a  little  at  a  time,  keeping  the  basin  covered  as  much  as  possible. 
When  further  addition  of  nitric  acid  causes  no  energetic  attack  of 
the  metal,  as  may  happen  with  highly  chromiferous  alloys  when  a 
considerable  portion  is  undecomposed,  then  add  10  to  15  c.c.  strong 
sulphuric  acid  and  allow  to  digest  until  decomposition  is  complete. 

The  solution  may  now  be  treated  in  a  rapid  or  a  slow  way.  If  the 
result  is  required  without  delay,  wash  the  platinum  cover  and  arrange 
the  basin  on  a  sheet  of  perforated  asbestos  millboard  over  a  lighted 
bunsen  with  a  rose  burner,  so  that  after  a  time  it  would  boil  briskly  if 
left  to  itself.  Then  rotate  the  basin  with  one  hand,  and  with  the  other 
direct  a  continually  shifting  stream  of  air  on  to  the  surface  of  the  liquid 
so  as  to  prevent  the  loss  which  would  otherwise  occur  through  the 
bursting  of  bubbles.  This  operation  must  be  continued  with  increasing 
vigilance  until  dense  fumes  of  sulphuric  anhydride  are  given  off  and  the 
precipitated  tungstic  oxide,  at  first  white,  becomes  yellow.  When  this 
point  is  reached — i.e.  in  five  or  ten  minutes — cool  the  basin  in  water, 
add  dilute  hydrochloric  acid  (1  to  5),  and  boil  so  as  to  bring  all  the 
iron,  (and  if  present  in  considerable  amounts)  manganese,  and  chromium 
into  solution. 

The  slower,  but  more  pleasant  means  of  reaching  the  same  stage,  is 
to  arrange  a  basin  over  a  bunsen  burner,  in  some  such  fashion  as  is 

suggested  by  the  sketch  (Fig.  12),  that  it  may 
be   left  evaporating  over  night.     A  trial  is 
needed  to  show  the  size  of  flame  to  be  pro- 
vided, in  order  to  completely  drive  off  the 
hydrofluoric  and  nitric  acids  by  the  following 
morning,  without  causing  too  great  an  eva- 
poration of  the  sulphuric  acid.     In  this  way 
the  tungstic  oxide  separates  on  the  surface 
and  falls  to  the  bottom  of  the  basin  in  flakes, 
which  are  very  easily  filtered  and  washed. 
After  the  sulphuric  evaporation  the  dish  is  covered  on  the  inside  by 
a  film  of  tungstic  oxide  of  rainbow  hues,  which  cannot  be  removed  by 
rubbing.     This  film  frequently  weighs  from  ten  to  fifteen  milligrams,  so 
that  it  can  by  no  means  be  considered  a  trifle.     But  if  the  platinum 
dish  is  tared  before  weighing  the  powder  into  it,  the  film  need  not 
be  removed,  as  the  dish  is  not  in  the  least  attacked  by  the  operation.^ 
Collect  the  precipitate  then  on  a  pulp  filter,  wash  well,  and  return  to  the 
dish  and  ignite.    There  is,  of  course,  no  silica  with  the  tungstic  oxide ; 
^  The  acids  used  should  of  course  be  free  from  chlorides. 
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there  may  be,  however,  and  generally  is,  a  little  ferric  oxide,  which  must 
be  determined,  by  fusing  with  sodium  carbonate,  etc.,  and  deducted. 

The  following  are  results  of  every-day  determinations,  made  by  the 
methods  described,  on  various  alloys  : 


Vetbod. 

Tungsten  per  cent. 

I. 

IL.     ■        - 

III.,  - 

IV..   -        - 

68-6 
68-3 

750 

/74-9\ 
175-2/ 

70-9 
70-6 

69-5 
69-3 

390 
38-9 

38*8 

Ohromimn. 

This  element  may  be  incidentally  present  in  ferro-tungstens,  but  it  is 
often  purposely  added  in  large  amounts  to  such  alloys  as  are  sold  for 
making  self-hard  steels. 

As  before,  the  alloy  is  most  readily  opened  out  with  a  hydrofluoric 
acid  mixture.  This  mixture,  however,  is  objectionable  to  any  of  the 
processes  used  for  the  estimation  of  chromium  in  steel,  chiefly  on 
account  of  the  tendency  hydrofluoric  acid  exhibits  to  prevent  the 
oxidation  of  chromium  by  permanganate.  It  is  possible,  unless  a  large 
amount  of  manganous  sulphate  is  in  solution,  to  add  a  little  perman- 
ganate to  a  solution  of  chromic  oxide,  and  not  have  it  decolourized  by 
vigorous  boiling 

If  much  manganous  sulphate  is  present  the  solution  has  a  clear 
yellow  colour  only  after  a  large  precipitate  of  manganese  dioxide  has 
been  formed.    If  enough  permanganate  is  added  to  form  only  a  small  pre- 
cipitate, the  solution  has  a  brown  colour  due  to  dissolved  peroxide,  or  some 
more  oxygenated  compound  than  MnO.     Since  large  precipitates  carry 
down  some  chromic  acid,  the  process  known  in  England  as  Gralbraith's, 
and  those  of  a  like  kind,  cannot  be  relied  upon  under  these  circum- 
stances.    But  Stead's  modification  (page  62),  where  the  precipitated 
dioxide  is  purposely  made  large,  and  then  dissolved  in  hydrochloric 
acid,  gives  satisfactory  results  if  no  nitric  acid  is  used. 

In  order  to  avoid  nitric  acid  digest  the  sample  with  a  mixture  of  sul- 
phuric and  hydrofluoric  acids,  and  then  add  an  excess  of  permanganate 
crystals,  a  little  at  a  time.  The  reaction  is  very  rapid  in  moderately 
dilute  solutions,  and  unless  capacious  platinum  basins  are  available  it  is 
necessary  to  transfer  to  a  flask,  and  to  dilute  and  boil  with  more  per- 
manganate if  necessary,  to  completely  decompose  the  alloy.  The 
determination  is  then  finished  as  usual. 
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As  an  alternative  one  may  proceed  as  in  Method  IV.  for  the  estimation 
of  tungsten  so  far  as  evaporation  to  sulphuric  fumes  ;  then  dilute,  boil 
with  permanganate,  and  finish  as  before.  The  tungstic  oxide  may  be 
previously  filtered  off  for  the  determination  of  tungsten,  if  required,  but 
the  small  amount  of  chromium  it  invariably  contains,  if  not  boiled  with 
hydrochloric  acid,  must  be  separately  estimated. 


NICKEL-TUNGSTEN. 

OarboxL 

Direct  ignition  in  a  stream  of  oxygen  may  leave  what  appears  to  be  a 
completely  oxidized  residue;  but  simple  ignition  is  unreliable,  even 
when  the  alloy  contains  as  much  as  75  per  cent,  tungsten.  The 
powdered  alloy  should  be  ignited  with  red  lead.  Comparative  experi- 
ments with  lead  chromate  showed  that  this  reagent  could  not  be 
invariably  relied  upon  to  complete  the  oxidation. 

Silicon,  Manganese,  Sulphur,  and  Phosphorus. 
These  elements  are  determined  as  in  ferro-tungsten  alloys. 

Tungsten. 

As  in  ferro-tungsten  alloys.  The  most  convenient  methods  are  III. 
and  IV.  From  the  nitro-fluoric  solution  the  nickel  very  readily  deposits 
well-formed  green  crystals. 

NickeL 
The  iron  is  separated  or  not  as  occasion  demands  in  the  filtrate  from 
the  tungstic  oxide  (preceding  estimation),  and  the  nickel  estimated 
cyanometrically.  If  the  alloy  contains  only  small  amounts  of  iron  a 
very  rapid  determination  of  the  nickel  can  be  made  by  dissolving  in 
nitro-fiuoric  acid,  pouring  at  once  into  an  excess  of  ammonia,  and 
titrating  a  portion  of  the  filtrate  with  potassium  cyanide.  For  details 
see  estimation  of  nickel  in  steel  and  in  alloys. 


METALLIC  TUNGSTEN  POWDERS. 

RAPID  EVALUATION. 

The  determination  of,  or  the  search  even  for  every  minor  constituent; 
of  a  tungsten  powder  has  perhaps  never  been  made ;  partly  because 
no   works'  management  requires  such   an  analysis,   but  mainly,   we 
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imagine,  on  account  of  the  difficulty  of  making  it.  The  tungsten  assay 
of  the  high-grade  powders  used  for  steel  making  can  be  rapidly  made 
in  the  following  manner.  The  results  are  tolerably  accurate,  varying 
rarely  more  than  a  half  per  cent,  from  the  actual  truth  :  the  tendency 
is  for  them  to  be  too  high. 

Weigh  three  grams  of  the  powder  into  a  tared  platinum  dish^ 
and  heat  in  the  muffle.  Soon  after  ignition  begins  withdraw  the 
basin  in  order  to  observe  the  more  or  less  distinct  smell  of  sulphur 
dioxide  according  to  the  amount  of  sulphur  there  is  present.  The 
colour  of  the  oxidized  sample  should  also  be  observed:  a  distinctly 
green  tinge  indicates  the  presence  of  sodium  tungstate,  although  this 
component  may  be  present  in  small  amounts  without  causing  a  green 
colour.  When  completely  oxidized  allow  to  cool,  moisten  with  hydro- 
fluoric acid,  evaporate,  ignite  strongly,  and  weigh.  Half  fill  the  basin 
with  water,  add  a  piece  of  caustic  soda  half  the  size  of  a  walnut  and 
heat  to  boiling :  this  loosens  the  residue  from  the  basin.  Transfer  to 
a  beaker,  boil  until  only  a  brown  precipitate  remains  undissolved,  then 
dilute  to  about  300  c.c,  and  allQW  the  precipitate  to  subside.  Filter 
through  pulp,  dissolve  the  iron  stain  from  the  platinum  dish  with 
hydrochloric  acid,  precipitate  its  solution  with  ammonia,  and  collect 
on  the  same  filter.  Wash,  ignite,  and  weigh.  Dissolve  the  precipitate 
in  5  to  10  c.c.  hydrochloric  acid,  boil  until  tungstic  oxide  begins  to 
separate,  dilute  to  four  or  five  times  its  bulk  with  water,  collect  the 
precipitated  tungstic  oxide  and  deduct  the  amount  of  it  from  the 
previously  weighed  precipitate.  The  difference  subtracted  from  the 
iveighing  first  made  gives  the  weight  of  oxide  equivalent  to  the  total 
tungsten  in  the  powder.  An  example  will  make  the  operations 
clearer: 

Weight  of  dish, 22-9400 (1) 

Ditto  +  3  grams  powder  after  HF.  treatment,      -    26*4823 (2) 

Residue  insoluble  in  caustic  soda,         -      0*0703 (3) 

Oxide  from  hydrochloric  acid  solution,         -      0*0400 (4) 

(3) -(4), 00303 (5) 

(2) -(1)  =  3-5423 

(5)     =  00303 

'7931 

3*5120  X  — s—  =  92*8  per  cent,  tungsten. 

1  If  tbe  powder  is  heaped  in  the  centre  of  the  dish  it  oxidizes  slowly,  and  also, 
if  the  muffle  is  very  hot,  forms  an  alloy  with  the  platinum  which  complicates 
sobsequent  operations.  The  powder  should  be  spread  over  the  dish  in  as  thin 
«  ]a>yer  bm  possible  and  heated,  to  begin  with,  at  low  redness. 
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An  approximate  result,  involving  less  trouble  but  more  likely  to  be 
falsified  by  any  alumina  present,  is  obtained  by  fusing  the  residue  with 
two  or  three  times  its  bulk  of  sodium  carbonate,  instead  of  boiling 
with  caustic  soda.  The  melt  is  dissolved  in  water  and  the  insoluble 
oxides  collected,  washed,  and  weighed.  This  weight  is  deducted  from 
that  of  the  mass  before  fusion  and  the  difference  calculated  to  per- 
centage of  total  tungsten. 


COMPLETE  ANALYSIS. 

Oarbon. 
Ignition  in  a  stream  of  oxygen  yields  all  the  carbon  as  dioxide.    It 
may  vary  from  traces  up  to  five  per  cent.     In  the  latter  case  it  consists 
mostly  of  the  excess  of  charcoal  used  in  reducing  the  metal. 

Manganese. 

As  in  ferro-tungsten  alloys.  This  element  is  sometimes  altogether 
absent. 

Phosphoms. 

As  in  ferro-tungsten  alloys.  If  the  fusion  process  is  used  a  little 
ferric  solution  should  be  added  after  filtering  off  tungstic  oxide  in 
order  to  form  basic  ferric  phosphate  on  adding  ammonia. 

Sulphur. 
As  in  ferro-tungsten  alloys.  Most  of  the  sulphur  passes  into  solution 
when  two  and  a  half  grams  are  treated  like  a  steel  (page  43)  although 
the  material  is  by  no  means  completely  decomposed.  The  former  and 
latter  processes  have  generally  given  concordant  results,  but  now  and 
again  the  aqua-regia  treatment  leaves  considerable  sulphur  in  the 
residue.  A  similar  objection  is  probably  the  only  one  to  be  raised 
against  the  powder  being  boiled  with  hydrochloric  acid  and  the 
evolved  sulphuretted  hydrogen  absorbed  and  determined. 

Water. 

Water  is  always  present  if  the  powder  contains  lime.  It  cannot 
be  driven  off  in  the  water  bath,  but  must  be  carried  forward  into  a 
weighed  calcium  chloride  tube  after  heating  the  sample  to  redness 
in  a  stream  of  dried  air  (see  page  202).  The  determination  can  be 
made  with  reasonable  accuracy  by  heating  three  grams  of  the  powder 
in  a  closed  tube  so  as  to  drive  the  water  beyond  a  certain  constriction. 
The  tube  is  then  nicked,  broken  off  at  the  narrowed  part,  weighed, 
dried,  and  re-weighed  (Richards). 
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Sodinm  Tnngstate. 
Boil  three  grams  of  the  powder  with  100  c.c.  water  and  a  few 
crystals  of  ammonium  nitrate.  Filter  through  a  little  pulp  and  re-boil 
the  residue  in  the  same  way.  Acidify  the  combined  filtrates  with 
acetic  acid,  and  add  a  solution  of  lead  acetate.  Collect  the  precipitated 
lead  tungstate,  wash,  and  ignite  at  so  high  a  temperature  only  that  the 
paper  is  readily  destroyed.  Transfer  the  residue  to  a  small  beaker, 
dissolve  in  a  small  quantity  of  hydrochloric  acid,  evaporate  to  low 
bulk  but  not  to  dryness,  dilute  with  water,  collect  the  resulting  tungstic 
oxide,  ignite  and  weigh 

W03xl-267=:Na2W04. 

Ammonium  nitrate  is  added  during  the  extraction  merely  to  prevent 
tungstic  oxides  passing  the  filter.  Five  separate  estimations  made  in 
this  way  on  different  weights  of  the  same  powder  gave :  on  one  gram, 
1-27;  on  two  grams,  1-27  and  1*30;  on  three  grams,  1-27;  and  on 
five  grams,  1*14  per  cent,  sodium  tungstate. 

Tungstic  Oxide. 

The  blue-coloured  solution  sometimes  obtained  when  powders  are 
boiled  with  water  shows  that  lower  oxides  of  tungsten  are  present. 
The  estimation  of  these  oxides  in  a  separate  form  is  impracticable  if  not 
altogether  impossible.  The  following  process  takes  account  of  tungstic 
oxide  only ;  any  other  oxides  it  may  affect  are  calculated  as  tungstic 
oxide. 

Pour  30  c.c.  hot  concentrated  hydrochloric  acid  over  three  grams  of 

powder  and  digest  a  few  minutes  with  constant  agitation  so  as  to  break 

down  any  compounds  of  tungstic  and  ferric  oxides  not  attacked  by 

caustic  soda.     Pour  the  acid  solution  through  a  small  filter,  wash  once 

with  water,  and  set  the  filtrate  evaporating  in  a  small  basin.     To  the 

residue  add  50  c.c.  binormal  caustic  soda,  and  boil  for  five  or  ten 

minutes.      Pour  through  the  previously   used  filter  and   wash  the 

residue  with  hot  water  containing  a  few  crystals  of  ammonium  nitrate. 

Add  a  drop  of  methylorange  to  the  filtrate  and  a  &int  excess  of  nitric 

acid,  then  a  drop  or  two  of  ammonia,  2  c.c.  acetic  acid  and  an  excess  of 

lead  acetate. 

When  the  precipitated  lead  tungstate  has  settled,  decant  off  the  clear 
solution  and  pour  the  residue  into  the  evaporating  hydrochloric  acid. 
When  the  acid  solution  is  nearly  dry  add  dilute  hydrochloric  acid  (1  to  5), 
collect  the  oxide  and  weigh.  The  equivalent  of  the  previously 
determined  sodium  tungstate  is  deducted,  and  the  remainder  expressed 
as  per  cent  tungsten  trioxide. 
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It  is  widely  believed  that  metallic  tungsten  is  considerably  attacked 
by  even  dilute  caustic  soda.  In  order  to  establish  the  value  of  this 
impression  a  powder,  after  the  foregoing  treatment,  was  boiled  four 
times  successively  with  binormal  caustic  soda.  The  following  amounts 
of  tungstic  oxide  were  obtained  : 


1. 
2. 
3. 
4. 


Orams  WO. 


00060 
0(X)43 
00034 

0-0028 


Percent.  WO,. 


0-20 
014 
Oil 
0  09 


These  additional  amounts  of  tungstic  oxide  may  be  due  to  the  action 
of  caustic  soda  on  the  metal  or  to  its  action  on  oxides  not  previously 
removed,  or  more  probably  to  both  causes.  We  propose  to  take  the 
result  obtained  by  one  boiling  with  caustic  soda,  and  to  admit  that  it  is 
uncertain  to  two  or  three  tenths  per  cent. 

If  the  labour  involved  were  not  more  than  the  additional  accuracy 
was  worth  it  would  be  more  satisfactory  to  make  (say)  four  successive 
boilings,  and  deduct  three  times  the  amount  of  oxide  recovered  from 
the  last  boiling  from  the  sum  of  the  other  three  on  the  assumption 
that  it  represents  the  action  of  caustic  soda  on  the  metal  only. 
Extended  determinations  of  this  kind  give  results  which  agree  well 
within  0'20  per  cent,  with  those  obtained  by  one  boiling. 

Three  grams  of  a  powder  boiled  with  strong  hydrochloric  acid  after 
repeated  caustic-soda  treatments  gave  only  0-0032  grams  tungstic 
oxide. 

Tungsten  and  Molybdenum. 

The  total  tungsten  may  be  estimated  by  Methods  I.,  II.,  or  best  of 
all,  lY.,  of  those  given  for  the  estimation  of  tungsten  in  alloys.     It 
needs  a  large  quantity  of  acid  and  considerable  skill  to  get  one  gram 
of  metallic  tungsten  into  solution  by  method  III,  and  we  do  not 
recommend  it  except  when  molybdenum  is  to  be  estimated  also. 
Method  lY.,  it  may  be  remarked,  cannot  be  used  for  the  estimation  of 
molybdenum  as  well  as  tungsten  as  the  fluoride  of  the  former  metal  is 
volatile.^     Method  I.  may,  however,  be  used,  the  molybdenum  being 
estimated  as  already  described  after  filtering  off  tungstic  oxide. 

By  a  more  refined  modification  of  the  process  used  for  the  rapid 


^  It  is  just  possible  that  if  sulphuric  acid  were  added  before  the  hydrofluoric 
molybdenum  might  not  be  volatilized. 
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evaluation  of  these  powders  the  tungsten  may  be  very  accurately 
estimated,  and  some  of  the  minor  constituents  also,  viz.  : 

Silica,  Iron,  Alumina,  and  Lime. 

Ignite  three  grams  of  the  powder  in  a  platinum  dish  as  before 
(page  151),  and  continue  the  ignition  in  a  hot  muffle  until  a  constant 
weight  is  reached  ;  i.e.  until  oxidation  and  decarbonization  are  complete. 
After  weighing  treat  with  hydrofluoric  acid  and  re-weigh:  the  loss 
represents  silica.^  Fuse  the  residue  with  sodium  carbonate,  extract  with 
water,  and  allow  the  diluted  solution  to  stand  in  a  warm  place  in  a  porce- 
lain or,  better  still,  platinum  or  nickel  vessel  for  several  hours,  preferably 
over  night.  This  pause  is  desirable  in  order  to  allow  small  amounts  of 
iron  which  are  invariably  dissolved  by  the  soda  to  separate  out :  then 
filter. 

A  current  of  carbon  dioxide  is  passed  into  the  filtrate  to  perfect 
saturation :  any  small  precipitate  of  alumina  and  lime  is  collected, 
gently  ignited,  weighed,  and  added  to  the  insoluble  ferric  oxide,  etc. 

In  calculating  the  percentage  tungsten  the  combined  weights  of  the 
alumina,  lime,  and  ferric  oxide  are  deducted  from  the  residue  weighed 
after  eliminating  silica.  From  the  calculated  tungsten  percentage  there 
must  also  be  deducted  0-21  per  cent,  for  each  I'O  per  cent,  sodium 
tungstate  the  powder  contains.  A  still  further  correction  is  needed  if 
considerable  amounts  of  bronze  crystals  are  present :  see  Estimation 
of  Tungsten  Bronze. 

The  precipitate  consisting  of  lime,  alumina,  and  ferric  oxide  is 
dissolved  in  hydrochloric  acid  (assisted  by  fusion  if  necessary)  and  the 
separate  bodies  estimated  as  in  refractory  materials. 

The  necessary  variation  in  the  above  scheme  in  case  manganese  is 
present  needs  no  special  mention. 

Tungsten  Bronze. 

After  boiling  a  powder  with  caustic  soda  small  red  or  yellow  crystals 
may  always  be  seen.  We  have  never  examined  a  powder  from  which 
these  crystab  were  entirely  absent :  in  one  powder  at  least  we  have 
observed  approximately  ten  per  cent.  They  may  be  isolated  by 
passing  a  suitably  selected  powder  through  a  sieve  of  sixty  meshes  to 
the  lineal  inch.  The  impure  crystals  retained  by  the  sieve  are  then 
boiled  with  caustic  soda  and  washed  so  as  to  remove  adherent  powder. 
After  drying  digest  with  nitro-fluoric  acid,  which  speedily  dissolves  the 

^  Theoretical  objection  may  be  taken  to  determining  silica  in  this  way,  but  the 
remits  are  practicaUy  accurate. 
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metallic  tungsten  and  a  portion  also  of  the  crystals :  the  residue  is 
washed  and  boiled  again  with  soda. 

These  crystals  exist  as  cubes  and  tetrahedra,  and  when  purified  in  the 
above  fashion  have  a  specific  gravity  of  about  7 '3.  Their  mode  of 
formation  is  made  evident  by  recalling  the  fact  that  the  tungstic 
oxide  used  in  the  manufacture  of  metallic  powders  is  rarely  free  from 
sodium  tungstate. 

No  method  is  known  of  isolating  these  crystals  quantitatively. 
Unsuccessful  attempts  have  been  made  by  igniting  the  residue  from  the 
sodium  tungstate  estimation,  and  then  again  digesting  the  oxides  with 
dilute  ammonium  nitrate,  on  the  assumption  that  the  soda  of  the 
bronze  would  have  formed  sodium  tungstate.  The  following  procedure 
enables  their  amount  to  be  approximately  gauged. 

Dissolve  two  and  a  half  grams  of  powder  in  a  capacious  platinum 
dish  with  nitrofluoric  and  sulphuric  acids.  Allow  the  evaporation  to 
proceed  slowly,  so  that  the  tungsten  bronze  may  be  completely  decom- 
posed, but  heat  finally  until  the  solution  fumes  strongly,  then  boil  and 
filter.  Add  a  small  excess  of  ammonia  and  a  little  ammonium  oxalate 
to  the  filtrate,  and  remove  the  precipitated  lime,  alumina,  and  ferric 
oxide.  Evaporate  the  clear  solution  to  dryness,  and  weigh  the  residue 
as  NajSO^  after  driving  off  volatile  ammonium  salts.  From  the 
amount  of  alkali  thus  determined  deduct  the  equivalent  of  the  sodium 
tungstate  and  calculate  the  remainder  to  tungsten  bronze. 

The  factor  for  converting  the  sodium  found  to  tungsten  bronze 
depends  upon  which  of  the  uumerous  bronzes  it  is  that  happens  to  be 
in  the  powder.  At  least  four  soda-tungsten  bronzes  are  known  besides 
potash  and  lithia  bronzes :  they  are 


Colour. 

Composition. 

Per  cent  Sodium. 

Purple-Red,  - 
Red- Yellow,  - 
Golden  Yellow, 
Blue,      .... 

Naa .  3  WO. 
2Na2.6WO, 
SNaa .  12W0j 

Naa .  oWOs 

6-20 
7-35 
7-63 
3-81 

From  the  above  considerations  a  satisfactory  means  of  estimating  the 
amount  of  tungsten  bronze  appears  to  await  a  mechanical  separation 
not  yet  discovered. 

Tin. 
This  is  a  minor  impurity  of  tungsten  powders.    The  following  mode 
of  estimating  it  is  given :  Heat  the  powder  to  complete  oxidation  in  a 
porcelain  crucible,  and  mix  with  four  times  its  weight  of  previously 
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fused  and  powdered  potassium  cyanide.  Keep  the  mixture  in  quiet 
fusion  for  a  time,  then  cool,  extract  with  water,  and  weigh  the  collected 
beads  of  metallic  tin.  This  process  has  not  given  us  satisfactory  results ; 
we  have  the  matter  under  investigation  at  present. 

Niobitim. 
This  element  has  been  occasionally  referred  to  as  a  constituent  of 
tungsten  powders,  but  no  one  has  thought  it  worth  saying  in  what 
amounts  it  may  be  expected  to  occur,  or  how  it  may  be  estimated. 
Bernoulli  (Chemical  News,  v.  116)  separates  it  from  tungsten  by  fusing 
with  sodium  carbonate,  filtering  off  insoluble  metallic  oxides,  precipi- 
tating the  filtrate  with  lead  acetate,  digesting  the  moist  lead  tungstate 
with  ammonium  sulphide,  removing  the  sulphide  of  lead,  and  evapo- 
rating the  filtrate  with  nitric  acid  nearly  to  dryness.  On  adding  an 
excess  of  ammonia,  tungstic  oxide  goes  into  solution  and  leaves  niobic 
oxide  behind.     We  have  had  no  experience  of  this  separation. 

Specific  Gravity. 

Comparisons  of  specific  gravity  are  frequently  made  by  users  of 
tungsten  who  know,  and  sometimes  care,  very  little  about  chemical 
analysis.  A  narrow  graduated  tube  is  obtained  and  filled  to  a  con- 
venient mark  with  water;  a  fairly  large  quantity  of  powder  is  then 
added,  and  the  whole  shaken.  The  level  of  water  is  then  read  off,  and 
either  the  specific  gravity  calculated  or,  more  often,  the  bulk  occupied 
compared  with  that  observed  in  relation  to  some  particularly  satis&c- 
tory  powder  the  user  has  in  mind.  Tons  of  powder  used  to  be  regularly 
bought  according  to  the  results  of  this  crude  test. 

To  determine  the  actual  specific  gravity  first  note  the  weight  of 
a  25  c.c.  specific  gravity  bottle  when  filled  with  water  at  15^  C,  or  as 
near  that  temperature  as  is  practicable.^ 

Weigh  five  grams  of  powder  into  the  empty  bottle,  cover  it  with  water 
and  boil  a  minute  or  two,  then  cool  to  the  former  temperature,  fill  the 

'  The  correction  for  difference  of  temperature  can  easily  be  made  from  a  table 
of  water  expansions.  The  following  extract  from  Kopp's  tables  meets  the  require- 
ments of  this  case  : 

Temperature.  Volume. 

o'x:;  1-0000 

5  -9999 

10  1-0001 

15  1-0007 

20  1-0016 

25  1-0027 

30  1-0041 
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for  an  ordinary  steel,  but  diluted  with  about  its  own  volume  of  water, 
so  that  molybdic  acid  shall  be  less  readily  precipitated.  With  the  lower 
percentage  alloys  the  solution  is  at  most  only  faintly  opalescent  after 
the  permanganate  oxidation,  and  in  such  cases  no  serious  error  can  creep 
in  by  finishing  the  estimation  as  usual.  With  richer  alloys,  fused 
molybdenum  metal  for  example,  the  solution  may  at  the  same  stage  or 
even  earlier  be  turbid,  partly  on  account  of  the  formation  of  the  usual 
phospho-molybdate,  and  partly  on  account  of  separated  molybdic 
oxide.  ^  When  this  happens,  and  whenever  else  there  is  reason  to  fear 
molybdic  oxide  contamination,  the  precipitate  is  filtered  off,  washed, 
dissolved  in  ammonia  and  the  phospho-molybdate  re-precipitated  after 
acidifying  with  nitric  acid. 

Iron. 

On  precipitating  with  ammonium  hydrate,  part  of  the  molybdenum 
accompanies  the  iron ;  gravimetric  estimations  are  therefore  too  high. 
The  iron  cannot  be  estimated  by  simply  dissolving  the  alloy  and 
titrating,  because  the  molybdenum,  reduced  to  sesqui-oxide  by  the  nas- 
cent hydrogen,  falsifies  the  result  by  being  re>oxidized  to  trioxide  during 
the  titration.  For  this  reason,  too,  ferric  solutions  containing  molyb- 
denum should  not  be  reduced  with  stannous  chloride  or  zinc.  They 
may,  however,  be  reduced  with  sulphur  dioxide  and  titrated  accurately 
either  with  bichromate  or  permanganate.  Ferro-cyanide  will  not  satis- 
factorily indicate  iron  on  account  of  the  very  ready  formation  of  a  deep 
brown  precipitate  with  solutions  of  molybdic  oxide. 


NICKEL-MOLYBDENUM. 

These  alloys  generally  contain  very  little  iron,  so  that  after  decom- 
posing the  sample  with  aqua  regia,  the  solution  is  poured  into  an  excess 
of  ammonium  hydrate.  If  more  than  a  few  tenths  per  cent,  of  iron  are 
present,  the  precipitate  contains  small  amounts  of  nickel  and  molyb- 
denum, which  may  be  eliminated  by  a  second  precipitation.  The 
molybdenum  may  then  be  precipitated  from  a  portion  of  the  combined 

^The  tendency  of  molybdic  oxide  to  precipitate  is  not  very  pronounced  when 
only  smaU  amounts  of  phosphorus  are  present,  provided  that  the  sample  be  dis- 
solved in  the  diluted  acid.  Thus,  in  a  sample  of  fused  metal  containing  92*4 
per  cent,  molybdenum,  but  only  0*006  per  cent,  phosphorus,  there  was  obtained 
only  0*028  per  cent,  phosphorus,  when  the  molybdic  acid  which  was  precipitated 
by  boiling  and  oxidation  was  coUected  along  with  the  yellow  precipitate  of 
ammonium  phospho-molybdate. 
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filtrates  without  separating  the  nickel  (p.  85),  and  the  nickel  may  be 
cyanometrically  estimated  without  separating  the  molybdenum  (140). 
When  considerable  quantities  of  iron  are  present,  the  molybdenum 
should  be  separated  as  in  the  analysis  of  steels  for  this  element,  i,e,  by 
means  of  caustic  soda,  and  the  nickel  and  iron  separated  afterwards  in 
a  fresh  sample  for  the  estimation  of  the  nickel.  The  latter  separation 
may  be  effected  with  the  greatest  facility  by  means  of  ammonia,  a  pro- 
cess which  depends  for  its  success  upon  the  £a,ct  that  the  iron  is  pre- 
cipitated as  basic  ferric  molybdate  when  considerably  less  ammonia  is 
added  than  would  make  the  solution  alkaline  (see  p.  76  0/  seq,). 


METALLIC  MOLYBDENUM  POWDERS. 

We  have  never  met  with  a  sample  of  molybdenum  powder  contain- 
ing, according  to  the  vendor's  valuation,  less  than  95  per  cent,  of 
molybdenum ;  we  have  found  very  few  which  contained  as  much  as  90 
per  cent. 

An  estimation  of  each  of  the  elements  or  combination  of  elements  in 
a  commercial  powder  would  be  a  very  difficult  piece  of  work,  as, 
besides  metallic  molybdenum,  there  may  be  present  such  bodies  as 
molybdenum  trioxide,  mixtures  of  the  lower  oxides  of  molybdenum, 
metallic  tungsten,  oxides  of  tungsten,  silicon,  aluminium,  iron,  ferric 
oxide,  combined  carbon,  graphite,  charcoal,  sulphur,  and  water.  It  is 
certainly  desirable,  if  powder  continues  to  be  the  form  in  which 
the  metal  is  supplied  to  steel  manufacturers,  to  have  more  or  less  ready 
me&ns  of  submitting  the  material  to  a  complete  examination.  We  are 
disposed,  however,  to  make  ourselves  responsible  only  for  such 
processes  as  may  be  used  to  determine  the  more  important  con- 
stituents. 

Carbon. 

Tlie  total  carbon  is  readily  determined  by  direct  combustion  in 

oxygen,  or  with  less  fear  of  choking  the  tube  if  along  with  some 

reagent  to  fix  the  volatile  oxide.     Moissan  determines  the  combined 

carbon  by  attacking  the  sample  with  acids,  passing  the  gases  over 

copper  oxide,  etc.,  into  caustic  potash,  the  graphite  being  estimated 

in     the   insoluble    residue.     In    these  powders  it  is  impossible    to 

distinguish  by  any  simple  means  the  graphite  from   the  excess  of 

charcoal  which  has  been  used  in  the  reduction.     In  the  fused  metal 

the  ordinary  method  for  estimating  graphite  in  pig  iron  can  be  used. 

L 
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MolybdenunL 
For  the  estimation  of  the  chief  element  the  powder  may  be 
mixed  with  sodium  carbonate,  and  a  small  quantity  of  nitre  to  pro- 
mote oxidation,  placed  in  a  platinum  crucible  under  a  layer  of  sodium 
carbonate,  and  heated  over  the  blowpipe  until  decomposed.  The 
bottom  only  of  the  crucible  should  be  red  hot,  so  as  to  avoid  loss  by 
volatilization.  After  extracting  with  water,  the  molybdenum  and  any 
associated  tungsten  are  precipitated  in  the  filtrate  from  the  insoluble 
ferric  oxide,  etc.,  with  lead  acetate,  and  separated  as  described  on  p.  85. 
A  more  complete  examination  is  favoured  by  opening  out  with  aqua 
regia,  fusion  of  the  residue  with  nitre,  and  evaporation  of  the  mixed 
solutions  so  as  to  separate  silica  and  tungstic  oxide.  A  portion  of  the 
main  filtrate  is  used  for  the  estimation  of  molybdenum  after  separating 
the  small  amounts  of  iron  and  aluminium  with  ammonia,  another 
portion  for  the  estimation  of  sulphur,  etc. 

Oxygen. 

The  better  varieties  of  powder  are  grey  and  anhydrous  ;  the  poorer 
qualities  are  black  and   may  contain  five  or  six  per  cent,  of  water. 
Owing  to  imperfect  reduction  in  the  first  instance  or  to  subsequent 
oxidation  through  exposure,  molybdenum  powders  may  contain,  besides 
the  metal  itself,  the  oxides  MogOg,  MoOg,  M0O3,  and  MogOg.     The  blue 
oxide  (MogOg)  or  its  hydroxide  is  soluble  in  water,  so  that  merely  shak- 
ing the  sample  with  water  serves  for  its  identification ;  it  is  frequently 
present  in  the  inferior  black  powders.     The  chief  oxide  is  M0O3.     We 
are  not  acquainted  with  any  method  of  precisely  separating  this  oxide 
from  the  others,  but  an  approximation  to  its  amount  may  be  obtained 
by  boiling  one  gram  of  the  powder  with  100  c.c.  of  binormal  caustic  soda 
solution  for  five  or  ten  minutes,  filtering,  and  precipitating  the  molyb- 
denum from  the  filtrate.    The  oxygen  is  then  calculated  on  the  supposi- 
tion   that  the  molybdenum  dissolved   out  existed  as    the   trioxide. 
Metallic   molybdenum  is  practically   insoluble   in  caustic  soda,   and 
according  to  Comey's  Dictionary,  so  also  are  Mo^Og  and  MoOg ;  hence 
the  figure  obtained  would  always  err  on  the  negative  side.     The  treat- 
ment with  caustic  alkali   occasionally  results  in   the  formation  of  a 
precipitate  of  lead  sulphide  when  lead  acetate  is  added  for  the  estimation 
of  the  molybdenum.     In  such  an  event  the  acidified  filtrate  must  of 
course  be  well  boiled  to  expel  sulphuretted  hydrogen  before  precipi- 
tating.^   The  following  are  typical  analyses  of  commercial  molybdenum 

*  Both  molybdenum  and  its  oxide  MoO^  quantitatively  reduce  ammoniacal  silver 
solutions.     As  silver  can  be  estimated  so  easily  and  accurately,  the  indirect  deter- 
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alloys :  L  and  II.  are  powders,  III.  and  IV.  alloys  with  nickel,  V.  a 
ferro-molybdenum,  and  VI.  the  fiised  metal. 


I. 

II. 

III. 
70-53 

IV. 

V. 

VI. 

Molybdenum,  - 

72-62 

86-72 

36-75 

16-69 

92-40 

TnDgsten, 

317 

nil 

1-27 

— 

1-53 

0-74 

Nickel, 

21-60 

67-80 

— 

Iron, 

1-60 

0-48 

3-08 

1-60 

76-34 

2  73 

Carbon, 

7-80 

8-18 

2-94 

1-08 

4-20 

3-87 

Silicon,     - 

— 

0-42 

014 

0-39 

0-05 

Silica, 

1-57 

— 

Manganese, 
Salpnur,  - 

nil 

0-40 

trace 

0-37 

nil 

— 

0-10 

trace 

3-00 

0*076 

0-33 

Oxygen,    - 

8-30 

1-00 

— 

— 

— 

Water,      - 

4-30 

98-05 

— 

99-596 

97-79 

100-24 

1  100-37 

100-12 

VANADIUM  ALLOTS. 


FERKO-VANADIUM. 

Commercial    ferro-vanadiums    often    contain    comparatively    large 
amounts  of  sulphur,  phosphorus,  aluminium,  and  copper,  which  either 
occur  natiirally  in  the  raw  material  or  have  been  purposely  added 
to  facilitate  manufacture.     As  with  alloys  of  molybdenum  so  also  in 
the    case  of  ferro-vanadiums,   their  acceptance  at  the  valuation  of 
the  vendor  is  to  some  extent  responsible  for  the  variety  of  con- 
clusions   respecting    the    properties    which   vanadium   confers    upon 
steeL     We    have    met    with    steels    made   from   the   best  Swedish 
materials  containing  less  than  0*5  per  cent,  of  vanadium  with  nearly 
ats  much  as  0-1  per  cent,  of  phosphorus.     The  typical  analyses  1.  and 
I  J.  appended  are  of  alloys  which  at  the  time  (1901)  were  supposed  to 
be  very  good  ones. 

Carbon. 

This  element  may  be   determined    in    ferro-vanadium    by  direct 
ignition  in  a  current  of  oxygen  when  the  alloys  contain  as  little 

mi  oa^tion  of  the  oxygen  of  a  powder  would  appear  a  simple  affair.    Unfortunately, 

lio'wover,  with  such  highly  carburetted  (and  sometimes  sulphuretted)  material  as 

t-H^se  powders,  the  results  are  always  too  high.     It  is  possible  to  distinguish  by 

-trhls      test  a  poor  from  a  rich    sample,  but   otherwise  the   test   is   exceedingly 

!>.    See  Friedheim  and  Hoffinann,  Jour.  Soc.  Chem,  Indust,  1902,  426. 
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as  10  per  cent,  of  vanadium.  The  alloys  may,  however,  be  easily 
decomposed  by  a  solution  of  cuprammonium  chloride,  a  portion  only 
of  the  vanadium  remaining  with  the  carbonaceous  residue. 

Silicon  and  Sulphur. 
The  sulphur  may  be  determined  by  the  aqua-regia-barium-sulphate 
process  as  for  steels.  The  solution  from  which  the  precipitation  as 
barium  sulphate  is  made  should  be  decidedly  acid  so  as  to  avoid  the 
precipitation  of  insoluble  vanadates  of  barium  and  iron.  The  silicon 
is  determined  with  sufficient  exactitude  by  extraction  of  the  ignited 
residue  with  hydrofluoric  acid. 

Manganese. 

The  bismuthate  process  as  carried  out  for  steels  gives  good  results, 
but  particular  care  must  be  taken  to  destroy  the  carbonaceous  matter 
completely  in  the  hot  initial  solution,  so  that  only  the  slow  oxidation 
of  the  blue  hypovanadate  and  not  the  presence  of  carbon  is  accountable 
for  the  permanganate  used  during  the  titration. 

The  gravimetric  estimation  of  the  manganese  as  trimanganic 
tetroxide  after  separation  of  the  iron  with  an  acetate  is  somewhat 
troublesome.  There  is  considerable  uncertainty  in  the  *  neutralization ' 
owing  to  the  formation  of  a  basic  ferric  vanadate  of  a  light  brown  colour  ; 
which  may  or  may  not,  according  to  the  amount  of  vanadium  present, 
contain  the  whole  of  the  iron.  When  this  precipitate  begins  to  form 
or  (if  large  amounts  of  vanadium  are  present)  when  an  appreciable 
precipitate  has  formed,  heat  the  solution  to  boiling  point  and  add  as 
little  acetate  as  suffices  to  effect  the  complete  precipitation  of  the  iron. 
To  do  this  effectively,  remove  the  flask  from  the  burner,  allow  the 
precipitate  to  settle,  and  if  the  supernatant  liquid  is  not  colourless  add 
a  few  c.c.  more  strong  ammonium  acetate  and  re-boil.  Repeat  this 
operation  until  the  precipitation  is  apparently  complete.  In  this  way 
the  whole  or  nearly  the  whole  of  the  vanadium  is  carried  down  with 
the  precipitated  iron^  instead  of  passing  into  the  filtrate  to  sub- 
sequently contaminate  the  hydrated  oxide  of  manganese. 

Phosphorus. 
The  large  amounts  of  phosphorus  which  the  analyst  finds  in  these 
alloys  and  the  undesirable  amounts  of  that  element  found  in  vanadium 
steels  that  have  been  made  from  pure  irons  have  led  many  people  to 

^Conversely,  the  separation  of  iron  and  vanadium  by  repeated  acetate  precipi- 
tations depends  on  the  addition  of  large,  amounts  of  acetate,  so  as  to  bring  aboat 
the  formation  of  basic  acetates  of  iron  in  preference  to  basic  varwukUes,  Under 
the  best  conditions  the  separation  is  a  very  unsatisfactory  one. 
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conclude  that  vanadio-molybdates  are  precipitated  along  with  the 
yellow  phospho-molybdate,  and  the  results  are  therefore  enormously 
exaggerated  and  in  consequence  altogether  unreliable.  The  only  piece 
of  experimental  evidence  in  favour  of  this  conclusion  is  the  fact  that 
when  formed  in  hot  solutions  in  the  ordinary  way  the  phospho- 
molybdate  has  an  orange-red  colour  and  certainly  does  contain 
vanadium,  whilst  when  precipitated  from  cold  solutions  it  has  a 
similar  colour  and  is  soluble  in  dilute  nitric  acid. 

In  a  large  number  of  experiments  made  with  steels  containing  from 
001  to  0-10  per  cent,  of  phosphorus,  and  from  0*30  to  5*5  per  cent,  of 
vanadium  introduced  as  ammonium  metavanadate,  we  found,  pro- 
ceeding as  usual  for  the  estimation  of  phosphorus,  that  the  ammonium 
phospho-molybdate  always  had  an  orange-red  colour  more  or  less 
intense  according  to  the  greater  or  less  amount  of  vanadium  present, 
adhered  more  or  less  tenaciously  to  the  sides  of  the  vessel,  and  always 
actually  contained  vanadium.  Nevertheless  the  results  obtained  were 
less  than  those  obtained  from  the  same  steels  in  the  absence  of 
vanadium.  The  ammoniacal  solution  of  the  ammonium  phospho- 
molybdate  was  re-precipitated  by  pouring  into  an  acetic  acid  solution 
of  lead  acetate,  so  that  the  vanadium  might  be  precipitated  as  a  basic 
vanadate,  probably  SPbgVgO^ .  PbO,  along  with  the  molybdenum  and 
phosphorus  as  24PbMo04  4-Pb3(P04)2  (see  p.  68).  The  results  were 
from  0-002  to  0-005  per  cent.  low.  The  presence  of  vanadium  in  the 
lead  salts  may  be  easily  detected ;  on  adding  cold  concentrated  hydro- 
chloric acid  a  reddish-brown  colour  at  once  appears,  and  this  changes  to 
green  on  heating.  This  green  colour  is,  however,  by  no  means  distinct 
when  very  small  amounts  of  vanadium  are  present. 

It  may  be  concluded  then  that  the  presence  of  vanadium  retards  the 
formation  of  phospho-molybdates,  and  thus  leads  to  low  results  when 
the  estimation  of  phosphorus  is  conducted  as  usual.  The  deficiency  is 
not  very  serious,  as  it  is  partially  compensated  for  by  the  vanadium, 
which  is  ultimately  weighed  as  basic  pyrovanadate  of  lead  and  included 
in  the  calculation  as  lead  molybdate.  But  the  orange-red  colour, 
which  shows  when  very  small  amounts  of  vanadium  are  present,  and 
which  may  perhaps  constitute  a  serviceable  indication  of  the  presence 
of  that  element  in  material  in  which  its  existence  is  not  suspected, 
is  an  offence  to  the  eye,  and  is  continually  suggesting  that  something 
is  wrong.     We  therefore  suggest  the  following  procedure : 

Dissolve  two  grams  of  the  steel  or  alloy  in  45  c.c.  nitric  acid  (1*20), 
add  an  excess  of  permanganate  and  clear  with  ferrous  sulphate,  as  in 
the  estimation  of  phosphorus  in  ordinary  steels.     Then  cool  and  add 
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a  small  excess  of  a  strong  solution  of  ferrous  sulphate,  so  that  a  drop 
of  the  solution  tested  with  ferri-cyanide  gives  an  immediate  and  rnarked 
blue  colour.  Then  add  6  or  7  c.c.  strong  ammonia  and  the  usual 
amount  of  the  molybdate  reagent,  and  shake  occasionally  in  a  stoppered 
flask  for  half  an  hour  or  so.  By  this  time  nearly  all  the  phosphorus 
will  have  been  precipitated  in  the  usual  form  of  the  yellow  precipitate 
uncontaminated  with  vanadium.  The  ferrous  sulphate  serves  to 
reduce  the  vanadate  to  hypovanadate  (VgO^  to  V204)>  ^^  which  form 
it  does  not  interfere  with  the  precipitation  of  the  phospho-molybdate. 
In  order  to  destroy  the  excess  of  ferrous  sulphate  and  to  complete  the 
precipitation  of  the  phosphorus,  it  may  be  advisable  to  heat  the 
solution  to  60'  for  half  an  hour  or  so,  but,  and  particularly  when  the 
amount  of  phosphorus  is  considerable,  the  precipitation  is  practically 
complete  in  the  cold.  The  yellow  precipitate  is  then  filtered  off  and 
estimated  as  usual. 

With  a  number  of  alloys  containing  large  amounts  of  phosphorus, 
two  portions  of  the  cold  solution  just  cleared  with  ferrous  sulphate 
were  measured  off,  and  the  phosphorus  in  one  precipitated  from  the 
hot,  and  in  the  other  from  the  cold  solution  after  reducing  the 
vanadium  as  described  above.  The  cold  precipitation  always  gave  the 
higher  results  and  the  precipitates  were  free  from  vanadium.  Two 
examples  are  appended : 


Hot  Precipitation, 
Cold 


I. 
10  per  cent.  Vanadium. 


II. 
16  per  cent.  Vanadium. 


0"61  per  cent.  P. 
0-65 


i»         >» 


1-28 
1-35 


To  dissolve  the  orange-red  precipitates  obtained  from  hot  solutions 
and  re-precipitate  to  eliminate  vanadium  leads  away  from,  rather  than 
towards  the  truth.  It  would  appear  that  highly  complex  compounds 
are  formed  containing  the  phosphorus,  molybdenum  and  vanadium, 
which  are  more  soluble  than  the  ordinary  ammonium  phospho- 
molybdate,  and  that,  within  wide  limits,  the  vanadium  precipitated 
corresponds  approximately  to  the  phosphorus  held  in  solution. 

Aluminium  and  Copper. 

Pour  60  c.c.  hot  sulphuric  acid  (1  in  6)  over  two  grams  of  the  alloy 
and  keep  boiling,  leaving  an  exit  only  for  the  steam  until  the  sample 
is  decomposed.  Filter  and  wash.  The  filtrate  may  contain  a  little 
of  the  copper,  and  is  certain  to  contain  some  vanadium  as  well  as 
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practically  all  the  iron  and  aluminium.  Pass  sulphuretted  hydrogen 
through  the  diluted  solution,  collect  any  precipitated  copper  sulphide 
and  reserve  it.  Boil  off  the  sulphuretted  hydrogen  from  the  filtrate, 
and  if  not  too  much  vanadium  has  passed  into  it,  add  sodium  phosphate 
and  then  ammonia  until  a  precipitate  just  forms.  Clear  with  hydro- 
chloric acid,  dilute  to  about  300  cc,  add  ten  grams  of  sodium  thio- 
sulphate,  and  20  cc.  of  acetic  acid,  and  then  boil,  filter,  and  wash  as  in 
the  estimation  of  aluminium  in  steel.  The  ignited  phosphate  of 
aluminium,  besides  a  small  quantity  of  iron,  may  also  contain  some 
vanadium.  By  dissolving  in  hydrochloric  acid  and  re-precipitating 
with  phosphate  and  thiosulphate,  the  iron  is  removed,  but  vanadium 
may  still  be  present,  although,  if  the  precipitate  is  snow-white  the 
amount  of  vanadium  will  be  exceedingly  small.  Its  presence  is  at 
once  indicated  by  the  red  colour  which  forms  on  the  addition  of 
concentrated  hydrochloric  acid.  If  the  amount  of  vanadium  associated 
with  the  final  precipitate  is  judged  to  be  prejudicial  to  the  accuracy 
of  the  aluminium  estimation,  as  it  certainly  is  if  alloys  of  low  carbon 
contents  are  being  assayed,  then  a  special  separation  of  the  vanadium 
and  aluminium  must  be  made  as  follows : 

To  the  hydrochloric  acid  solution  of  the  ignited  phosphate  add  one 
gram  of  sodium  phosphate,  and  sodium  peroxide  until  the  reddish 
brown  colour  due  to  the  presence  of  vanadium  is  fully  developed,  then 
add  a  small  excess  of  ammonia  and  boil.  Allow  the  aluminium 
phosphate  to  settle ;  filter,  wash,  and  set  the  paper  and  precipitate  to 
digest  in  dilute  hydrochloric  acid.  To  the  filtrate  add  an  excess  of  acid, 
boil  until  the  colour  disappears,  and  then  add  a  slight  excess  of 
ammonia  and  boil  again.  If  the  solution  remains  clear  it  may  be 
rejected,  but  if  a  precipitate  forms,  collect  it  on  a  pulp  filter,  then 
pour  over  it  the  hot  dilute  hydrochloric  acid  solution  of  the  main  pre- 
cipitate and  wash.  In  order  to  eliminate  traces  of  iron  which  were  not 
completely  washed  from  the  first  thiosulphate  precipitate  or  which  may 
have  been  introduced  with  the  sodium  peroxide,  the  solution  is  re  pre- 
cipitated with  phosphate  and  thiosulphate,  and  the  resulting  aluminium 
phosphate  ignited  and  weighed.  It  should  now  be  quite  white,  and 
contain  not  more  than  a  trace  of  vanadium. 

The  residue  which  was  unattacked  by  the  boiling  dilute  sulphuric  acid 
contains  practically  all  the  copper  and  some  vanadium.  Ignite  it  well 
and  then  dissolve  it  in  hydrochloric  acid.  Filter  off  the  silica  which  is 
left  undissolved,  pass  a  current  of  sulphuretted  hydrogen,  collect  the 
copper  sulphide  on  the  filter  previously  used  for  the  same  purpose,  and 
proceed  with   the  estimation  of  the  copper  in  the  manner  already 


168  THE  ANALYSIS  OF  STEEL-MAKING  ALLOYS. 

described  for  steels  on  p.  102.  It  is  essential  to  exactitude  that  the 
copper  solution  which  is  treated  with  potassium  iodide  and  then  titrated 
with  thiosiilphate  should  contain  no  vanadium,  as  vanadates  are 
reduced  by  the  iodide. 

VaaadituiL 

1.  Estimation  in  the  Presence  of  the  Iron. — The  momentary  appear- 
ance of  the  pink  colour  which  is  observable  in  the  case  of  steels  when  all 
free  ferrous  iron  has  been  oxidized  by  permanganate  whilst  the  vanadium 
has  as  yet  been  unattacked,  cannot  be  so  clearly  distinguished  in  solu- 
tions of  alloys,  as  the  larger  amounts  of  hypovanadic  acid  are  more 
readily  attacked  by  the  oxidant.  On  the  other  hand,  the  estimation  of 
vanadium  by  adding  ferrous  sulphate  until  a  spot  test  with  ferri-cyanide 
gives  a  blue  colour,  or  by  adding  an  excess  of  ferrous  sulphate  and 
going  back  with  bichromate  or  permanganate,  or  by  measuring  the 
amount  of  permanganate  necessary  to  the  formation  of  a  permanent 
pink  tinge  from  the  point  at  which  ferri-cyanide  gives  no  blue  colour,  is 
sufficiently  accurate  in  any  of  these  modifications  of  Lindemann's 
process. 

Dissolve  0-25  to  1  gram  of  the  powdered  alloy  in  20  c.c.  (1  in  6) 
sulphuric  acid,  with  the  addition  of  a  little  nitric  acid  to  complete  the 
decomposition  and  oxidize  the  iron,  and  also  a  little  permanganate  so  as 
to  destroy  all  the  carbonaceous  matter.  After  boiling,  clear  with 
hydrogen  peroxide,  boil  to  destroy  the  excess,  and  cool.  To  the  cold 
solution  add  one  or  two  drops  of  permanganate,  so  as  to  make  certain 
that  all  the  vanadium  is  in  the  condition  of  vanadic  acid ;  if  the  pink 
colour  disappears  add  more  permanganate  until  it  persists.  Now  run 
in  decinormal  ferrous  ammonium  sulphate  from  a  burette  until  the  spot 
test  with  ferri-cyanide  gives  an  immediate  blue  colour,  and  note  the 
reading  of  the  burette.  Add  a  few  c.c/s  ferrous  solution  in  excess,  and 
titrate  back  again  with  permanganate  until  the  spot  test  with  ferri- 
cyanide  ceases  to  be  blue;  read  the  burettes  again.  Now  run  in 
permanganate  until  a  permanent  pink  colour  is  formed,  and  once  again 
take  the  readings.  These  three  readings  should  fully  determine 
the  percentage  of  vanadium  in  the  alloy. 

N 
1  c.c.  -—  solution  =  '00512  gram  vanadium. 

When  working  on  half  a  gram  of  an  alloy  containing  say  15  per  cent, 
of  vanadium,  one  may  readily  observe  the  interference  of  blue  hypo- 
vanadic solutions  with  the  ferri-cyanide  spot  indicator,  which  makes  the 
process  quite  useless  for  estimating  vanadium  in  steels.     To  minimize 
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this  interference  as  much  as  possible  the  titrated  liquid  may  be  tested 
with  ferri-cyanide  by  taking  small  drops  only  in  the  first  place.  Later, 
much  larger  drops  must  be  taken  and  will  be  found  to  show  no  colour 
when  the  smaller  drops  have  become  distinctly  blue.  The  converse  of 
this  would  happen  if  pure  ferrous  solutions  were  being  titrated.  For  a 
similar  reason  the  ferrous  sulphate  should  be  added  until  a  blue  colour 
forms  immediately  on  making  the  test. 

2.  Estimation  after  Separation  of  the  Iron,  (a)  In  the  wetivay, — The 
separation  by  boiling  with  dilute  sulphuric  acid  can  be  made  satis- 
factorily only  with  such  alloys  as  contain  considerable  amounts  of 
carbon,  t.e.  two  or  three  per  cent.  Many  ferro-vanadiums  contain  very 
little  carbon,  and  consequently  most  of  the  vanadium  goes  into  solution. 
It  is  best  then  to  proceed  as  in  the  process  described  on  p.  92  for 
estimating  vanadium  in  irons  or  as  follows  : 

{b)  In  the  dry  way, — Mix  from  0-25  to  1  gram  of  the  powdered  alloy 
with  several  times  its  weight  of  sodium  carbonate  and  a  little 
potassium  nitrate,  and  fuse  the  mixture  in  the  muffle  in  a  shallow  dish. 
At  first  the  dish  should  be  covered  to  prevent  loss,  but  later  the  cover 
may  be  removed  and  the  fusion  continued  till  action  ceases.  Then  cool, 
digest  with  water,  filter  off  the  ferric  oxide,  and  titrate  the  filtrate  with 
ferrous  sulphate  and  permanganate  as  previously  described.  By 
leaving  nitre  out  of  the  fusion  mixture  and  adding  a  little  perman- 
ganate, if  the  alloy  is  poor  in  manganese,  to  promote  oxidation, 
the  filtrate  of  the  aqueous  extract  may  be  acidified  with  sulphuric 
acid,  reduced  with  sulphurous  acid,  and  titrated  with  perman- 
ganate. 

The  ferric  oxide  filtered  off  sometimes  contains  a  little  of  the 
vanadium,  either  on  account  of  imperfect  decomposition  in  the  fusion  or 
on  account  of  imperfect  washing.  Ignite  it  therefore  to  destroy  the 
paper,  dissolve  in  as  small  a  quantity  as  possible  of  concentrated 
hydrochloric  acid,  add  sulphunc  acid,  and  evaporate  to  thick  fumes. 
Then  cool  and  add  hydrogen  peroxide,  making  the  test  quantitative  if 
necessary,  in  the  manner  already  described  in  connection  with  the 
estimation  of  vanadium  in  steel. 

Iron. 

Afler  applying  the  peroxide  test,  the  solution  may  be  made  up  to  a 
definite  volume  and  an  aliquot  part  reduced  with  sulphur  dioxide  and 
titrated  with  permanganate.  A  sulphuric  and  not  a  nitric  acid 
solution  of  the  peroxide  should  of  course  be  used  for  the  previous  test. 
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TYPICAL  ANALYSES. 


Carbon, 

Silicon,  - 

Maneanese, 

Sulphur, 

Phosphorus, 

VanGMciium, 

Aluminium, 

Copper, 

Iron, 


002 
1-74 
3  08 
019 
1-35 

16-10 
1-30 
2-64 

73-62 


99-94 


• 

III. 

IV. 

004 

0-10 

0-84 

1-84 

0-28 

traces 

0-21 

0-09 

0-34 

210 

33  00 

42-85 

0-20 

nU 

nU 

nil 

6510 

53-17 

100  01 

10015 

TITANIUM   ALLOTS. 


FERRO-TITANIUM. 

Ferro-titanium  is  frequently  made  by  fusing  a  mixture  of  scrap  iron, 
titaniferous  ore  and  aluminium  in  an  electric  furnace.  The  alloy  is  not 
much  used  for  steel-making,  and  there  are  no  well-worn  methods  for  the 
analysis  of  it.  In  the  few  alloys  we  have  handled  the  main  constituents 
have  been  determined  in  the  following  manner ;  but  a  short  experience 
shows  that  there  are  several  ways  in  which  the  analysis  may  be  con- 
ducted, and  that  a  complete  analysis  is  not  so  difficult  as  is  often 
supposed. 

Carbon. 

• 

This  element  may  be  determined  by  ignition  with  red  lead ;  the 
surface  of  the  fused  residue  has  a  dull  chocolate  colour.  Equally  good 
results  have  been  obtained  by  igniting  the  powder  alone  in  a  stream  of 
air  or  oxygen,  but  we  have  not  examined  a  sufficiently  great  variety 
of  samples  to  enable  us  to  assert  safely  that  mere  ignition  in  the 
absence  of  a  solid  oxidizing  agent  will  always  completely  decarbonize 
the  alloy. 

Manganese. 

The  alloy  is  decomposed  with  nitric  acid  (1'20)-,  with  the  addition,  if 
necessary,  of  a  few  drops  of  hydrofluoric  acid.  The  organic  matter  is 
destroyed  in  the  hot  solution  with  sodium  bismuthate  and  the  estima- 
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tion  completed,  after  cooling,  by  oxidation  with  bismuthate  and 
titration  of  the  filtrate  with  ferrous  sulphate  in  the  usual  manner. 
The  excess  of  bismuthate  has  a  slight  tendency  to  pass  the  filter, 
and  the  end  of  the  titration  is  hot  quite  so  stable  as  usual.  The 
oxidation  of  the  nitro-sulphuric  solution  with  red  lead  (p.  32)  works 
very  smoothly,  and  the  end  reaction  with  ferrous  sulphate  is  quite 
sharp. 

Sulphur. 

Ferro-titaniums  generally  dissolve  completely  in  dilute  hydrochloric 
or  sulphuric  acid  to  a  lilac-coloured  solution.  If  no  sulphuretted 
hydrogen  can  be  smelt  and  lead  acetate  paper  is  not  more  than  slightly 
discoloured,  it  is  unnecessary  to  proceed  further.  An  actual  estimation 
may  be  made  by  the  evolution  process  as  used  for  steels  or  by  the 
following  gravimetric  procedure.  To  one  gram  of  the  powdered  alloy 
add  two  or  three  grams  of  pure  potassium  chlorate  crystals  and  some 
warm  water,  and  then  gradually  add  hydrochloric  acid  until  the 
decomposition  is  complete.  After  boiling  off  chlorine,  dilute  slightly, 
add  a  small  excess  of  ammonium  hydrate,  filter,  and  wash.  To  the 
acidified  filtrate  add  barium  chloride,  and.  eventually  collect  and  weigh 
the  barium  sulphate.  The  original  precipitate  contains  the  iron, 
titanium,  aluminium,  and  phosphorus,  and  may  be  subsequently  used 
for  the  estimation  of  one  or  more  of  these  elements. 

Titanium,  Silicon,  and  Iron. 

One  of  the  readiest  means  of  opening  out  the  alloy  for  the  estimation 
of  any  one  of  these  constituents  is  by  fusion  with  acid  potassium  sul- 
phate. Fuse  about  10  grams  of  this  salt  in  a  capacious  platinum 
crucible,  allow  it  to  solidify,  and  over  the  surface  sprinkle  half  a  gram 
of  the  powdered  alloy.  Heat  over  a  bunsen  flame  until  no  gritty 
particles  can  be  felt  with  a  stout  platinum  wire.  Leave  the  wire 
to  cool  with  the  fused  mass,  so  that  on  digesting  with  water  the 
whole  may  be  lifted  from  the  crucible.  Add  about  10  c.c.  of  sulphuric 
acid  and  heat  gently  until  all  but  the  silica  has  passed  into  solution. 
The  silica  is  filtered  off,  ignited,  treated  with  hydrofluoric  acid,  the  loss 
in  weight  calculated  to  silicon,  and  the  residue  re-heated  with  sulphuric 
acid,  and  added  to  the  main  solution. 

After  making  the  main  solution  up  to  a  definite  volume,  a  fraction  of 
it  is  reduced  with  sulphurous  acid  and  titrated  with  permanganate  for 
the  estimation  of  the  iron. 

The  remainder  of  the  solution  is  neutralized,   made  slightly  acid 
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again,  boiled  with  thiosulphate,  etc.,  as  in  the  estimation  of 
titanium  in  steels  (page  96).  The  ignited  titanic  oxide  may  contain 
aluminium,  which  is  separated  and,  if  necessary,  estimated  as  on 
page  123. 

For  these  estimations  the  alloy  may  also  be  opened  out  with  nitro- 
hydrochloric  acid,  16  c.c.  of  sulphuric  acid  (per  gram  of  alloy)  being 
afterwards  added.  After  evaporation  to  appearance  of  sulphur  trioxide 
fumes,  the  mass  is  allowed  to  cool,  a  few  c.c.  of  hydrochloric  acid  added, 
then  about  100  c.c.  water,  and  the  whole  boiled  until  the  solution  is 
cleared.  The  silica  is  filtered  off  and  estimated  as  before,  and  the  filtrate, 
as  previously,  is  used  for  the  other  estimations,  except  that,  as  hydro- 
•chloric  acid  is  present,  the  reduced  iron  solution  is  titrated  with 
bichromate  instead  of  permanganate. 

Phosphoros. 

The  alloy  (one  gram)  is  fused  with  a  mixture  of  sodium  carbonate  and 
potassium  nitrate,  the  cooled  melt  digested  with  water  and  filtered. 
The  filtrate  is  acidified,  and  may  now  be  tested  for  aluminium  by 
adding  a  small  excess  of  ammonium  hydrate  so  as  to  decide  whether 
it  is  advisable  to  make  the  q^luminium-titanium  separation  mentioned 
above.  In  any  case  re-acidify  and  add  a  decigram  of  pure  iron  dis- 
solved in  nitric  acid,  and  then  make  the  mixture  slightly  alkaline 
again  with  ammonia.  Collect  the  precipitated  ferric  hydrate  which 
contains  the  phosphorus,  dissolve  it  in  nitric  acid,  make  the  solution 
just  neutral  {i.e.  to  the  appearance  of  the  red  colour),  add  30  c.c. 
of  the  nitro-molybdate  reagent,  and  finish  the  estimation  as 
usual. 

Very  small  amounts  of  titanium  interfere  with  the  estimation  of 
phosphorus  in  iron  and  steel.     If  the  acid  solution  is  evaporated  to 
dryness,  a  portion  of  the  titanium  remains  with   the  residue,   after 
treatment  with  hydrochloric  acid,  as  a  phospho-titanate  of  iron ;  but 
unless  sufficient  phosphorus  is  present  to  keep  it  all  in  that  condition, 
a  portion  also  passes  into  solution.     Provision  is  always  made  to  avoid 
the  error  due  to  the  formation  of  phospho-titanate,  but  generally  the 
titanium  which   passes  into   solution  is  ignored  altogether,  on  the 
assumption  that  it  exercises  no  influence  either  on  the  precipitation 
or  estimation  of  ammonium  phospho-molybdate.     In  fact  an  example 
could  be  cited  of  a  process  specially   recommended  for  titaniferous 
material,  in  which  all  the  titanium  is  made  to  pass  into  solution.    Now 
Pattinson  has   shown  (Journ.  Soc.  Chem,  Ind,   1895,    443  and    1022) 
that  titanium  in  solution  very  seriously  retards,  and  may  altogether 
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prevent,  the  formation  of  the  phospho-molybdate,  and  he  gives  the 
following  very  instructive  table : 
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Pattinson  suggests  the  following  method  for  estimating  phosphorus  in 
titaniferous  ores  and  irons : 

The  usual  amount  of  the  sample  is  dissolved  in  1'20  nitric  acid, 
evaporated  to  dryness,  and  taken  up  with  hydrochloric  acid.  Without 
filtering,  the  ferric  chloride  solution  is  then  reduced  to  the  ferrous  state 
by  means  of  sulphurous  acid,  and  sufficient  alum  added  to  combine 
with  all  the  phosphoric  acid.  The  basic  phosphate  of  aluminium  is  now 
precipitated  either  with  a  slight  excess  of  ammonia  or  with  calcium  car- 
bonate. The  resulting  precipitate  is  fused  with  sodium  carbonate,  the 
mass  digested  with  water,  and  any  oxide  of  iron  or  sodium  titanate 
filtered  off.  The  phosphorus  in  the  filtrate  may  be  collected  by  adding 
a  little  ferric  chloride,  precipitating  as  ferric  phosphate,  dissolving  the 
precipitate  in  nitric  acid,  and  estimating  via  the  nitro-molybdato  reagent 
in  the  usual  manner  as  lead  molybdate. 

The  advantage  of  precipitating  a  basic  phosphate  of  aluminium  in- 
stead of  the  iron  compound,  lies  in  the  fact  that  the  former  compound 
readily  dissolves  in  fused  sodium  carbonate,  and  the  fused  mass  is  com- 
pletely soluble  in  water ;  whereas,  in  order  to  completely  decompose  a 
basic  ferric  phosphate,  a  second,  and  sometimes  even  a  third  fusion  may 
be  necessary. 

TYPICAL  ANALYSES. 
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ALUMINIUM  ALLOTS. 

FERRO-ALUMINIUM. 

Carbon. 

Aluminium  behaves  like  silicon  in  its  effect  on  the  carbon;  these 
alloys  therefore  always  contain  graphite.  Total  carbon  is  determined 
by  separating  iron  and  aluminium  with  a  solution  of  the  double  copper 
fialt,  and  burning  the  residue  to  carbon  dioxide  in  the  usual  way. 

Silicon. 
See  estimation  of  sulphur ;  also  estimation  of  silicon  in  Metallic 
Aluminium. 

Manganese. 
Use  the  red  lead  or  bismuthate  process  as  for  steels.    Decomposition 
of  sample  is  assisted  by  a  few  c.c.'s  hydrofluoric  acid  if  necessary. 

Sulphur. 
Aqua  regia  and  barium  sulphate  process  as  for  steels.     The  silicon 
may  be  determined  on  the  insoluble  residue. 

Phosphorus. 
This  element  is  determined  as  in  Pig-irons. 

The  filtrate  from  the  silica  is  made  up  to  a  definite  volume  or  a 
special  sample  dissolved  in  hydrochloric  acid,  and  so  much  measured 
out  as  represent-s  a  half  to  one  gram  of  the  alloy  according  to  its 
supposed  richness  in  aluminium.  If  about  a  decigram  of  aluminium  is 
present  proceed  as  follows :  if  more  it  is  only  necessary  to  add  larger 
amounts  of  sodium  phosphate. 

To  the  acid  solution  add  two  grams  of  sodium  phosphate,  and 
a.mmonia  until  a  small  permanent  precipitate  forms :  then  clear  the 
■solution  with  hydrochloric  acid  and  add  one  or  two  c.c.  in  excess. 
Heat  to  boiling,  dilute  to  about  300  c.c.  with  hot  water,  add  ten 
grams  of  thiosulphate  in  excess  of  the  amount  necessary  to  reduce  any 
ferric  iron,  and  then  20  c.c.  acetic  acid.  Boil  for  fifteen  minutes,  filter, 
wash  by  decantation  with  boiling  water  containing  a  mere  trace  of 
ammonium  phosphate,  and  ignite.  lie-dissolve  the  ignited  precipitate 
in  hydrochloric  acid,  filter  off  any  insoluble  matter,  and  re-precipitate 
as  before  after  adding  one  gram  of  sodium  phosphate. 
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The  quantitative  precipitation  of  alumina  by  boiling  neutral  solu- 
tions with  thiosulphate  is  accredited  to  Wohler.  Whenever  phosphoric 
acid  is  present,  however,  it  is  always  partly  precipitated  along  with  the 
alumina,  and  it  is  therefore  best  to  avoid  this  error  by  precipitating  at 
once  as  the  normal  phosphate.  More  than  enough  thiosulphate  to 
decompose  all  free  mineral  acid  must  always  be  present,  and  so  too 
must  considerably  more  phosphoric  acid  than  is  required  to  form 
aluminium  phosphate. 

We  have  made  a  large  number  of  determinations  by  the  above 
method  on  solutions  containing  a  decigram  of  aluminium  and  varying 
excesses  of  concentrated  hydrochloric  acid  up  to  7  c.c.  We  may 
quote  one  series  where  an  excess  of  3  c.c.  hydrochloric  acid  was 
added  after  the  ammonia  precipitate  had  been  cleared  up. 

i.  First  precipitation  :  AIPO4  obtained,  -        -        -  0*4480. 
ii.  Re-dissolved  (i)aud  re-precipitated  exactly  as  be- 
fore, but  added  only  one  gi*am  sod.  phosphate,  -  0'4490. 
iii.  Re-precipitated  (ii),  but  added  no  phosphate,      •  0'4220. 
iv.  Re-precipitated  (iii)  as  in  (ii),       ....  0'4485. 

These  results  show  that  in  the  presence  of  the  theoretical  amount  of 
phosphoric  acid  the  precipitate  is  not  the  normal  phosphate  but  a 
basic  compound,  which,  nevertheless,  contains  all  the  alumina. 


METALLIC  ALUMINIUM. 

Carbon. 

Aluminium  acts  very  energetically  with  cuprammoniun  chloride 
solution ;  it  should  therefore  be  added  in  very  coarse  borings  or  even  as 
a  single  piece,  and  the  carbonaceous  residue  collected  and  burned  as 
usual.  Regelsberger  {Jowi-n,  Soc.  Ckem.  Ind,,  1891,  1034),  estimates 
the  carbon  by  direct  wet  oxidation  with  chromic  and  sulphuric  acids. 

Silicon. 

Two  interesting  facts  about  this  estimation  are :  that  a  portion  of  the 
silicon  exists  in  the  graphitic  state ;  and  an  appreciable  amount  of 
silicuretted  hydrogen  escapes  when  the  metal  is  dissolved  in  hydro- 
chloric acid.  Sibbers  found  that  by  operating  in  a  closed  flask  in  a 
current  of  hydrogen  and  igniting  the  issuing  gas,  the  escaping  silica  was 
deposited. 

Although  attention  has  been  repeatedly  drawn  to  the  latter  of  the  first 
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mentioned  facts,  hydrochloric  is  still  used  alone  for  decomposing  the 
metal.  The  better  plan  is  to  dissolve  three  grams  of  the  sample  with 
nitro-hydrochloric  acid,  and  evaporate  with  15-20  c.c.  sulphuric  acid 
until  the  mass  fumes.  Water  and  a  small  amount  of  hydrochloric  acid 
are  then  added  and  the  solution  boiled  until  only  a  siliceous  residue 
remains,  and  filtered.  The  brownish-grey  residue  may  contain  small 
amounts  of  aluminium,  copper,  carbon,  and  iron,  besides  silicon  and 
silica. 

The  Total  Silicon^  if  that  only  is  required,  is  obtained  by  fusing  the 
residue  with  sodium  carbonate,  evaporating  the  dissolved  melt  with 
hydrochloric  or  sulphuric  acid,  and  collecting  the  silica  and  determining 
its  weight  in  the  usual  manner. 

Both  Gh'aphitic  and  Combined  Silicon  may,  however,  be  separately 
estimated.  By  treating  the  residue  with  hydrofluoric  and  a  drop  of 
sulphuric  acids,  the  loss  in  weight  gives  the  silica  equivalent  to  the 
silicon  existing  in  the  combined  state.  The  unattacked  residue,  which 
is  now  much  darker  in  colour,  is  treated  in  the  same  manner  with 
a  mixture  of  hydrofluoric  and  nitric  acids :  the  loss  in  weight  now 
represents  graphitic  silicon.  The  results  are  not  quite  accurate, 
because  the  graphitic  silicon  is  slightly  oxidized  by  the  treatment  for 
driving  off"  the  silica. 

The  Graphitic  Silicon  only  is  determined  by  dissolving  the  aluminium 
in  a  mixture  of  hydrochloric  and  hydrofluoric  acids,  filtering  through  a 
paraflin  coated  funnel,  and  treating  the  ignited  residue  either  by  fusion 
or  at  once  with  nitro-fluoric  acid  (Handy). 

Manganese,  Sulphur,  and  Phosphoms. 

These  elements  occur  generally  in  quite  negligible  amounts  only. 
They  may  be  determined  as  in  ferro-aluminium. 

Noaillon  has  observed  that  the  influence  of  aluminium  chloride 
on  the  results  obtained  by  using  the  barium-sulphate  process  for 
estimating  sulphur  is  opposite  to  that  exerted  by  ferric  chloride,  i.e, 
the  results  tend  to  be  above  rather  than  below  the  truth.  This  he 
thinks  is  due  to  the  co-precipitation  of  aluminium  chloride.  The 
error  becomes  very  slight  when  precipitation  is  made  from  solutions 
containing  five  per  cent  hydrochloric  acid,  and  the  precipitate  is 
more  easily  handled. 

Gouthiere  estimates  sulphur  by  heating  the  metal  to  redness  in  a 
current  of  two-thirds  hydrogen  and  one-third  carbon  dioxide  gas 
(Rollet's  process),  passing  the  evolved  sulphuretted  hydrogen  into 
silver  nitrate,  and  weighing  the  precipitated  sulphide. 
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Iron. 

To  the  filtrate  from  the  silicon  estimation  including  the  small  amount 
of  ferric  oxide  remaining  after  volatilizing  the  silica,  add  caustic  soda 
until  the  precipitated  alumina  re-dissolves.  Dilute  the  solution  to  300- 
400  cc,  and  allow  to  stand  an  hour  or  two  in  a  warm  place.  Filter, 
wash,  dissolve  the  precipitate  in  dilute  acid,  reduce  to  the  ferrous  state, 
and  titrate  with  bichromate  or  permanganate. 

If  a  separate  sample  must  be  taken,  dissolve  ten  grams  of  caustic 
soda  in  about  150  cc.  water  and  add  two  grams  of  the  metal.  Filter  off 
the  precipitated  ferrous  hydrate  and  proceed  as  above.  This  mode  of 
effecting  decomposition  (in  a  nickel  basin),  followed  by  evaporation 
with  hydrochloric  acid  (after  transferring  to  a  porcelain  dish),  can  be 
conveniently  used  for  the  estimation  of  total  silicon. 

Oopper. 

Dissolve  five  grams  of  the  metal  in  hydrochloric  acid,  filter  off  the 
insoluble  residue,  ignite  it,  add  hydrofluoric,  nitric,  and  sulphuric  acids, 
and  evaporate  until  the  two  former  are  driven  off.  Dilute  the  sul- 
phuric acid  residue,  add  it  to  the  main  filtrate,  and  pass  sulphuretted 
hydrogen  or  add  a  few  grams  of  sodium  thiosulphate.  Collect  the 
precipitated  sulphide  of  copper,  ignite  it  to  oxide,  and  estimate  the 
copper  either  gravimetrically  or  volumetrically  as  in  steel. 

Sodium. 

This  element  has  a  very  deleterious  influence  on  the  physical 
properties  of  aluminium.  In  some  cases  it  is  possible  to  extract  a 
portion  of  the  sodium  simply  by  digesting  with  water.  The  following 
process  (Moissan's)  depends  on  the  fact  that  aluminium  nitrate  is 
decomposed  by  heating,  yielding  alumina,  at  a  much  lower  temperature 
than  sodium  nitrate. 

Dissolve  five  grams  of  the  metal  in  strong  nitric  acid  diluted  with  an 
equal  bulk  of  water,  raising  the  temperature  carefully  so  that  the 
evolution  of  gas  may  not  be  too  violent.  Concentrate  the  solution  in  a 
platinum  dish  and  bring  the  dry  residue  to  a  powdery  state  with  an 
agate  pestle.  Heat  the  dried  residue  below  the  fusion  point  of  sodium 
nitrate  until  all  nitrous  vapours  are  driven  off;  then  digest  with 
boiling  water,  decant  the  liquid,  and  wash  the  alumina  three  or  four 
times. 

The  filtrate  and  washings  are  again  evaporated  to  dryness  with  a  few 
drops  of  nitric  acid  and  the  residue  dissolved  in  boiling  water,  any 
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alumina  being  filtered  off.  The  solution  is  now  evaporated  with  hydro- 
chloric acid  and  heated  to  300"  C.  The  sodium  chloride  remaining  is 
determined  as  silver  chloride  and  calculated  to  sodium. 

Some  chemists  determine  the  sodium  by  what  is  essentially  the 
Lawrence-Smith  process  for  alkalis  (page  216). 

AlntniTiiTini. 

A  direct  determination  of  the  aluminium  may  be  made  by  the 
process  used  for  ferro-aluminium  ;  but — assuming  a  complete  analysis 
is  being  made — ^the  result  is  not  likely  to  be  nearer  the  truth  than  if 
estimated  by  difference.  It  is  a  difficult  matter  to  obtain,  and  operate 
with,  perfectly  dehydrated  alumina  or  its  phosphate. 


Other  Oonstitaents. 

Aluminium  also  contains  a  small  amount  of  nitrogen,  which  is  evolved 
(and  estimated)  as  ammonia  when  the  metal  is  dissolved  in  caustic 
potash  :  it  is  probably  present  as  nitride. 

The  commercial  metal  may  also  contain  small  amounts  of  amorphous 
alumina  and  sometimes  small  crystals  of  carbon  boride  (Moissan). 
Very  refined  analysis  has  also  shown  the  presence  of  potassium,  calcium, 
silver,  lead,  gallium,  and  indium,  but  in  such  small  amounts  as  not  to 
affect  the  known  properties  of  the  metal. 

Aluminium  is  alloyed  for  various  purposes  with  copper,  nickel,  man- 
ganese, chromium,  tungsten,  titanium,  zinc,  cadmium,  tin,  etc. ;  but  none 
of  these  alloys  are  common  to  steel-works  practice.  Aluminium  bronze 
is  dealt  with  on  p.  270. 

TYPICAL  ANALYSES. 


• 

Aluminium. 
004    1      0-41 

Ferro*  Aluminium. 

Carbon,     - 

2-65 

1-76 

Silicon  (total),  - 

1-78 

015 

1-65 

2-36 

„      (graphitic),    - 

0-40 

"■~" 

— 

— 

Manganese, 
Sulphur,  - 

001 

1 

0-58 

0-79 

— 

1 

010 

0-05 

Phosphorus, 

traces 

1      — 

1-30 

0-24 

Copper,     - 
Sodium,    - 

001 

,      0-35 

— 

010 

— 

•      0-10 

— 

— 

Iron, 

0-80 

0-27 

84-28 

70-41 

Aluminium, 

97-36 
100-00 

,    98-72 

9-40 

2414 

1  10000 

99-96 

99-84 

BORON  ALLOYS.  179 


FEBBO-BOBON. 

The  use  of  this  alloy  does  not  appear  to  have  got  beyond  the 
experimental  stage.  No  methods  have  been  specially  devised  for  the 
determination  of  boron  in  iron  compounds,  but  one  of  a  kind  most 
acceptable  to  steel-works  analysts  could  probably  be  worked  out  from 
the  observation  of  E.  S.  Smith  {Chem,  NewSy  xlvi.  286) : 

<*  When  a  solution  of  manganous  sulphate  is  added  to  one  of  borax, 
and  to  this  mixture  an  equal  volume  of  alcohol  a  white  ilocculent  pre- 
cipitate of  manganese  borate  (MnB^G^)  which  is  insoluble  in  the 
alcoholic  liquid,  rapidly  separates.  The  excess  of  manganous  sulphate 
remains  in  solution,  and  can  be  readily  determined  in  the  filtrate  from 
the  borate  after  expelling  alcohol.''  A  series  of  very  satisfactory  test 
analyses  is  given. 

A  modification  of  the  above  process,  which  is  said  to  give  good  results, 
has  been  proposed  by  Carnielli  (Jouni,  Chem,  Soc,,  Ixxx.  ii.  690). 

According  to  Warren  (Chem.  Nem,  Ixviii.  200)  buttons  obtained  in 
the  dry  assay  of  iron  with  a  borax  flux  may  contain  one  or  two  per  cent, 
of  boron. 


PART  IV.    RAPID  ANALYSIS  AT  THE  FURNACE. 

In  making  large  castings  of  special  steel,  armour  plates  for  instance, 
the  percentage  of  a  number  of  elements  must  be  determined  while  the 
metal  is  still  in  the  furnace,  in  order  that  the  amount  of  alloy  to  make 
up  the  required  percentage  of  this  or  that  constituent  may  be  added. 
In  some  cases  this  information  cannot  be  deduced  even  approximately 
from  any  striking  physical  property  of  the  metal,  and  so  it  is  becoming 
more  and  more  a  common  thing  to  be  called  upon  to  estimate  with 
tolerable  accuracy,  and  in  a  few  minutes,  the  percentage  of  carbon, 
nickel,  chromium,  etc.  The  object  of  this  section  is  to  describe  such 
processes  as  are  in  use  and  seem  best  able  to  meet  this  demand. 

CARBON. 

The  percentage  of  this  element  is  controlled  by  the  Eggertz  colour 
test  and  the  "fracture"  of  small  spoon  samples.  The  spoonful  of 
metal  is  cooled,^  broken  so  that  the  fracture  may  be  observed,  drilled, 
and  one  or  two  decigrams  of  sievings  weighed  off  along  with  a  standard 
steel  of  similar  material  which  has  been  treated  in  the  same  way. 
After  adding  a  measured  amount  (5  c.c.)  of  hot  1'20  nitric  acid  the 
test  tubes  are  pushed  in  a  sand-bath  or  placed  in  a  paraffin  bath  at 
135*  C.  In  from  two  to  three  minutes  the  solutions  are  rapidly 
cooled,  transferred  to  graduated  tubes,  and  matched  as  usual.  The 
remarkable  speed  attainable  and  the  comi)arative  accuracy  are  sur- 
prising. When  suitably  chosen  test  tubes  are  used  the  colours  are 
often  compared  by  the  practised  eye  without  transferring  to  graduated 
tubes. 

SILICON. 

The  following  is  Ford's  method  for  estimating  silicon  in  molten  pig- 
metal  when  it  is  being  taken  directly  from  the  furnace  to  the  con- 

^  Sometimes  in  soapy  water  to  assist  subsequent  drilling. 
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verter — the  information  is  generally  required  as  a  guide  in  blowing 
the  metal : 

The  sample  is  taken  in  a  small  ladle  as  the  iron  runs  from  the 
furnace.  The  ladle  is  then  held  about  three  feet  above  a  bucket  of 
water  and  given  a  circular  motion  as  the  molten  metal  is  being  poured. 
This  causes  the  iron  to  form  in  globules  more  or  less  round,  according 
to  the  amount  of  silicon  it  contains.  Thus  with  iron  containing 
two  per  cent  of  silicon  or  more,  the  globules  will  be  almost  perfectly 
round,  concave  on  the  upper  surface,  and  generally  from  a  quarter  inch 
(6  mm.)  to  three  eighths  inch  (9  mm.)  in  diameter.  If  the  iron  is  low 
in  silicon,  the  shot  will  be  small,  fiat,  and  irregular  in  shape ;  while  if 
the  iron  be  very  low,  as  is  the  case  with  spiegel  and  ferro-manganese, 
the  shot  will  be  elongated  and  have  tails  sometimes  quarter  of  an  inch 
long,  A  careful  observer  can  soon  judge  the  amount  of  silicon  very 
closely  from  the  condition  of  the  shot 

Take  the  shot  from  the  bucket  and  place  in  the  hot  ladle,  where 
they  dry  instantly.  Then  crush  in  a  steel  mortar,  weigh  off  half 
a  gram  of  the  fine  sievings  into  a  platinum  dish,  add  10  cc.  hydro- 
chloric acid  (1*2  spec,  grav.),  and  cover  with  a  watch  glass.  When 
the  iron  is  dissolved  evaporate  over  a  naked  flame  as  rapidly  as 
possible.  As  soon  as  dry,  add  dilute  hydrochloric  acid  to  the  hot  dish, 
boil  until  any  ferric  oxide  (which  may  have  been  formed  by  decompo- 
sition of  the  chloride)  is  dissolved,  dilute  and  filter.  Ignite  the 
precipitate  in  a  weighed  platinum  crucible  over  a  blast  lamp  and 
gently  direct  a  small  jet  of  oxygen  on  to  it  as  soon  as  the  paper  is 
burned  off.     Then  cool  the  crucible,  weigh,  and  calculate  the  silicon. 

Results  are  obtained  by  this  method  in  twelve  minutes  from  the 
time  the  ladle  is  put  into  the  molten  iron,  and  they  are  accurate 
enough  for  practical  purposes. 


MANGANESE. 

The  estimation  of  this  element  is  not  generally  required.  If  it  were, 
no  doubt  the  bismuthate  process  could  be  suited  to  the  occasion.  The 
following  speed  test,  made  by  an  expert  operator  and  timed  by  one  of 
the  authors,  shows  what  could  be  done  if  necessary  : 

BoriDgs  received, 12.10  a.m. 

Weighed  and  dissolved, 12.14 

Cooled, 12.154 

Oxidized  and  filtered, 12.174 

Result, 12.18i 
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PHOSPHORUS. 

The  oxidation  of  phosphorus  in  the  basic  process  is  controlled  by 
casting  a  sample  always  in  the  same  sized  mould,  and  after  solidification 
hammering  flat  and  quenching.  The  presence  of  large  amounts  of 
phosphorus  give  the  fracture  a  bright  crystalline  and  characteristic 
streaky  appearance.  Some  practical  steel  makers  maintain  that  if 
the  test  piece  is  always  prepared  in  the  same  manner,  the  amount  of 
phosphorus  can  be  estimated  by  the  fracture  to  a  few  hundredths  per 
cent. 

Galbraith  proposes  to  supplement  the  above  test  in  the  following 
manner.  Dissolve  two  decigrams  of  the  sample  in  aqua  regia,  add 
3  c.c.  water,  enough  ammonia  to  precipitate  the  iron,  enough  nitric 
acid  to  re-dissolve  it,  and  then  ten  drops  of  the  molybdate  reagent. 
The  turbidity,  due  to  precipitated  phospho-molybdate,  is  compared 
with  that  in  a  steel  solution  containing  a  known  amount  of  phosphorus. 
The  comparison  is  made  after  shaking  in  small  stoppered  bottles  half 
an  inch  wide. 

Persons  making  regular  determinations  in  the  laboratory  on  two 
grams  of  the  material  can  judge  the  percentage  phosphorus  from  the 
precipitated  phospho-molybdate  with  fair  accuracy.  It  is  claimed 
(Mahon)  that,  besides  being  formed,  this  precipitate  can  be  filtered  off, 
washed,  dissolved  in  caustic  soda,  and  titrated  with  standard  acid  in 
eight  minutes. 

CHBoinnM. 

The  following  process  has  been  in  regular  use  for  examining  molten 
steel  intended  for  the  manufacture  of  armour-piercing  projectiles  : 

Dissolve  three  decigrams  of  fine  drillings  in  8  c.c.  dilute  sulphuric 
acid  (1  to  3)  in  wide  test  tubes  or  small  beakers,  and  heat  on  a  small 
sand  bath  until  dissolved.  Filter  and  compare  the  filtrate  with  a 
standard  as  in  the  carbon  colour  test. 

Ferrous  sulphate  has  a  green,  though  of  course  much  fainter  colour 
than  chromic  sulphate,  and  as  the  standard  and  sample  diverge 
from  each  other  it  becomes  increasingly  desirable  to  make  a  correction 
for  it.  In  furnace  practice,  however,  an  abundance  of  suitable 
standards  may  always  be  had. 

Mr.  T.  W.  Hogg  finds  that  determinations  of  chromium  made  in  the 
laboratory  in  this  way  give  results  which  compare  very  concordantly 
with  those  obtained  by  more  elaborate  processes. 
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NICKEL. 

This  element  may  be  estimated  in  two  ways,  both  of  which  depend 
on  a  reaction  already  fully  dealt  with,  viz.  titration  with  cyanide  of 
potassium  and  silver  nitrate. 

1.  Without  Separating  the  Iron. 

Weigh  off  one  gram  of  the  sample  and  add  10  c.c.  hydrochloric 
acid,  diluted  with  an  equal  bulk  of  hot  water;  when  it  is  at  least 
mainly  dissolved  add  10  c.c.  1*20  nitric  acid.  Cool  the  solution,  add 
3  grams  of  citric  acid,  two  grams  of  ammonium  sulphate,  and  as 
much  dilute  ammonia  as  will  make  the  solution  slightly  but  distinctly 
alkaline  (about  80  c.c.  of  binormal  strength).  Add  2  c.c.  of  a  two 
per  cent,  potassium  iodide  solution,  and  as  much  silver  nitrate  as 
forms  an  obvious  turbidity.  Kun  in  potassium  cyanide  from  a  burette 
until  the  turbidity  just  disappears. 

The  nickel  is  calculated  from  the  volume  of  cyanide  used  after 
deducting  the  amount  needed  to  clear  the  same  quantity  of  silver 
nitrate  and  potassium  iodide  when  titrated  alone.  The  cyanide  is 
standardized  as  before,  or,  if  preferred,  under  conditions  identical  with 
those  of  the  estimation. 

Alkaline  citrate  solutions  of  iron  are  of  course  very  dark  coloured, 
and  small  variations  in  the  turbidity  are  not  easy  to  follow  in  the 
ordinary  manner.  The  difficulty  is  greatly  lessened  by  performing  the 
operation  in  the  shade  and  arranging  a  strong  beam  of  light  to  cross  the 
liquid.  So  long  as  the  solution  is  turbid  the  path  of  the  light  is  very 
distinct ;  as  soon  as  the  turbidity  disappears  the  beam  of  light  is  hardly 
visible,  except  as  it  falls  on  small  air  bubbles  caused  by  the  shaking. 
A  suitable  beam  of  light  is  provided  by  enclosing  an  electric  lamp  in  a 
box  fitted  with  a  condensing  lens. 

The  chief  drawback  to  this  process  lies  in  the  fact  that  when 
chromium  is  present  the  silver  iodide  turbidity  will  disappear  when 
considerably  less  potassium  cyanide  has  been  added  than  is  required  to 
form  the  double  cyanide  with  the  nickel  present ;  but  it  recurs  again 
and  again.  This  recurring  turbidity  not  only  delays  the  process,  but 
also  leaves  the  mind  somewhat  undecided  as  to  when  the  final  point  has 
really  been  reached. 

The  following  process  is  not  influenced  by  the  presence  of  chromium, 
and  it  may  be  worked  through  in  ten  minutes  or  less  when  everything 
has  been  prepared  beforehand  : 
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2.  Separating  the  Iron  and  Chromium. 

Dissolve  the  sample  as  before,  pour  into  a  half  litre  flask  already 
partly  filled  with  cold  water,  and  containing  also  nearly  half  the 
70  C.C.  binormal  ammonia  which  is  to  be  used  for  precipitating  the 
iron.  Run  in  an  excess  of  cyanide  from  a  burette  and  add  the 
remaining  portion  of  ammonia,  which  should  be  sufficient  to  precipi- 
tate all  the  iron,  and  leave  the  filtered  solution  suitably  alkaline  for 
the  subsequent  titration.  Make  up  to  500  cc,  mix  well,  and  filter 
250  cc.  through  a  fluted  paper.  During  filtration  add  2  cc.  potassium 
iodide  solution  and  a  little  ammonium  sulphate  to  a  clean  flask,  empty 
the  filtered  solution  into  this,  and  add  silver  nitrate  from  a  burette  until 
a  turbidity  appears. 

If  5*79  grams  of  silver  nitrate  are  dissolved  in  a  litre  of  water,  each 
cubic  centimetre  of  the  solution  is  equivalent  to  O'OOl  gram  nickel,  or 
equal  to  a  tenth  per  cent,  nickel  if  one  gram  of  the  steel  is  used.  The 
potassium  cyanide  and  silver  nitrate  should  be  of  equal  strength,  or 
their  relative  strengths  known.  In  the  former  case  the  percentage  of 
nickel  in  the  steel  is  at  once  found  by  deducting  twice  the  amount  of 
silver  nitrate  used  from  the  amount  of  cyanide  added  and  dividing  by 
ten. 

Rather  more  cyanide  must  be  added  than  is  required  to  combine  with 
the  expected  amount  of  nickel.  In  making  furnace  tests  the  amount  of 
nickel  present  is  known  to  within  half  per  cent,  or  so.  But  supposing 
it  were  otherwise,  is  there  any  disadvantage  in  using  larger  excesses  of 
cyanide  than  are  required  ?  To  answer  this  question  a  series  of  results 
were  obtained  by  operating  with  similar  amounts  of  a  one  per  cent, 
nickel  steel,  and  adding  varying  excesses  of  potassium  cyanide.  The 
cyanide  required  theoretically  was  10  cc. 


KCN  added. 

Per  cent.  Nickel. 
101 

Per  cent.  Nickel 
Corrected. 

13-3  CC. 

1-00 

16-0  cc. 

im 

0-99 

18-9  cc 

1-05 

101 

22-8  cc. 

1-06 

100 

27<>cc 

l-()6 

0-98 

32 "o  cc 

Ml 

101 

Large  excesses  of  potassium  cyanide,  it  is  seen,  cause  high  results. 
This  is  due  to  a  portion  of  the  cyanide  combining  with  the  iron  as 
ferri-cyanide.     This  error,  however,  causes  no  serious  inconvenience. 
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because  when  a  large  amount  of  silver  nitrate  was  required  to  form 
the  turbidity  it  would  be  known  that  the  calculated  result  was  too 
great.  Happily  the  error  is  fairly  proportionate,  as  may  be  seen  from 
the  third  column  of  the  table,  where  a  correction  has  been  made  by 
increasing  the  amount  of  silver  nitrate  actually  needed  to  destroy 
the  excess  of  cyanide  by  five  per  cent 

The  process  is  suitable  for  regular  laboratory  use,  and  is  as  exact  as 
any  other  known  if  a  preliminary  test  is  made  when  the  approximate 
percentage  of  nickel  is  uncertain. 


TUNGSTEN. 

A  mechanical  means  of  detecting  tungsten,  suggested  by  Langley, 
may  be  fittingly  placed  here.  On  an  emery  wheel  a  tungsten  steel  gives 
only  a  dull  fire  free  from  exploding  sparks,  instead  of  the  brilliant  shower 
of  sparks  obtained  from  ordinary  steels.  Steels  containing  less  than  a 
half  per  cent,  tungsten  are  said  to  be  distinguished  in  this  way. 


PART  V.    THE  ANALYSIS  OF  ORES. 


IRON  ORES. 

The  ores  of  iron  are  either  ferric  oxide  (hydrated  or  anhydrous)^ 
ferrous  oxide,  or  carbonate,  or  mixtures  of  these  with  varying  amounts 
of  impuritiea  The  chief  impurities  are  compounds  of  silicon,  manganese, 
sulphur,  phosphorus,  aluminium,  calcium,  magnesium,  titanium,  hydrogen^ 
and  carbon.  Rarer  impurities  are  barium,  nickel,  zinc,  chromium, 
molybdenum,  arsenic,  copper,  lead,  and  the  alkalis.  There  are  frequently 
present  also  traces  of  such  rare  elements  as  niobium,  indium,  gallium^ 
etc.,  which  may  be  detected  spectroscopically,  but  may  not  be  estimated 
or  even  detected  by  ordinary  chemical  analysis. 

When  a  constituent  of  an  ore  may  be  estimated  singly  and  directly, 
as  the  corresponding  element  is  in  the  metal,  the  practice  should  be 
adopted.  In  this  way  a  special  determination  can  be  made  for  any 
particular  purpose,  and  in  a  complete  examination  the  errors  of  analysis 
are  more  likely  to  be  detected  than  when  the  estimations  are  preceded 
by  a  long  series  of  separations  on  the  same  sample.  Such  series  of 
separations  even  when  badly  made  may  allow  the  total  to  be  very  near 
that  narcotic  to  a  doubting  mind — 100*00  per  cent. 

DissolTing  Ores. 

All  commercial  ores  leave  a  residue  of  more  or  less  impure  silica  whea 
heated  with  hydrochloric  acid.     When  the  residue  is  obviously  impure, 
and  particularly  if  it  contains  considerable  iron,  it  must  be  further 
opened  out  before  the  analysis  is  proceeded  with.     This  may  be  done 
by  fusing  with  sodium  carbonate  or  bisulphate,  or  sometimes  by  treat- 
ing with  hydrofluoric  and  sulphuric  acids,  and  then  Anally  mixing  with 
the  soluble  portion.     In  some  cases  the  insoluble  residue  is  reported  as 
'  crude  silica,'  and  in  some  others  it  is  analyzed  and  stated  separately. 
In  Percy's  **  Tables  of  Analysis  of  British  Iron  Ores  "  (Iron  arid  Steely  p. 
'^04)  the  latter  mode  is  followed,  and  indeed  there  may  be  some  advan- 
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tage  in  it  from  a  puroly  scientific  point  of  view ;  but  little,  we  thinks 
from  a  works  analyst's  standpoint. 

Crystalline  ferric  oxide — i,e,  specular  ore — though  easily  crushed 
to  small  laminae,  is  not  easily  ground  so  finely  as  to  be  quite  soluble 
in  acids.  The  glistening  of  small  plates  is  apparent  when  a  moderate 
amount  of  patience  has  been  exhausted  in  grinding  enough  of  the  ore 
for  a  complete  analysis.  These  ores  may  often  be  opened  up  as  follows 
in  a  much  more  satisfactory  manner  than  by  fusion. 

Pass  the  ore  through  a  sieve  of  at  least  90  meshes  to  the  inch.  Boil 
a  weighed  amount  with  strong  hydrochloric  acid  and  then  dilute  with 
some  soft  ashless  paper  which  has  been  shaken  to  a  pulp  in  water. 
Pour  this  mixture  on  to  a  pulp  filter  with  constant  agitation,  and  wash. 
The  filter,  which  is  now  uniformly  grey  owing  to  the  thorough  dissemi- 
nation of  the  small  crystals,  is  transferred  to  a  crucible,  dried,  and 
then  charred  at  the  mufiSe's  mouth.  The  crystalline  ferric  oxide  is 
reduced  by  the  glowing  mass  of  carbonized  paper,  and  again  re-oxidized 
when  the  [>aper  is  burned  off  and  the  crucible  more  strongly  heated. 
Everything  now  passes  into  solution  on  heating  with  hydrochloric  acid 
except  a  little  silica. 

From  12  to  14  c.c.  concentrated  hydrochloric  acid  will  comfortably 
dissolve  a  gram  of  ore ;  half  that  amount  should  be  taken  for  each 
additional  gram. 

The  following  descriptions  may  be  taken  to  apply  to  all  kinds  of  ore 
affcer  they  have  been  suitably  dissolved.  They  are  conveniently 
abbreviated  because  so  many  of  the  operations  are  similar  to  those  used 
in  analyzing  metals. 

Moisture. 

As  consignments  of  ore  may  pick  up  considerable  moisture  en  route 
from  rain  and  snow  storms,  they  should  bo  brought  to  a  definite  hygro- 
scopic state,  in  order  that  results  may  be  comparable,  whether  an  exact 
determination  of  the  moisture  is  required  or  not.  To  make  the 
operation  quantitative  break  the  ore  to  pea-sized  pieces  and  weigh  off 
twenty  to  fifty  grams,  heat  for  several  hours  at  105**  C,  and  re-weigh. 

After  grinding  and  passing  through  a  sixty  or  ninety-mesh  sieve  the 
ore  should  be  kept  in  a  stoppered  bottle. 

Total  Iron. 

If  the  ore  contains  carbonaceous  matter  one  gram  of  it  is  roasted  in 
the  muffle  before  being  heated  with  hydrochloric  acid. 

With  familiar  ores  the  siliceous  residue  may  be  neglected  when 
apparently  free  from  iron  ;  but  otherwise  they  should  be  fused  or  treated 


188  THE  ANALYSIS  OF  ORES. 

with  hydrofluoric  and  sulphuric  acids  and  such  iron  as  may  have  existed 
as  colourless  compounds  looked  for,  and  if  found  added  to  the  bulk. 

The  ferric  solution  is  then  nearly  neutralized  with  ammonia,  reduced 
by  an  excess  of  sulphurous  acid,  re-acidified,  the  sulphur  dioxide 
boiled  off,  and  the  somewhat  cooled  solution  titrated  with  decinormal 
bichromate. 

Where  valuation  of  ores  is  the  order  of  the  day  it  is  no  doubt  quicker 
to  perform  the  reduction  with  stannous  chloride  in  strongly  acidified 
solutions,  but  as  we  have  no  practical  experience  of  this  simple 
method  the  interested  reader  must  consult  the  Bibliography,  and  look 
up  details  for  himself.  Different  modifications  of  the  process  are 
described  in  the  well-known  books  written  respectively  by  Sutton,  Blair, 
liOrd,  Fresenius,  Dittmar,  and  Ledebur,  as  well  as  in  others  less-known 
and  accessible. 

Ferrous  Oxide. 

This 'constituent  can  be  satisfactorily  determined  only  when  the  ore 
is  free  from  higher  oxides  of  manganese  and  organic  matter.  The 
former  would  evolve  chlorine  with  hydrochloric  acid,  and  so  cause  the 
results  to  be  low ;  the  latter,  by  reacting  with  the  bichromate  or 
permanganate  used,  might  make  the  results  too  high.  It  is  sometimes 
possible  in  the  presence  of  organic  matter  to  estimate  the  ferrous  oxide 
approximately,  after  dissolving  as  usual  and  cooling,  if  the  organic  matter 
is  removed  before  titrating.  Sometimes  also  a  similarly  question- 
able result  may  be  obtained  by  titrating  the  iron  existing  in  the  ferric 
state  with  stannous  chloride  and  iodine ;  the  ferrous  oxide  being  then 
found  by  difference  after  determining  the  total  iron.  The  presence  of 
pyrites  would  of  course  interfere  with  an  accurate  estimation. 

The  direct  determination  is  made  as  follows :  Place  one  gram  of  the 
ore  along  with  a  good  pinch  of  sodium  bicarbonate  into  a  flask  fittcxl 
like  the  one  used  for  standardizing  permanganate  (page  108)  and  add 
20  c.c.  hot  hydrochloric  acid.  When  the  ore  is  quite  decomposed,  cool 
and  dilute.  If  a  spot  test  with  ferri-cyanide  shows  that  ferrous  oxide  is 
present,  titrate  with  bichromate. 

1  c.c.  ~  K^Cr.O^^  0-0072  gram  FeO. 

The  ferrous  oxide  in  insoluble  residues  is  assayed  separately  as  ii\ 
refractory  materials. 

Silica,  Alumina,  and  Titanic  Oxide. 
Decompose  from  three  to  five  grams  of  the  well-ground  ore  ^vith 
hydrochloric  acid  and  boil  to  dryness.     *  Take  up  '  in  hydrochloric  acid 
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and  collect,  ignite,  and  weigh  the  silica.  If  the  silica  is  tolerably  pure^ 
determine  its  amount  by  volatilization  with  hydrofluoric  acid,  and  add 
the  ignited  residue  after  dissolving  {via  fusion  if  necessary)  to  the 
filtrate. 

Alumina  is  precipitated  from  the  ferric  solution  by  adding  two  or 
three  grams  of  sodium  phosphate,  adjusting  the  acidity,  reducing  the 
iron  to  the  ferrous  state  with  thiosulphate,  precipitating  aluminium 
phosphate  with  an  excess  of  the  same  salt,  and  completing  the  estima- 
tion as  in  steel  or  ferro-aluminium. 

An}*^  titanic  oxide  existing  in  the  ore  will  be  found  with  the 
aluminium  phosphate  in  a  form  closely  approximating  to  Al^O, .  P2O5, 
and  according  to  its  amount  it  can  be  estimated  colorimetrically  or 
gravimetrically  in  the  already  described  ways. 

If  titanic  oxide  only  is  being  looked  for,  the  dissolved  ore  is 
evaporated  with  sulphuric  acid,  the  siliceous  residue  dissolved  in 
hydrofluoric  and  sulphuric  acid  and  evaporated  to  strong  fumes,  the 
two  solutions  mixed,  and  hydrogen  peroxide  added  as  usual.  A 
gravimetric  estimation  necessarily  involves  the  precipitation  of 
alumina  and  titanic  oxide  together  and  their  separation  as  on 
page  123. 

Manganese. 

Some  ores  go  completely  into  solution  on  digesting  in  a  platinum 
crucible  with  a  mixture  of  hydrofluoric  and  nitric  acids,  and  the 
bismuthate  process  can  then  be  applied  at  once  after  diluting  and 
boiling ;  but  this  mode  of  attack  often  fails  or  is  troublesome. 

The  following  is  a  more  general  process :  Dissolve  one  gram  of  the 
ore  in  hydrochloric  acid,  add  a  little  hydrofluoric  acid  if  the  siliceous 
residue  is  considerable,  then  10  c.c.  sulphuric  acid,  and  evaporate  until 
the  solution  fumes  strongly,  so  as  to  completely  expel  all  chlorides. 
Transfer  from  the  porcelain  dish  to  a  flask,  dilute  with  an  equal  volume 
of  water,  add  30  c.c.  1*20  nitric  acid,  and  if  everything  is  dissolved, 
cool,  add  an  excess  of  bismuthate,  and  finish  as  usual. 

1  C.C.  ^  KMn04  =  0-00142  gram  MnO. 

Sulphur. 

This  element  may  exist  as  sulphide  (pyrites,  galena)  or  sulphate 
(gypsum,  barytes). 

Five  to  ten  grams  of  an  ordinary  ore  are  digested  with  nitro-hydro- 
chloric  acid,  and  the  soluble  portion,  after  evaporation,  treated  as  though 
it  were  a  steel.     To  examine  the  insoluble  portion,  fuse  with  sodium 
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carbonate,  extract  the  melt  with  water,  filter,  or  filter  a  fraction  only 
if  the  residue  is  considerable,  acidify,  evaporate  to  dryness  or  not  to 
remove  silica  according  as  the  solution  remains  clear  or  becomes 
turbid,  and  finally  precipitate  with  barium  chloride  and  weigh  the 
sulphate.  Detailed  instructions  for  the  estimation  of  sulphur  in  ores 
containing  barium  are  given  on  page  203. 

Fhosphoms. 
In  dealing  with  strange  ores  the  most  important  consideration  by  far 
in  relation  to  the  estimation  of  phosphorus  is  whether  or  not  the  ore 
contains  titanic  oxide.  It  is  well  therefore  to  postpone  this  determina- 
tion until  the  alumina  has  been  done  and  the  presence  or  absence 
of  titanium  settled. 

(a)  If  Titanium  is  present  dissolve  two  grams  of  the  ore  in  hydrochloric 
acid,  eliminate  silica  from  the  separated  residue  with  hydrofluoric 
and  sulphuric  acids,  mix  the  two  solutions,  reduce  the  iron  to  the 
ferrous  state,  add  alum,  collect  the  phosphorus  in  the  form  of  basic 
aluminium  phosphate,  and  go  through  the  remaining  operations  as  on 
page  173. 

(b)  If  Titanium  is  absent  dissolve  two  grams  of  the  ore  in  hydrochloric 
acid,  evaporate  nearly  to  dryness,  add  50  c.c.  1*20  nitric  acid,  and  then 
while  vigorously  boiling  add  a  strong  solution  of  permanganate  in 
small  portions  at  a  time  until  a  persistent  precipitate  of  manganic  oxide 
forms.  As  much  hydrochloric  acid  as  possible  should  be  evaporated  in 
the  first  instance,  providing  only  the  added  nitric  acid  can  form  a  clear 
solution  j  the  remaining  hydrochloric  acid  is  then  quickly  eliminated. 

The  nitric  acid  solution  of  the  ore  is  cleared  with  a  few  drops  of  sul- 
phurous acid,  filtered,  washed  with  very  little  water,  ammonia  added 
until  there  are  signs  of  ferric  oxy-coni pounds  forming,  i,e,  until  the 
solution  becomes  a  much  deeper  red  in  colour,  and  then  precipitated 
with  the  nitro-molybdate  reagent,  and  finished  as  usual. 

Any  phosphorus  which  it  is  feared  may  exist  in  the  residue  can  be 
easily  detected  by  treating  with  hydrofluoric  and  sulphuric  acids,  and 
testing  the  evaporated  solution  with  molybdate. 

We  have  never  seen  a  nitro-molybdate  solution  made  to  any  formula 
whatever,  except  such  as  contained  organic  acids,  which  did  not 
•deposit  molybdic  oxide  after  a  few  weeks  or  months.  When  so  little 
demand  exists  that  the  solution  becomes  considerably  weakened  in  this 
way  before  the  quantity  made  can  be  used  up,  it  is  better  to  keep  a 
solution  of  ammonium  molybdate  and  add  nitric  acid  to  as  much  of  it  as 
is  needed.     Thus,  a  hundred  grams  of  molybdic  oxide  m^y  be  dissolved 
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in  70  cc.  strong  ammonia,  and  made  up  to  200  c.c.  Ten  c.c.  of  this 
solution  mixed  with  30  cc.  1*20  nitric  acid  are  equal  to  40  cc.  of  the 
mixture  recommended  on  page  56. 

The  separate  addition  to  the  steel  solution  in  proportionate  amounts 
of  nitric  acid  and  alkaline  ammonium  molybdate  should  not  be  prac- 
tised. The  results  thus  obtained  are  always  too  high  through  occlusion 
by  the  precipitate  of  extra  molybdic  oxide.  With  tap  cinders  and  basic 
slags  results  two  or  three  per  cent,  too  high  have  been  obtained  in  this 
way. 

Carbon  Dioxide. 

The  amount  of  this  constituent  may  be  very  considerable,  but  its 
influence  in  works'  operations  is  relatively  small,  and  consequently  the 
almost  universal  mode  of  determining  it  is  by  loss 
when  the  ore  is  treated  with  acid.  Any  of  the  more 
perfected  and  elaborate  pieces  of  apparatus  figured 
in  trade  catalogues  may  be  used,  but  a  simple  form, 
such  as  ParnelFs,  Fresenius  and  Wills',  or  the  one 
shown  in  Fig.  13,  meets  most  requirements. 

From  one  to  two  grams  of  the  ore  is  weighed  into 
the  small  tube  ^,  which  is  made  by  cutting  down  a 
test  tube  and  flattening  the  bottom.  About  20  cc. 
dilute  sulphuric  acid  is  added  to  the  flask  and  the 
small  tube  arranged  so  that  no  acid  can  touch  the 
ore.  The  complete  apparatus  is  then  weighed. 
The  ore  and  acid  may  be  brought  into  contact,  and 
the  liberation  of  carbon  dioxide  controlled  somewhat 
by  gently  tapping  and  shaking  the  flask.  When  all 
action  has  ceased  the  mixture  is  warmed,  but  by  no 
means  boiled,  and  a  stream  of  dry  air  aspirated 
through  the  solution  and  the  upright  calcium  chloride  tube  so  as  to 
drive  out  carbon  dioxide,  but  no  moisture.  The  flask  is  allowed  to 
stand,  having  its  entrance  and  exit  closed  with  rubber  caps,  until  it  is 
quite  cold,  then  re-weighed,  and  the  loss  calculated  to  percentage. 

A  direct  estimation  can  be  made  by  attaching  a  weighed  potash  bulb 
to  the  calcium  chloride  tube  so  as  to  absorb  the  evolved  carbon 
dioxide. 

Water  and  Organic  Matter. 

If  an  ore  is  free  from  carbon  dioxide  and  ferrous  oxide,  it  is  gene- 
rally sufficiently  accurate  to  express  these  constituents  as  "  Loss  on  Igni- 
tion."   The  limited  practice  of  making  an  analysis  add  up  to  a  hundred 
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per  cent,  by  calling  the  difference  water  and  organic  matter  is  less 
commendable. 

Both  constituents  may  be  estimated  together  or  separately,  as  in 
manganese  ores  on  page  202  ;  in  the  latter  case  a  weighed  calcium 
chloride  tube  must  come  between  the  combustion  tube  and  the  potash 
bulb. 


Lime  and 

.  Dissolve  three  grams  of  the  ore  in  a  liberal  amount  of  hydrochloric 
acid.  If  the  residue  is  small  and  not  likely  to  contain  either  of  the  con- 
stituents sought,  the  acid  solution  is  neutralized  with  ammonia  and 
ammonium  carbonate  without  filtering.  The  solution  is  then  diluted  to 
about  250  c.c,  and  the  iron  precipitated  with  a  few  cubic  centimetres 
ammonium  acetate  and  two  or  three  c.c.  acetic  acid.  Heat  the  mixture  to 
boiling,  make  up  to  about  305  c.c,  and  at  once  filter  off  200  c.c.  through 
a  fluted  paper.  If  large  amounts  of  manganese  are  present,  or  nickel  or 
copper,  then  make  the  filtrate  decidedly  alkaline,  and  precipitate  with 
sulphuretted  hydrogen.  But  if  a  small  amount  of  manganese  only  is 
present,  its  precipitation  with  bromine  and  a  small  excess  of  ammonia 
causes  no  appreciable  loss  of  either  lime  or  magnesia. 

Filter  off  the  precipitated  manganese,  evaporate  the  solution  to  the 
limits  of  a  200  c.c.  beaker,  and  precipitate  the  lime  as  oxalate,  and 
weigh  as  oxide  or  sulphate. 

The  ammonium  chloride  which  it  is  desirable  to  have  present  during 
each  of  the  preceding  separations,  but  which  may  prevent  the  final 
solution  being  evaporated  to  as  low  a  bulk  as  is  desirable  for  the 
precipitation  of  ammonium  magnesium  phosphate,  is  conveniently 
driven  off  by  evaporating  to  low  bulk  with  nitric  acid. 

Chromiiun. 
Two  grams  of  the  ore  are  fused  with  sodium  carbonate  with  free 
access  of  air  in  a  platinum  dish,  or  with  sodium  peroxide  in  a  nickel 
crucible,  and  the  fused  mass  extracted  with  water.  A  yellow  filtrate 
indicates  chromium.  Its  amount  may  be  estimated  colorimetrically  by 
comparison  with  standard  solutions  of  sodium  chromate  or  by  acidifying 
the  filtrate  with  sulphuric  acid,  and  titrating  with  permanganate. 

1  C.C.  ^  KMnO.  =  000254  gram  Cr,0«. 

If  more  than  one  or  two  tenths  per  cent,  are  present  the  ore  is  dis- 
solved in  hydrochloric  acid  and  any  insoluble  residue  also  dissolved 
after  fusion.  The  solution  is  then  eva{)orated  with  sulphuric  acid  stnd 
treated  as  that  of  a  steel. 
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Vanadium. 

If  titanium  is  absent  the  colour  test  for  vanadium  is  applied  by  dis- 
solving in  hydrochloric  acid,  evaporating  with  sulphuric  acid,  and  add- 
ing hydrogen  peroxide.  Its  presence  may  also  be  detected  by  fusing 
%vith  caustic  soda  in  an  open  silver  dish,  extracting  with  water, 
and  passing  sulphuretted  hydrogen  through  the  filtrate.  The  reddish 
violet  colour  of  the  sulphovanadite  is  characteristic. 

To  estimate  vanadium  color!  metrically  when  titanium  is  also  present 
the  latter  may  be  precipitated  along  with  any  aluminium  and  chromium 
by  boiling  faintly  acidified  solutions  with  thiosulphate.  The  filtrate  is 
then  boiled  with  nitric  acid  and  evaporated  with  sulphuric  acid  so  as  to 
eliminate  chlorides  before  adding  hydrogen  peroxide.  The  ignited 
residue  must  always  be  fused  with  sodium  carbonate,  the  melt  extracted 
with  water,  and  vanadium  looked  for  in  the  acidified  solution. 

As  an  alternative  the  vanadium  may  be  precipitated  from  a  solution 
of  ten  grams  of  the  ore  as  a  basic  aluminium  vanadate  (page  92). 
The  washed  precipitate  is  fused,  extracted  with  water,  the  acidified 
filtrate  reduced  with  sulphurous  acid  and  titrated  with  permanganate. 

1  c.c.  -^  KMn04  =  0-0091 2  gram  V2O5. 

Special  methods  would  be  required  for  the  rich  vanadiferous  ores 
used  in  the  manufacture  of  ferro-vanadium,  but  a  steel-works'  demand 
for  such  processes  does  not  at  present  exist. 

Oopper,  Zinc,  Nickel,  Cobalt. 
These  constituents  are  present  in  British  iron  ores  in  negligible 
amounts  only.     To  determine  whether  any  or  all  the  oxides  are  worth 
consideration,  dissolve  five  grams  of  the  ore  in  hydrochloric  acid,  and 
make  an  acetate  separation.    It  is  well  to  aim  at  making  the  neutraliza- 
tion so  nicely  that  the  ferric  oxychloride  is  decomposed  by  boiling 
^thout  adding  any  acetate,  so  that  the  filtrate  may  contain  practically 
a.11  the  copper  as  well  as  the  manganese,  nickel,  cobalt,  and  zinc. 

Make  the  filtrate  slightly  ammoniacal,  add  3  or  4  c.c.  acetic  acid  and 
A    iew  c.c.  ammonium  acetate,  and  pass  sulphuretted  hydrogen.     The 
ixi3'nganese  only  remains  in  solution.     If  the  volume  of  the  precipitate 
vfT^rrants  a  further  examination  dissolve  it  in  nitric  acid,  evaporate  to 
^ness,  take  up  in  hydrochloric  acid,  precipitate  copper  with  sulphur- 
hydrogen,  and  estimate  its  amount  in  the  usual  way. 
^dd  sodium  carbonate  to  the  concentrated  filtrate  until  a  faint  pre- 
cil^i^^^^  appears,  clear  with  a  drop  of  hydrochloric  acid,  and  pass 
sulpbnretted  hydrogen.      Any  zinc  sulphide  precipitated  is  washed 
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'svith  sulphuretted  hydrogen  water,  and  either  ignited  to  oxide  or 
transformed  to  phosphate.  In  the  former  case  a  re-ignition  with 
ammonium  carbonate  is  needed  to  completely  expel  sulphuric  acid. 

The  filtrate  containing  nickel  and  cobalt  is  acidified,  boiled  to 
eliminate  sulphuretted  hydrogen,  and  the  combined  metals  estimated 
cyanometrically. 

When  the  approximate  amounts  of  these  rarely  occurring  oxides  have 
been  sorted  out  in  the  above  fashion,  the  copper  or  nickel  and  cobalt 
may  be  estimated  in  a  more  direct  way  by  dissolving  ten  grams  of  the 
ore,  reducing  the  iron  to  the  ferrous  state,  and  passing  sulphuretted 
hydrogen.  The  sulphide  of  copper  is  collected  and  ignited  to  oxide,  or 
estimated  iodometrically  as  in  steel.  The  filtrate  is  then  boiled,  oxidized 
with  nitric  acid,  the  iron  separated  with  acetate,  and  as  large  a  fraction 
of  the  filtrate  as  convenient  evaporated  to  a  small  bulk,  and  titrated 
with  potassium  cyanide  and  silver  iodide. 

Zinc. 

The  method  proposed  by  Hampe  for  the  assay  of  zinc  ores  has  been 
modified  in  the  following  way  by  Kinder  {Stahl  und  Eisen,  xvi.  675)  so 
as  to  fit  it  for  determining  small  amounts  of  zinc  in  iron  ores. 

Five  grams  of  the  ore  are  dissolved  in  hydrochloric  and  evaporated 
with  sulphuric  acid  until  the  solution  fiimes.  The  cooled  solution  is 
diluted,  digested,  and  filtered.  The  filtrate,  which  is  now  free  from  lead, 
is  diluted  to  300  or  400  c.c.  and  saturated  with  sulphuretted  hydrogen. 
After  removing  copper  sulphide,  an  excess  of  ammonium  formate  solu- 
tion (made  by  neutralizing  formic  acid  of  ri5  specific  gravity  with 
ammonia  of  0*96  s.g.)  and  15  c.c.  formic  acid  is  added.  Any 
zinc  present  is  precipitated  as  sulphide ;  but  if  the  amount  is  consider- 
able, more  sulphuretted  hydrogen  should  be  passed  into  the  warm 
solution. 

If  the  precipitated  zinc  sulphide  is  white  it  may  be  at  once  weighed 
as  such  or  as  oxide ;  but  if  at  all  coloured  it  should  be  dissolved  in 
hydrochloric  acid,  ammonia  added  to  faintly  alkaline  reaction,  then 
15  c.c.  excess  of  formic  acid  and  the  zinc  re-precipitated  as  before. 

We  have  had  no  experience  with  this  method.  See  also  Platz 
{Journal  Iron  and  Steel  Inst,  1889,  ii.  484),  Flath  (Joum.  Sac.  Chem,  Ind. 
1901,  935). 

Antimony  and  Lead. 

These  metals  as  well  as  arsenic  would  be  precipitated  along  w^ith 
copper  in  the  operations  described  on  page  193.     Their  separate  estima- 
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tion  need  not  be  dealt  with,  as  it  proceeds  on  similar  lines  to  those 
adopted  in  analyzing  white  metal  alloys ;  and,  moreover,  they  are  very 
rarely  even  looked  for  by  the  works*  analyst.  The  former  metal  would 
be  estimated  with  the  arsenic  in  the  second  of  the  following  methods  : 

Arsenic. 

If  the  necessary  apparatus  is  prepared  the  amount  of  arsenic  in  an 
ore  is  determined  by  simply  dissolving  a  sample  in  the  retort,  then 
distilling  with  strong  hydrochloric  acid  and  ferrous  chloride,  and 
titrating  the  distillate. 

To  separate  the  arsenic  so  as  to  use  the  same  mode  of  estimating  it  as 
is  used  for  steels,  a  procedure  described  by  Messrs.  J.  &  H.  S.  Pattinson 
{Jour,  Soc.  Cheni,  Ind.  1898,  212)  is  very  convenient,  and,  according  to 
our  test  analyses,  very  accurate.  As  the  separation  is  made  in  concen- 
trated hydrochloric  acid  solutions,  such  amounts  of  lead,  copper,  and 
antimony  as  occur  in  iron  or  manganese  ores  do  not  interfere.  Ordinary 
filter  papers  are  apt  to  break  with  such  acid  solutions,  and  Messrs. 
Pattinson  use  asbestos :  there  is  no  difficulty,  however,  in  using  the 
paper  pulp  filter. 

Dissolve  three  grams  of  the  ore  in  30  c.c.  concentrated  hydrochloric 
acid  (and  a  little  potassium  chlorate  or  permanganate  if  the  ore  is  likely 
to  contain  ferrous  oxide)  by  gently  heating.  Filter  the  liquid  through 
a  small  pulp  filter  and  wash  the  residue  two  or  three  times  with  small 
amounts  of  strong  hydrochloric  acid.  Add  a  strong  solution  of  stannous 
chloride  ^  until  the  disappearing  colour  shows  that  all  the  iron  has  been 
reduced  to  the  ferrous  state,  and  then  one  or  two  drops  in  excess. 

The  arsenic,  now  present  as  arsenious  acid,  is  precipitated  by  saturat- 
ing the  cold  liquid  with  sulphuretted  hydrogen.  The  precipitated 
arsenious  sulphide  is  collected  on  a  small  pulp  filter  and  washed  with  a 
mixture  of  five  parts  hydrochloric  acid  and  two  parts  sulphuretted 
hydrogen  water,  and  finally  with  water  alone.  The  filter  is  then 
^plit,  treated  with  an  excess  of  sodium  sulphide  and  ammonium 
ehloride  to  separate  traces  of  iron,  and  the  filtrate  proceeded  with 
£ls  on  page  105. 

A  process  also  devised  by  Messrs.  J.  &  H.  S.  Pattinson  {Jour.  Soc. 

C7Aem.  Ind.  1893,  119)^  for  eliminating  arsenic  during  the  estimation 

4yf  phosphorus  does  not  appear  to  be  quite  so  simple  and  ready  a  means 

->  3iade  by  disaohing  fifty  grains  of  pure  tin,  or  its  equivalent  of  stannous 
^"i^loride,  and  afterwards  diluting  to  200  c.c.  with  strong  hydrochloric  acid. 

2  •X'his  paper  deals  with  the  influence  of  acidity,  volume  of  solution,  etc.,  on  the 
_2-.'^^*l j>itation  of  arsenic  from  ferrous  solutions  with  zinc  sulphide. 
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of  separating  arsenic  as  the  foregoing,  but  our  test  analyses  quite 
confirm  those  obtained  gravimetrically  by  its  authors. 

Dissolve  three  grams  of  the  ore  as  before  and  evaporate  so  as  to  leave 
only  a  very  small  excess  of  hydrochloric  acid ;  a  small  siliceous  residue 
need  not  be  filtered  off.  Cool  the  solution,  keep  its  volume  below  50 
c.c.  and  add  a  solution  of  thiosulphate  (500  grams  per  litre)  from  a 
burette,  until  one  drop  fails  to  produce  the  violet  colour  of  ferric  thio- 
sulphate. At  the  end  of  the  reduction  the  solution  should  have  no 
colour,  or  merely  the  green  colour  due  to  ferrous  chloride.  If  only  a 
small  excess  of  hydrochloric  was  present  very  little  sulphur  dioxide  vnll 
have  been  evolved  on  adding  the  thiosulphate. 

Dilute  the  solution  to  50-60  c.c.  and  boil  to  expel  all  or  at  least  the 
greater  part  of  the  sulphur  dioxide.  This  can  be  done  by  one  or  two 
minutes'  brisk  boiling  if  the  precaution  of  having  only  small  excesses  of 
hydrochloric  acid  and  thiosulphate  has  been  regarded.  Otherwise  the 
expulsion  takes  much  longer  time,  and  not  only  involves  a  danger  of 
losing  a  little  arsenic  by  volatilization,  but  also  causes  sulphur  to  be 
precipitated,  and  this  both  obscures  very  small  precipitates  of  arsenious 
sulphide  in  the  subsequent  operation  and  retards  the  filtration.  The 
complete  expulsion  of  sulphur-dioxide  is  not  otherwise  essential. 

To  the  cold  and  clear  solution  add  7-10  c.c.  strong  hydrochloric  acid 
and  precipitate  the  arsenic  with  zinc  sulphide  as  on  page  104.  Under 
favourable  circumstances — ie,  when  no  free  sulphur  can  separate — as 
little  as  0 -001  gram  of  arsenic  trisulphide  is  distinctly  observable.  The 
precipitate  is  collected  on  a  pulp  filter,  washed  with  five  per  cent,  hydro- 
chloric acid,  traces  of  iron  and  any  copper  existing  in  the  ore  separated 
with  sodium  sulphide  and  the  estimation  of  arsenic  completed  in  the 
manner  already  described.  Any  antimony  existing  in  the  ore  would 
probably  be  reckoned  as  arsenic. 

Alkalis. 

Dissolve  three  grams  of  the  ore  in  hydrochloric  and  a  few  drops  of 
nitric  acid  and  filter.  The  insoluble  residue  may  contain  the  greater 
portion  of  the  alkalis.  After  ignition,  therefore,  decompose  it  with 
hydrofluoric  acid,  and  only  rather  more  sulphuric  acid  than  is  needed  to 
leave  all  the  non-volatile  constituents  as  sulphates  after  the  excess  of 
hydrofluoric  acid  has  been  evaporated  off.  Boil  the  residue  with 
water,  or  dilute  hydrochloric  acid  if  thought  to  be  necessary,  and  add  to 
the  filtered  ferric  solution.  Neutralize  the  bulk  of  the  acid,  add  a 
small  excess  of  barium  chloride,  and  filter  off  the  precipitated  barium 
sulphate.     Heat  the  filtrate  thus  obtained  nearly  to  boiling,  add  an 
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excess  of  ammonium  carbonate,  make  up  to  305  c.c,  and  preserve  200 
CO.  of  the  clear  filtrate. 

The  preceding  operations  should  have  eliminated  practically  all 
the  iron,  aluminium,  manganese,  barium,  calcium,  magnesium,  and 
phosphorus.  In  order  to  detect  any  remaining,  evaporate  the  filtered 
200  c.c.  to  dryness,  heat  gently,  extract  the  residue  with  hot  water, 
and  filter  off  any  insoluble  portion. 

The  clear  filtrate  is  acidified  with  hydrochloric  acid,  re-evaporated  to 
dryness,  ignited  to  low  redness  to  drive  off  any  ammonium  salts,  and 
weighed  as  a  mixture  of  sodium  and  potassium  chlorides.  The  weight 
of  the  combined  or  separate  alkaline  oxides  is  obtained  as  on  page  217. 

If  the  siliceous  residue  was  very  small  or  completely  volatilized  after 
ignition,  then  the  main  solution  only  need  be  dealt  with. 


CHIEF  CONSTITUENTS  ON  ONE  SAMPLE. 

When  an  abundant  supply  of  ore  is  available  the  practice  of 
estimating  as  many  constituents  as  possible  on  the  same  sample  is  not  a 
good  one.  But  the  care  and  exactness  required  to  account  for  the  full 
weight  taken,  as  well  as  obtain  accurate  individual  figures,  makes  it  a 
good  exercise  for  students ;  and  occasions  do  sometimes  arise  in  the 
analysis  of  both  minerals  and  metals  which  require  the  work  to  be  done 
on  as  small  a  sample  as  possible. 

Dissolve  one  and  a  quarter  grams  of  the  ore  in  hydrochloric  acid.  If 
exigencies  of  material  require  it  this  should  be  done  in  a  closed  vessel, 
80  that  the  amount  of  carbon  dioxide  may  be  determined ;  or  otherwise, 
"  Loss  on  Ignition  "  is  determined  before  the  sample  is  treated  with  acid. 
Add  one  or  two  c.c.  nitric  acid  and  evaporate  the  solution  to  dryness, 
but  do  not  bake.  *  Take  up '  in  hydrochloric  acid,  collect  the  silica,  and 
volatilize  it  with  hydrofluoric  acid.  Return  any  alumina,  etc.,  which 
had  accompanied  the  silica  to  the  main  filtrate. 

Neutralize  the  ferric  solution  and  precipitate  with  a  small  amount  of 
ammonium  acetate.  Collect  the  basic  ferric  acetate  on  a  plain  filter 
£tted  to  a  ribbed  funnel,  and  wash  it  three  or  four  times  with  hot 
vater  containing  a  drop  or  two  of  the  precipitant.  Transfer  as  much 
of  the  precipitate  as  possible  to  the  original  beaker  by  means  of  a 
spatula,  and  dissolve  the  rest  from  the  paper  by  dropping  warm  concen- 
rrated  hydrochloric  acid  on  to  it,  and  washing  with  cold  water. 

Re-precipitate  the  dissolved  ferric  acetate  with  ammonia,  collect  on 
tlie  previously  used  paper,  wash,  dry,  ignite  apart  from  the  paper,  and 
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weigh  as  FejO^  +  AlgOg  +  PgOg.  Dissolve  in  hydrochloric  acid,  estimate 
and  allow  for  the  small  amount  of  insoluble  silica,  reduce  a  fraction  of 
the  solution  with  sulphurous  acid  and  titrate.  The  remaining  fraction  is 
used  for  a  direct  estimation  of  alumina  by  means  of  sodium  phosphate 
and  thiosulphate  in  case  greater  accuracy,  or  a  confirmation  of  the 
indirect  result  deduced  from  the  ferric  oxide  determination,  is  required. 

The  ammoniacal  filtrate  may  be  mixed  with  the  acetate  filtrate  or 
thrown  away  according  to  the  expected  amounts  of  lime  and  magnesia. 
After  evaporating  to  a  suitable  bulk  the  manganese  is  precipitated  with 
bromine  and  a  small  excess  of  ammonia,  avoiding  contact  of  the 
solution  and  atmosphere  as  much  as  possible.  Collect  the  manganic 
hydrate  and  ignite  to  mangano-manganic  oxide,  or  estimate  in  any 
other  convenient  way. 

The  filtrate  is  then  precipitated  with  ammonium  oxalate,  in  order  to 
estimate  lime,  and  the  subsequent  filtrate  used  for  the  estimation  of 
magnesia  after  driving  out  the  large  amounts  of  ammonium  salts.  By 
avoiding  the  use  of  fixed  alkalis  it  is  possible  to  estimate  alkaline  oxides 
in  the  magnesia  filtrate. 

The  remaining  constituents  must  be  estimated  on  separate  samples. 
Instructions  in  the  form  of  tables  for  making  analyses  in  similar  ways 
to  this  have  been  published  by  Julien  {Chem.  News,  xxiv.  292),  and 
Morgan  (Jmr,  Soc.  Chem,  Ind.  1894,  1023). 
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MANGANESE  ORES. 

The  black  oxide  of  manganese,  which  was  somewhat  fetishly  used  by 
Sheffield  steel  makers  for  its  cleansing  and  strengthening  properties  be- 
fore the  introduction  of  ferro-manganese  alloys,  and  is  still  used  as  a 
flux,  will  serve  as  a  typical  ore.  Mineralogically  the  black  oxide  may 
be  pyrolusite,  psilomelane,  or  a  mixture  of  the  two,  and  for  a  complete 
analysis  there  must  be  determined  :  manganese  dioxide  and  monoxide, 
ferric  oxide,  alumina,  baryta,  lime,  silica,  sulphuric,  phosphoric,  and 
arsenic  acids,  and  water  and  organic  matter.  For  works'  purpose  trouble 
is  rarely  taken  to  determine  more  than  the  total  manganese,  crude  silica, 
and  relative  freedom  from  sulphur  and  phosphorus. 


GENERAL  ANALYSIS. 

Digest  one  gram  of  the  ore  with  20  c.c.  concentrated  hydrochloric 
acid  until  only  a  siliceous  residue  is  undissolved.  Evaporate  nearly  to 
dryness,  add  3  or  4  c.c.  hydrochloric  acid,  dilute  to  about  150  cc,  add 
a  drop  or  two  of  sulphuric  acid,  and  allow  the  solution  to  stand  over- 
night. 

The  residue  is  collected,  washed  with  very  dilute  hydrochloric  acid, 
and  ignited.  Besides  silica  it  may  contain  barium  sulphate,  alumina, 
lime,  etc. ;  fuse  therefore  with  sodium  carbonate,  evaporate  with  hydro- 
chloric acid,  'take  up'  with  more  hydrochloric  and  a  drop  or  two  of 
sulphuric  acid,  and  after  standing  in  a  warm  place  for  an  hour  or  so, 
collect  and  weigh  the  mixture  of  silica  and  barium  sulphate.  The 
silica  is  volatilized  with  hydrofluoric  and  a  drop  of  sulphuric  acid,  and 
its  percentage  calculated  from  the  loss ;  the  residue  is  barium  sulphate, 
which  must  be  calculated  to  oxide.  The  filtrate  is  precipitated  with 
ammonia,  and  the  residue  (alumina)  and  the  new  filtrate  (if  it  contains 
lime)  added  in  their  respective  places  in  the  analysis  of  the  main 
portion. 

Add  five  or  six  grams  ammonium  chloride  and  an  excess  of  ammonia 
to  the  main  filtrate  to  precipitate  iron  and  alumina,  but  not  manganese 
or  lime.  The  small  amount  of  manganese  possibly  carried  down  may 
be  neglected  unless  it  is  being  estimated  on  the  same  sample,  and  then 
it  must  be  recovered  by  a  re-precipitation.  If  a  large  amount  of  iron  is 
present  the  ammonium  chloride  is  omitted,  and  an  acetate  separation 
made  as  in  an  iron  ore. 
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Dissolve  the  ferric  and  aluminic  hydrates,  together  with  the  alumina 
recovered  from  the  siliceous  residue,  in  hydrochloric  acid,  and  estimate 
the  alumina  by  boiling  with  sodium  phosphate  and  thiosulphatc.  Boil 
the  filtrate  with  nitric  acid,  remove  the  liberated  sulphur  by  filtration, 
precipitate  the  iron  with  ammonia  (as  phosphate),  and  estimate  it 
volumetrically  in  the  usual  way.  Any  titanic  oxide  in  the  ore  will  be 
found  partly  with  the  silica  and  barium  sulphate  residue,  but  mostly 
with  the  precipitated  aluminium  phosphate,  and  on  treating  the  latter 
with  hydrochloric  acid  it  will  not  dissolve  to  a  clear  solution  as  it 
should  if  pure. 

The  solution  containing  the  manganese  is  diluted  to  at  least  half  a 
litre,  precipitated  with  bromine  and  a  small  excess  of  ammonia,  boiled 
and  filtered  through  a  fluted  paper.  The  manganic  hydrate  is  washed 
with  three  per  cent,  nitric  acid,  the  washings  neutralized,  the  small 
amount  of  manganese  they  may  contain  re-precipitated  and  added  to  the 
bulk,  and  the  whole  ignited  at  the  highest  attainable  muffle  temperature 
before  weighing  as  mangauoso-manganic  oxide.  The  lime  is  precipitated 
as  oxalate  from  the  combined  filtrates  after  evaporating  to  about 
150  C.C. 

Estimated  in  the  above  manner  the  manganese  would  be  somewhat 
too  high  and  the  lime  too  low,  on  account  of  the  imperfect  separation 
of  the  two  whenever  the  former  is  precipitated  as  hydrated  dioxide 
from  neutral  or  alkaline  solutions.  A  more  accurate  result  is  obtained 
by  heating  the  solution  to  boiling,  making  strongly  alkaline  with 
ammonia,  and  passing  a  rapid  stream  of  washed  sulphuretted  hydrogen 
gas  until  the  manganese  is  completely  precipitated;  then  filtering 
rapidly  through  a  fluted  paper  and  measuring  the  volume  of  filtrate 
and  residue  respectively,  so  as  to  av.oid  washing.  The  filtrate  is 
evaporated,  traces  of  manganese  which  have  escaped  precipitation  as 
sulphide  thrown  out  with  bromine  and  ammonia,  and  the  lime 
estimated  as  usual. 

The  remaining  constituents  are  more  conveniently  determined  on 
separate  samples. 

Total  Manganese. 

The  volumetric  determination  is  made  as  follows  :  Dissolve  one  gram 
in  hydrochloric  acid,  add  two  or  three  c.c.  hydrofluoric  acid  to  break  up 
silica  compounds,  and  evaporate  with  10  c.c.  sulphuric  acid  to  strong 
fumes  :  then  dilute  and  filter. 

At  this  point  hydrogen  peroxide  may  be  added  to  test  for  titanic 
oxide,  which,  if  present,  can  be  at  once  colorimetrically  estimated. 
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Dilute  the  solution  to  200  c.c,  measure  out  25  c.c,  add  20  c.c. 

1*42  nitric  acid,<and  make  the  bismuthate  estimation  as  in  manganese 

alloys  (page  127). 

Peroxide  of  Manganese. 

The  respective  amounts  of  manganese  existing  as  dioxide  and 
monoxide,  although  the  information  is  of  little  value  to  the  steel  maker, 
must  necessarily  be  determined  in  order  to  make  a  statement  of  a 
complete  analysis. 

From  five  to  six  decigrams  of  the  iron  *  flower '  wire  used  for 
standardizing  permanganate  is  dissolved  in  about  70  c.c.  dilute  sulphuric 
acid  (1  to  3).  When  the  last  trace  of  iron  has  disappeared  half  a  gram 
of  ore  ground  as  finely  as  possible  in  an  agate  mortar  is  weighed  into 
a  diminutive  porcelain  crucible,  and  slid  bodily  into  the  boiling  acid 
ferrous  solution.  The  flask  is  stoppered,  except  for  a  steam  exit, 
and  the  solution  kept  boiling  until  the  ore  is  completely  decom- 
posed, which,  with  very  hard  varieties,  if  properly  ground,  ought  not  to 
take  more  than  fifteen  minutes.  The  solution  is  then  cooled,  diluted, 
and  titrated  with  permanganate  or  bichromate.  The  amount  of  per- 
oxide can  be  calculated  from  the  permanganate  value  of  the  ferrous 
sulphate  actually  oxidized.     The  equation  is 

MnOo  +  2FeS04  +  2H2SO4  =  MnSO^  +  Fe2(S04)3  +  2HoO, 

N 
whence  1  c.c.     ■  KMnO4  =  000435  gram  MnOg. 

Any  ferrous  oxide  existing  in  the  ore  would  introduce  a  negative 
error  when  the  amount  of  peroxide  was  estimated  in  this  way.  If  the 
ore  is  to  be  used  for  bleaching  purposes,  i.e,  the  production  of  chlorine, 
this  error  in  the  valuation  is  desirable,  because  it  corresponds  exactly 
with  the  available  oxygen  lost  in  practice.  But  from  a  strictly 
analytical  point  of  view  an  absolute  process  vrould  be  preferable.  There 
is  a  disposition  to  ignore  the  separate  estimation  of  the  small  amounts 
of  ferrous  oxide  as  well  as  the  afore-mentioned  error  it  introduces,  and 
from  a  steel-works'  standpoint  there  is  certainly  no  harm  in  doing  so. 

Water  and  Organic  Matter. 

These  constituents  are  determined  by  heating  two  grams  of  the  ore 
in  a  tube  between  plugs  of  recently  ignited  asbestos,  and  carrying  the 
water  and  carbon  dioxide  formed,  bv  means  of  a  current  of  dried  air, 
into  a  weighed  potash  bulb. 

The  combustion  tube  need  not  be  more  elaborate  than  a  six  or  eight- 
inch  piece  of  Jena  glass  tubing  (half-inch  diameter)  drawn  out  at  one  end 
to  fit  close  up  to  the  potash  bulb  with  a  rubber  joint,  and  fastened  to  an 
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air-diying  tube  at  the  other  by  means  of  a  perforated  stopper  made 
from  thick-walled  rubber  tubing.  The  combustion  tube  is  laid  on 
a  lamp  screen,  and,  after  starting  the  aspirator,  heated  with  a  bunsen 
burner. 

Sulphur. 

To  estimate  the  total  sulphuric  anhydride,  digest  two  grams  of  the 
ore  with  hydrochloric  acid,  fuse  the  siliceous  residue  with  sodium  car> 
bonate,  extract  the  melt  with  water,  and  filter.  The  barium  is  left  on 
the  filter  as  carbonate;  its  associated  sulphuric  acid  is  in  solution. 
Mix  the  two  filtrates :  if  any  silica  is  precipitated,  then  make  freely  acid» 
evaporate  to  dryness,  and  remove  it ;  but  if  the  solution  remains  clear, 
adjust  the  acidity  with  ammonia  so  that  only  a  small  excess  of  acid  is 
present  and  add  barium  chloride.  If  any  co-precipitation  of  the  dissolved 
silica  is  feared,  the  ignited  barium  sulphate  may  be  treated  with  hydro- 
fluoric and  a  drop  of  sulphuric  acid  and  re-weighed;  but  in  our 
experience  this  has  always  turned  out  to  be  a  needless  operation. 

The  sulphuric  acid  in  combination  with  barium  may  sometimes  be 
estimated  separately  by  boiling  a  suitable  portion  of  the  ore  with 
hydrochloric  acid,  evaporating  to  low  bulk,  diluting,  and  allowing  to 
stand  a  few  hours.  The  collected  residue  is  ignited,  the  silica  driven  off 
with  hydrofluoric  and  sulphuric  acids,  the  residue  fused,  dissolved  in 
hydrochloric  acid,  and  the  solution,  which  contains  all  the  barium,  pre- 
cipitated with  an  excess  of  sulphuric  acid.  The  correctness  of  the 
result  involves  the  assumption  that  no  other  compound  of  barium — e.(j. 
the  carbonate — is  present,  as  well  as  no  soluble  sulphate  which  would 
cause  barium  sulphate  to  be  formed  during  the  hydrochloric  acid  treat- 
ment of  the  ore. 

Phosphorus. 

Dissolve  two  grams  in  hydrochloric  acid,  filter  off  the  siliceous  residue 
and  decompose  it  vnth  hydrofluoric  and  sulphuric  acids.  If  the  ore 
contains  titanic  oxide,  then  separate  the  phosphorus  from  the  man- 
ganous  solution  as  basic  aluminium  phosphate,  fuse  the  precipitate 
obtained  along  with  the  residue  from  the  silica  volatilization,  and 
proceed  further  as  with  titanic  irons  on  page  172. 

But  if  no  titanic  oxide  is  present,  then  after  volatilizing  the  silica  and 
heating  to  strong  fumes,  add  the  sulphuric  solution  to  that  containing 
the  manganese,  collect  the  phosphorus  as  a  basic  ferric  compound,  re- 
dissolve  the  precipitate  in  nitric  acid,  and  estimate  the  phosphorus  via 
pbospho-molybdate  and  lead  molybdate  in  the  usual  way.  Manganese 
ores  generally  contain  arsenic. 
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TUNGSTEN   ORES. 


WOLFRAMITE. 

This  mineral  is  a  tungstate  of  iron  and  manganese,  which  varies 
greatly  in  the  percentage  of  ferrous  and  manganous  oxides.  In  com- 
mercial samples  the  former  ranges  from  ten  to  twenty  per  cent.,  and 
the  latter  from  four  to  fourteen.  The  tungstic  oxide  usually  lies 
between  seventy  and  seventy-five  per  cent.  An  estimation  of  the  main 
•constituents  is  made  as  follows  : 

Fuse  one  gram  of  the  agate-ground  material  with  three  or  four  times 
its  weight  of  sodium  carbonate.  Extract  the  cooled  melt  with  wat-er, 
add  a  little  sodium  peroxide  to  destroy  any  manganates,  and  filter  oflT 
the  ferric  and  manganic  oxides. 

The  clear  filtrate  is  faintly  acidified  with  nitric  acid,  and  then  made 
faintly  alkaline  with  ammonia.  If  any  alumina  is  precipitated  on  heat- 
ing, it  must  be  filtered  off,  dissolved  in  a  little  hydrochloric  acid  and 
evaporated  so  as  to  recover  any  co-precipitated  tungstic  oxide.  If  no 
precipitate  is  formed  with  ammonia,  or  after  removing  what  may  form. 
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then  precipitate  the  tungsten  \vith  mercurous  nitrate  and  mercuric 
oxide,  and  proceed  further  to  estimate  it  as  described  under  Method 
II.  for  the  assay  of  ferro-tungsten  alloys  on  page  146. 

The  ferric  and  manganic  oxides  are  ignited  to  destroy  the  paper  and 
then  dissolved  in  a  small  quantity  of  hydrochloric  acid,  and  the 
solution  evaporated  with  10  c.c.  sulphuric  acid  until  it  fumes.  Any 
tUDgstic  oxide  which  had  escaped  separation  by  the  fusion  would  be 
precipitated  by  this  treatment,  and,  after  diluting,  and  boiling  the 
solution  so  as  to  re-dissolve  the  precipitated  salts  of  iron  and  manganese, 
should  be  collected  on  a  small  filter  and  estimated. 

The  filtrate  is  made  up  to  200  c.c,  50  c.c.  of  it  mixed  with  20  c.c. 
1*42  nitric  acid  and  manganese  estimated  by  the  bismuthate  process. 

1  C.C.  ^  KMn04«  0-00142  gram  MnO. 

Another  portion  of  the  filtrate  is  reduced  with  sulphurous  acid  and 
titrated  with  permanganate. 

1  C.C.  ~  KMnO4  =  00072  gram  FeO. 

If  the  small  amounts  of  impurities  in  the  mineral  must  be  estimated,, 
two  grams  are  opened  up  by  fusion  as  before,  transferred  to  a  porcelain 
dish  as  though  it  were  a  *  Eefractory,^  evaporated  to  dryness  with 
hydrochloric  acid,  but  not  baked,  and  then  boiled  with  dilute  acid 
(1  to  5).  The  residue  contains  silica  and  tungstic  oxide.  The  filtrate 
is  analyzed  as  though  it  were  an  iron  ore.  We  have  had  no  experience 
of  a  reliable  method  for  the  estimation  of  the  small  amounts  of  tin 
and  niobium  (columbium)  which  are  occasionallv  found  in  this  mineral. 


SCHEELITE. 

Samples  of  commercial  scheelite  can  be  opened  out  by  fusion  with 
alkalis  or  alkaline  carbonates  or  by  solution  in  mixtures  of  acids,  of 
which  hydrofluoric  is  one.  In  the  latter  case  the  silica  cannot  be 
determined,  but  the  procedure  does  not  cause  any  tungstic  oxide  to  be 
volatilized  as  heating  in  the  dry  way  with  ammonium  fluoride  is 
said  to. 

The  analysis  is  much  simplified  if  care  be  taken  at  the  outset  to 
open  out  with  hydrochloric  acid  alone.  This  can  be  done  by  heating 
one  gram  of  the  sample  which  has  been  finely  crushed,  but  not 
necessarily  agate-ground,  with  60  to  70  c.c.  concentrated  hydrochloric 
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acid  at  a  temperature  quite  below  boiling  point.  The  tungstate 
needs  a  little  time  to  completely  decompose.  After  stirring  the 
undissolved  portion  is  white,  in  a  minute  or  two  it  becomes  yellow. 
On  repeatedly  stirring,  the  coatings  of  tungstic  oxide  dissolve  until 
finally  nothing  or  only  a  siliceous  residue  remains.  Any  attempt  to 
hurry  the  decomposition  by  boiling  weakens  the  acid,  causes 
a  portion  of  the  dissolved  tungstic  oxide  to  precipitate,  and 
retards  the  operation  as  well  as  prevents  its  course  being  clearly 
observed. 

Evaporate  the  solution  barely  to  dryness,  boil  with  dilute  hydro- 
chloric acid  (1  to  5),  filter,  wash,  and  ignite  in  a  tared  platinum  dish. 
The  increased  weight  is  due  to  silica  and  tungstic  oxide. 

The  silica  is  estimated  by  volatilizing  with  hydrofluoric  acid.  The 
residue  is  pure  tungsten  trioxide,  or  contains  not  more  than  two  or 
three  milligrams  of  impurities.  The  small  amounts  of  ferric  oxide  it 
may  contain  are  allowed  for  after  fusing  with  sodium  carbonate,  etc. 

The  filtrate  is  precipitated  with  ammonia,  and  the  ferric  hydrate 
dealt  with  as  usual.  The  lime  is  precipitated  as  oxalate  and  weighed  as 
oxide  or  sulphate.  The  follo>ving  volumetric  j)rocess  for  the  estimation 
of  lime  gives  excellent  results  : 

Precipitate  the  calcium  with  oxalate  as  usual,  and  collect  on  a  small 
asbestos  filter.  After  thorough  washing  with  faintly  ammoniacal 
water,  return  the  filter  and  its  contents  to  the  flask  in  which  the 
precipitation  was  made,  and  digest  with  hot  dilute  sulphuric  acid 
(1  to  6)  until  it  is  completely  decomposed.  The  solution  is  then 
diluted  with  about  its  own  bulk  of  water,  heated  to  70'  C. — as  high  a 
temperature  as  the  hand  can  well  bear — and  titrated  with  permanganate 
until  a  persistent  pink  tinge  appears. 

1  C.C.  ~  KMnO^  =  0-0028  gram  CaO. 

The  trade  complaints  sometimes  made  of  the  low  results  obtained 
when  scheelite  is  opened  out  with  acids  and  tungstic  oxide  recovered 
by  evaporation,  when  compared  with  those  obtained  by  alkaline  fusion 
And  precipitation  as  mercurous  tungstate  may  be  due : 

1.  To  the  evaporated  residue  being  so  strongly  baked  that  some 
calcium  tungstate  is  re-formed ;  or  to  the  common  practice  of  using 
strong  hydrochloric  acid  in  re-dissolving  the  residue  so  that  some 
tungstic  oxide  also  is  re-dissolved,  and  not  again  completely  precipitated 
on  diluting. 

2.  To  the  presence  of  molybdic  oxide  in  the  mineral.  By  the  acid 
process  this  would  not  be  estimated ;  but  by  the  fusion  process  it  would 
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be  precipitated  along  with  the  tungsten,  and  only  partially  driven  off 
during  the  subsequent  ignition. 

Traube  (who  instances  tin,  fluorine,  chlorine,  cerium,  didymium, 
lanthanum,  magnesium,  and  copper  as  having  been  at  various  times 
observed  in  scheelite)  examined  ten  samples  of  the  mineral  from 
different  localities,  and  in  every  case  found  molybdic  oxide  varying 
from  traces  to  8'23  per  cent. 

The  acid  process  is  to  be  preferred  always  because  it  enables  molyb- 
denum to  be  easily  looked  for  and  estimated,  and  it  also  permits  a 
complete  analysis  to  be  made  in  a  simple  manner. 
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CHROMIUM  ORE. 


CHROME  IRON   ORE:  CHROMITE. 

This  material  is  used  for  the  production  of  chromium  alloys,  for  the 
manufacture  of  chrome  bricks,  and  for  the  lining  or  beds  of  certain 
kinds  of  furnaces.  The  ore  varies  greatly  in  composition,  which  how- 
ever generally  falls  within  the  following  limits :  Chromic  oxide,  40  to 
60  per  cent ;  ferrous  oxide,  1 6  to  35  per  cent. ;  alumina,  2  to  20  per 
cent;  magnesia,  5  to  18  {>er  cent.  Sometimes,  however,  magnesia  is 
practically  absent,  but  small  amounts  of  silica  and  lime  may  nearly 
always  be  found.  It  is  by  no  means  safe  to  assume  that  samples  taken 
from  the  same  locality  will  have  practically  the  same  composition. 
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Chromic  Oxide. 

This  constituent  is  estimated  as  chromic  acid  after  opening  out  the 
powdered  ore  either  with  the  tribasic  reagent  or  sodium  peroxide.  It  is 
unnecessary,  if  the  sodium  peroxide  fusion  is  well  made,  to  have  the  ore 
finer  than  passes  through  a  sixty-mesh  sieve. 

1  c.c.  ^-  KgCrgO-  =  0-00254  gram  CrjOg. 

Manganese,  Snlphur,  Phosphoms. 
These  constituents  are  also  estimated  as  in  ferro-chromium. 

Water,  Organic  Matter,  etc. 
The  volatile  constituents  are  estimated  as  in  iron  or  manganese  ores. 

Silica. 

The  silica  can  be  estimated  as  is  silicon  in  ferro-chromium  alloys 
(page  130),  or  otherwise  as  follows  : 

Mix  one  gram  of  the  ore  with  four  grams  of  sodium  peroxide  in  a 
nickel  crucible  and  fuse.  Keep  the  crucible  at  scarcely  visible  redness, 
and  the  fused  mass  in  constant  motion  for  about  two  minutes. 
Dissolve  the  cooled  melt  in  water,  transfer  to  a  porcelain  dish,  and  add 
an  excess  of  hydrochloric  acid :  everything  should  pass  into  solution. 
Evaporate  to  dryness,  but  do  not  bake  strongly,  take  up  again  in 
hydrochloric  acid  and  filter  off  the  (probably)  impure  silica.  Ignite, 
treat  with  hydrofluoric  acid,  and  calculate  the  percentage  silica  from 
the  loss. 

Iron,  Alnmina,  Magnesia,  Lime,  Obromium. 

These  constituents  may  be  conveniently  estimated  on  one  sample  in 
the  following  manner :  Open  out  one  gram  of  the  ore  with  sodium 
peroxide.  Dissolve  the  melt  in  water,  boil  a  few  minutes  to  destroy  any 
undecomposed  sodium  peroxide,  and  allow  the  insoluble  oxides  of  iron, 
magnesium,  calcium,  nickel,  and  (if  present)  manganese  to  settle.  The 
solution  contains  the  chromium,  aluminium,  practically  all  the  silica, 
and  possibly  also  traces  of  lime  and  magnesia.  Pour  the  clear  liquid 
through  a  pulp  filter  and  wash  the  residue  by  decantation,  using  60  to 
80  c.c.  of  water  at  a  time  until  the  washings  are  perfectly  colourless. 

Digest  the  filter  with  hydrochloric  acid  so  as  to  dissolve  the  oxides 
which  have  passed  on  to  it.  Strain  off  the  paper  with  a  small  filter 
plate,  allow  the  acid  solution  to  run  into  the  beaker  containing  the  bulk 


CHROMIUM  ORE.  209 

of  the  oxides,  and  add  as  much  acid  more  as  will  dissolve  everything  to 
a  clear  solution  and  leave  a  good  excess. 

The  iron  is  then  precipitated  with  ammonia  and  re-precipitated,  and 
the  ferric  hydrate  finally  dissolved  in  hydrochloric  or  sulphuric  acid, 
reduced  to  the  ferrous  state,  and  titrated. 

1  c.c.  ~  KMnO^  or  KgCraOy  =  0-0072  gram  FeO. 

Although  the  total  iron  is  generally  calculated  to  ferrous  a  portion 
possibly  exists  as  ferric  oxide. 

The  combined  filtrates  are  made,  not  faintly  as  usual,  but  decidedly 
ammoniacal,  and  the  lime  precipitated  as  usual.  If  the  collected  calcium 
oxalate  is  green  it  must  be  re-dissolved  in  strong  hydrochloric  acid  and 
re-precipitated.  It  is  also  necessary  to  bear  in  mind  the  precautions 
given  on  page  220  if  much  magnesia  is  present. 

If  it  is  thought  desirable  to  concentrate  the  filtrate  from  the  calcium 
oxalate  it  must  be  kept  ammoniacal  during  the  evaporation,  otherwise 
a  compound  of  nickel  is  precipitated  and  much  bumping  ensues.  The 
magnesia  is  finally  precipitated  with  microcosmic  salt  in  the  usual 
way.  The  ignited  pyro-phosphate  should  contain  little  or  no  trace 
of  nickel. 

Alumina  may  be  separated  from  the  alkaline  chromic  liquor  in  a 
variety  of  ways.  One  of  the  least  troublesome,  if  circumstances  permit, 
is  to  arrange  a  gas  generator  so  that  a  steady  stream  of  carbon  dioxide 
may  pass  through  the  solution  all  night.  On  the  following  morning  the 
precipitated  basic  carbonate  is  collected,  washed,  and  ignited  to  alumina. 
In  very  exact  analysis  the  basic  carbonate  may  be  dissolved  in  hydro- 
chloric acid  and  re-precipitated  with  ammonia  so  as  to  eliminate  any 
lime  or  magnesia  which  have  originally  passed  into  solution ;  but 
generally  this  extra  operation  is  not  worth  the  trouble. 

But  if  only  a  small  amount  of  alumina  is  present,  or  if  the  analysis 
must  be  completed  without  delay,  then,  after  adding  a  faint  excess  of 
hydrochloric  acid,  add  sodium  phosphate,  and  as  much  ammonium 
acetate  as  is  needed  to  destroy  the  free  hydrochloric  acid.  Filter  off 
the  precipitated  aluminium  phosphate,  wash  until  free  from  chromic 
add,  ignite,  and  weigh.  Alumina  cannot  be  completely  separated 
ftom  chromic  acid  by  adding  smaU  excesses  of  ammonia  or  ammonium 
carbonate. 

The  filtrate  is  acidified,  halved,  and  chromium  estimated  as  before 
with  ferrous  sulphate  and  bichromate. 
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TYPICAL  ANALYSES. 


Chromio  Oxide, 

56-47 

42-20 

59*46 

Ferrous  Oxide, 

16-20 

15-68 

19-21 

Alumina, 

6  02 

14-86 

16-00 

Magnesia, 

16-59 

15-10 

1-57 

Lime,    -        -        -        - 

0-67 

0-86 

0-52 

Silica,   .... 

3-10 

7-03 

2-01 

Sulphuric  Acid,    - 

010 

0-13 

006 

Phosphoric  Acid,  - 

0-05 

0-07 

0-07 

Water  and  Organic, 

1-60 

3  03 

0-97 

99-80 

98-96 

99-86 

PART  VI.     ANALYSIS  OF  REFRACTORY 

MATERIALS. 


AGID  MATERIALS. 

Ganister,  Silica  Brick,  Sand,  Fireclay,  Moulding  Composition,  etc. 

To  determine  the  minor  constituents  of  ganister,  silica  bricks,  and  sands 
with  accuracy  it  is  necessary  to  examine  the  reagents  used  as  flux.  A 
large  amount  of  sodium  carbonate,  which  is  the  most  important  reagent, 
should  be  well  mixed  and  preserved  in  a  stoppered  bottle  inscribed 
with  the  amount  of  each  impurity  per  ten  grams.  The  labour  of 
estimating  its  silica,  alumina,  ferric  oxide,  sulphuric  acid,  etc.,  need 
not  often  be  undertaken  if  the  material  is  used  only  when  these 
impurities  are  worth  consideration. 

GENERAL  ANALYSIS :  AFTER  FUSION. 

Shake  one  gram  of  the  powdered  sample  with  three  or  four  grams  of 
sodium  carbonate  in  a  stoppered  weighing  bottle,  transfer  to  a  platinum 
dish  and  fuse.  If  the  fusion  is  made  in  the  muffle  the  platinum  is  not 
appreciably  attacked  as  it  is  by  fusing  over  a  blast  lamp,  when  some 
parts  of  the  dish  are  made  much  hotter  than  and  some  not  so  hot  as  is 
necessary  to  fuse  the  mixture. 

Silica. — Dissolve  the  melt  from  the  platinum  and  transfer  to  a 
porcelain  dish.  Add  an  excess  of  hydrochloric  acid  through  a  hole  in 
the  cover  so  as  to  avoid  loss  by  effervescence,  and  evaporate  the  clear  or 
almost  clear  solution  to  dryness.  The  evaporation  can  be  conveniently 
made  in  a  flat-bottomed  dish,  without  fear  of  spirting,  and  in  a  com- 
paratively short  time,  by  means  of  the  arrangement  used  for  ferro* 
tungstens  on  page  148. 

No  amount  of  baking  of  the  dried  mass  appears  to  render  all  the 
silica  quite  insoluble ;  in  fact,  where  considerable  amounts  of  alkaline 
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earths  are  present,  strong  baking  may  defeat  its  own  ends  by  forming 
silicates,  which  are  soluble  in  the  acid  subsequently  used.  Two 
evaporations  therefore  are  necessary  when  an  accurate  result  is  of 
great  moment.  In  the  first  the  dried  mass  should  be  heated  to 
drive  off  all  free  acid,  but  not  to  decompose  the  ferric  chloride.  Then 
afber  taking  up  in  hydrochloric  acid  and  collecting  the  silica,  the 
filtrate  is  re-evaporated  in  the  same  way.  The  small  amount  of 
silica — generally  about  one  per  cent. — which  remains  to  be  collected 
is  ignited  along  with  the  bulk. 

The  ignition  should  be  made  at  as  high  a  temperature  as  possible  to 
drive  off  the  water  completely  and  make  the  silica  non-hygroscopic 
The  time  and  trouble  needed  to  do  this  thoroughly  cause  it  to  be  often 
left  undone.  It  is  necessary  then  to  make  two  weighings.  The  first 
will  be  too  high,  on  account  of  the  water  absorbed  during  the  operation, 
but  it  enables  the  rider  to  be  fixed  at  what  is  probably  the  correct 
weight.  The  second  weighing  is  then  made,  after  cooling  in  an  air-tight 
and  otherwise  good  desiccator,  by  transferring  quickly  to  the  balance 
pan,  releasing  the  beam,  and  making  any  needed  correction  in  the 
former  weight  from  the  swing  of  the  pointer  on  the  indicator. 

A  weighing  made  in  the  usual  manner  may  be  as  much  as  a  centi- 
gram too  high.  Ninety-five  centigrams  of  silica  left  all  night  in  a 
closed  balance  case  gained  eight  per  cent.  A  large  number  of  works' 
analyses,  although  not  scientifically  precise,  are  very  near  the  truth 
on  account  of  this  latter  error  and  that  due  to  incomplete  insolubility 
of  the  silica  after  one  evaporation  balancing  each  other. 

The  silica  is  evaporated  with  hydrofluoric  acid,  the  percentage 
calculated  from  the  loss,  and  any  residue  added  to  the  filtrate. 

Aintwinn.  and  Feiiic  Oxide. — Add  a  small  excess  of  ammonia  to  the 
filtrate,  boil,  and  filter  off  the  precipitated  ferric  and  aluminic  hydrates. 
If  these  constituents  are  to  be  expressed  together,  the  washed  precipi- 
tate needs  merely  drying,  igniting,  and  weighing ;  but  if  they  are  to  be 
expressed  separately,  the  iron  in  the  weighed  precipitate  is  determined 
volumetrically,  its  ferric  oxide  equivalent  deducted  from  the  total 
weight,  and  the  alumina  obtained  by  difference.  This  is  a  very  well- 
known  way,  and  has  simplicity  if  not  always  the  greatest  possible 
accuracy  to  recommend  it. 

When  large  precipitates  of  the  mixed  hydrates  have  to  be  dealt 
with,  it  is  better  to  proceed  as  follows :  Dissolve  in  dilute  hydrochloric 
or  sulphuric  acid,  and  precipitate  the  alumina  as  phosphate  from  the 
whole  or  a  fraction  of  the  solution  by  boiling  with  thiosulphate  as  oti 
page  174.      K  only  a  portion   of  the  solution  has  been  used,  tlie 
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remainder  is  reduced  with  sulphurous  acid  and  the  iron  determined 
ynth  permanganate  or  bichromate.  But  if,  the  amount  of  iron  and 
alumina  being  small,  all  the  solution  was  boiled  with  thiosulphate, 
then  the  filtrate  must  be  boiled  with  nitric  acid,  the  liberated 
sulphur  filtered  off,  the  iron  precipitated  with  ammonia,  collected, 
and  estimated  volumetrically. 

Lime  and  Magnesia. — WhcTi  lime  and  magnesia  are  present  only  in 
small  amounts  and  their  separation  from  iron  and  alumina  is  made  in 
the  presence  of  considerable  ammonium  chloride,  without  undue  delay  in 
the  filtration,  it  is  generally  unnecessary  to  repeat  the  precipitation 
in  order  to  recover  doubtful  traces  of  the  former  oxides.  It  may  be 
advisable  when  either  pair  of  elements  is  present  in  large  amounts, 
and  it  certainly  is  when  large  amounts  of  both  pairs  are  being  handled. 

Evaporate  the  solution  to  about  1.50  cc.  and  precipitate  the  lime  by 
adding  a  small  excess  of  ammonia  and  a  large  excess  of  ammonium 
oxalate.  Boil  the  solution  a  few  minutes  so  as  to  promote  the 
formation  of  a  crystalline  precipitate,  allow  it  to  cool,  collect  the 
calciiun  oxalate  on  a  pulp  filter,  and  wash  with  water  containing  a  few 
drops  of  ammonia  and  ammonium  oxalate.  This  wash  mixture 
dissolves  less  of  the  precipitate  than  does  water,  and  defeats  any 
tendency  the  precipitate  may  have  to  pass  the  filter. 

The  washed  oxalate  is  ignited  as  strongly  as  possible  and  weighed  as 
oxide.  But  in  order  to  obtain  a  less  hygroscopic  form,  and  in  some 
degree  to  check  the  purity  of  the  lime,  it  is  customary  to  add  a  few 
drops  of  sulphuric  acid,  drive  off  the  excess  at  the  mouth  of  the  muffle, 
and  weigh  as  sulphate  (CaSO^x  0*412  =  CaO).  The  percentage  calcu- 
lated from  the  quickly  weighed  oxide  should  agree  very  well  with  that 
calculated  from  the  sulphate. 

The  filtrate  from  the  lime  is  evaporated  as  much  as  possible  without 
its  contained  salts  crystallizing  out,  about  one-third  its  volume  of  strong 
ammonia  added,  and  then  an  excess  of  a  saturated  sodium  hydrogen 
phosphate  solution.  After  standing  for  at  least  several  hours  with 
occasional  stirring,  the  ammonium  magnesium  phosphate  is  collected, 
ignited,  and  weighed.  For  particulars  of  ignition,  see  Estimation  of 
Magnesia  in  basic  bricks,  page  221. 


ALTERNATIVE  PROCESS  TO  FUSION. 

The  difficulties  of  making  a  direct  determination  of  silica  and  the 
contamination  with  sodium  salts  of  precipitates,  which  at  best  are  not 
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easily  washed,  has  led  to  the  following  indirect  determination  of 
silica  and  a  less  objectionable  determination  of  the  other  constituents. 
The  process  is  suited  for  the  analysis  of  ganister,  silica  bricks,  and 
other  forms  of  impure  silica  rather  than  for  clay. 

One  or  two  grams  of  the  finely  ground  material  are  treated  in  a  tared 
platinum  crucible  with  hydrofluoric  acid,  and  at  least  as  much  sulphuric 
acid  as  will  combine  with  the  alumina  and  titanic  oxide  present.  Allow 
the  solution  to  stand  over-night  in  a  warm  place,  then  evaporate  to 
dryness,  ignite,  and  weigh.  The  residue  is  treated  with  hydrofluoric, 
a  drop  of  sulphuric,  and  a  little  hydrochloric  acid,  slowly  evaporated, 
and  again  ignited  and  weighed  so  as  to  be  certain  that  practically  all 
the  silica  is  eliminated. 

A  muffle  is  not  generally  hot  enough  to  completely  drive  sulphuric 
acid  out  of  combination  with  alumina  and  titanic  oxide,  so  that  the 
amount  of  silica  is  not  accurately  measured  by  the  loss  in  weight, 
unless  an  excess  of  ammonium  carbonate  is  added  to  the  nearly  dried 
residue,  and  the  crucible  strongly  ignited  to  constant  weight  over  a 
powerful  blast  lamp.  The  residue,  which  consists  of  ferric  oxide, 
alumina,  lime,  and  magnesia,  is  dissolved  (by  means  of  fusion  if 
necessary)  in  hydrochloric  acid,  and  the  solution  analyzed  as  before. 

Titanic  Oxide. 

The  presence  of  titanic  oxide  in  fireclays  has  been  investigated  by 
Riley  (Qimrt,  Joum,  Chem.  Soc.  1862,  xv.  311),  who  claims  to  have 
detected  it  in  every  clay  examined.  The  highest  and  lowest  results 
quantitatively  determined  were  1*05  and  0*42  per  cent.  Some  very 
old  analyses  show  the  presence  of  titanic  oxide  in  crucibles  in  amounts 
varying  from  3*5  per  cent,  upwards,  but  it  is  very  doubtful  whether 
they  are  trustworthy.  The  authors  have  observed  as  much  as  one  per 
cent,  titanic  oxide  in  the  Derby  (Edensor)  fireclay  so  much  used  in 
Sheffield  for  crucible  making,  and  a  like  amount  in  a  silica  brick  of 
German  manufacture. 

In  general  analyses,  made  according  to  the  above  scheme,  titanic 
oxide  has  been  found  partly  with  the  silica,  but  mostly  with  the 
alumina.  It  may  be  colorimetrically  determined  by  opening  out  a 
sample  with  hydrofluoric  and  sulphuric  acids,  evaporating  until  the  former 
acid  is  eliminated,  diluting  the  strong  sulphuric  solution,  and  making 
the  hydrogen  peroxide  test  as  on  page  95.  Its  amount  in  the 
weighed  alumina  or  aluminium  phosphate  precipitate  is  determined  by 
fusing  with  sodium  carbonate,  dissolving  in  sulphuric  acid,  and  adding 
hydrogen  peroxide,  etc. ;  it  is  then  allowed  for  by  subtracting  the 
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actual  amount  found  in  the  former  case  and  its  TiOg .  P2O5  equivalent 
in  the  latter. 


FeiTous  (hdde. 

The  ferrous  iron  in  refractory  materials  as  well  as  in  the  siliceous 
residues  of  iron  ores  is  always  determined  by  some  modification  of  one 
of  the  following  processes  : 

(a)  Fusion  with  mixed  alkaline  carbonates  or  acid  potassium  sul- 
phate. 

(b)  Digestion  with  acid  in  sealed  tubes  at  elevated  temperatures. 

(c)  Treatment  with  hydrofluoric  and  a  stronger  acid,  or  with  a 
mineral  acid  and  some  normal  fluoride. 

In  each  case  the  operation  must  be  performed,  in  an  atmosphere  of 
carbon  dioxide  or  purified  coal  gas,  on  very  finely  powdered  material. 
The  last  process  is  most  used  and  is  said  to  give  the  most  accurate 
results,  although  obviously  the  presence  of  organic  matter,  or  pyrites, 
or  metallic  particles  will  spoil  the  determination  whichever  process  is 
used. 

The  following  is  essentially  Willbur  and  Whittlesey*s  mode  of  carry- 
ing out  the  process  originally  suggested  by  Avery :  Mix  the  powdered 
sample  intimately  with  from  one  to  one 
and  a  half  times  its  weight  of  fluorspar 
or  cryolite  (free  fi^m  iron)  in  a  platinum 
crucible,  cover  with  hydrochloric  acid, 
and  heat  in  an  atmosphere  of  carbon 
dioxide  or  sulphuretted-hydrogen-free 
coal-gas,  until  the  materials  are  all  dis- 
solved. The  time  required  for  this  will 
vary  with  the  degree  of  fineness  and  the 
nature  of  the  material,  but  the  operation 
needs  very  little  attention  if  carried  out 
in  some  such  arrangement  as  is  shown  I 
in  Fig.  14.  This  apparatus  consists  of  a 
bottomless  bottle  standing  in  a  shallow 

leaden  dish,  which  is  kept  supplied  with  water  so  as  to  make  an  air- 
tight joint.  The  tube  A  is  for  the  entrance  of  the  neutral  atmosphere 
and  B  for  its  exit.  When  decomposition  is  complete  the  cooled  solution 
is  diluted  and  titrated  with  bichromate. 

Hydrofluoric  and  sulphuric  acids  may  be  used  instead  of  hydrochloric 
add  and  fluorspar,  but  if  much  calcium  is  present  the  complete  attack  is 
retarded  by  the  formation  of  calcium  sulphate.     Commercial  hydro- 
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fluoric  acid  frequently  contains  small  amounts  of  sulphur  dioxide  and 
other  reducing  agents.  The  error  these  would  introduce  must  be 
avoided  by  adding  just  enough  permanganate  to  oxidize  them. 

Alkalis. 

Only  two  methods  designed  especially  for  the  estimation  of  alkalis  in 
insoluble  siliceous  bodies  are  practised  to  any  considerable  extent: 
they  are  the  *  Hydrofluoric  acid '  and  the  *  Lawrence  Smith  *  processes.^ 
There  are,  however,  means  of  opening  out  silicates  for  general  analysis, 
which  permit  also  of  alkali  determinations  being  made  :  e,g,  fusion  with 
the  oxides  or  basic  salts  of  lead  or  bismuth. 

Lawrence  Smith  Process. 

The  reagents  used  must  be  free  from  fixed  alkalis.  Carbonate 
of  lime  is  prepared  by  dissolving  the  purest  obtainable  marble  in 
hydrochloric  acid,  adding  a  little  slaked  lime  to  precipitate  any 
ferric  oxide,  alumina,  and  phosphoric  acid,  and  then  precipitating 
the  hot  diluted  filtrate  with  ammonium  carbonate.  The  ammonium 
chloride  it  is  proposed  to  use  should  leave  no  residue  on  ignition. 

One  gram  of  the  sample,  after  grinding  very  thoroughly  in  an  agate 
mortar,  is  mixed  with  its  own  weight  of  ammonium  chloride  and  six  or 
eight  times  its  weight  of  calcium  carbonate.  The  caustic  lime  formed  on 
heating  the  mixture  decomposes  the  silicate  and  converts  the  alkalis  to 
chlorides.  The  crucible  should  be  kept  for  about  an  hour  at  a  bright 
red  heat ;  there  is  no  advantage  in  heating  more  strongly,  as  it  causes 
the  mass  to  vitrify  or  might  even  volatilize  a  little  sodium  chloride. 

The  strongly-sintered  mass  is  loosened  from  the  crucible  by  digesting 
with  water  and  then  transferred  to  a  porcelain  dish,  and  still  further 
digested  with  more  water.  There  is  some  danger  of  this  and  the 
subsequent  operation  taking  up  alkali  from  glass  vessels  if  they  were 
used — particularly  new  ones.  The  precipitate,  which  consists  of  the 
excess  of  lime  and  lime  compounds  of  the  silicates'  components,  is 
filtered  off  and  washed. 

The  filtrate  is  treated  with  an  excess — two  or  three  grams — of 
ammonium  carbonate,  and  after  warming  to  granulate  the  precipitate 
somewhat  again  filtered  and  washed.  The  filtrate  is  evaporated  to  low 
bulk  and  again  tested  with  ammonia  and  ammonium  carbonate  to  make 
sure  that  all  the  lime  has  been  removed.     The  solution  is  now  free 

^  An  earlier  process,  which  depends  on  the  fusion  of  the  powdered  silicate  at 
white  heat  with  the  carbonate  or  nitrate  of  barium,  is  described  in  Normandy's 
edition  of  Rose's  QvantitcUive  AnalyHiH,  p.  467. 
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from  all  bodies  except  the  fixed  alkalis  and  volatile  ammonium  salts. 
The  latter  may  be  driven  off  by  gentle  ignition  over  a  bunsen  burner, 
but  a  much  more  elegant  way,  and  one  less  likely  to  occasion  loss 
through  spirting,  is  to  add  about  3  c.c.  nitric  acid  for  each  gram  of 
ammonium  chloride  judged  to  be  present,  and  boil  gently  to  dryness 
in  a  tared  dish.  The  residue  is  moistened  with  hydrochloric  acid, 
re  evaporated,  ignited  gently,  and  weighed  as  chlorides. 

The  total  weight  of  the  alkaline  oxides  is  obtained  by  dissolving  the 
chlorides  in  water,  estimating  the  chlorine  (by  titrating  with  standard 
silver  nitrate  and  potassium  chromate,  or  otherwise)  and  substituting 
oxygen  for  chlorine  in  atomic  proportions.  That  is  to  say,  deduct  the 
total  weight  of  chlorine  found  from  the  weight  of  the  mixed  chlorides, 
and  then  add  the  former  weight  multiplied  by  0  2 254  to  the  remainder. 

To  estimate  the  oxides  of  sodium  and  potassium  separately  add  an 
excess  of  platinic  chloride  to  the  dissolved  alkaline  chlorides,  evaporate  to 
as  low  a  bulk  as  possible  without  actual  crystallization  and  dilute  with 
an  equal  volume  of  alcohol.  Filter  on  to  a  tared  paper,  or  preferably 
through  a  Gooch  crucible,  dry  at  1 20'  C.  and  weigh. 

KaPtClgX  0-1937  ^KgO. 
KgPtClg  X  0-3070  =  KCl. 

The  sodium  chloride  is  determined  by   difference  and  the  oxide 

calculated  from  it. 

2  NaClx  0-5308  =  ^X0. 

Hydroflucn'ic  Acid  Process. 

Moisten  one  or  two  grams  of  the  finely  powdered  material  with 
sulphuric  acid,  add  30-40  c.c.  hydrofluoric  acid,  and  heat  gently  until 
every  trace  of  grit  has  disappeared,  then  evaporate  to  dryness  and 
ignite.  Dissolve  the  residue  as  far  as  possible  by  digesting  with 
hydrochloric  acid,  dilute  the  solution  to  about  200  c.c.  with  water, 
add  a  small  excess  of  ammonia,  boil,  and  filter.  If  the  precipitate 
is  a  bulky  one,  a  fraction  only  of  the  solution  need  be  used. 

Add  a  little  barium  chloride,  and  then  successively  ammonium 
carbonate  and  phosphate,  and  filter  ofi*  the  separate  precipitates  of 
barium  and  calcium  carbonates  and  magnesium  phosphate.  This  final 
filtrate,  which  contains  only  fixed  alkalis  and  ammonium  salts,  is  then 
dealt  with  as  in  the  Lawrence  Smith  process. 

Water  and  Oiganic  Matter. 

These  constituents,  and  any  small  amount  of  carbon  dioxide  are 
generally  expressed  as  '  Loss  on  Ignition  '  with  sufficient  exactness  for 
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works'  purposes.  But  when  the  item  is  a  large  one — e.g,  in  fireclays — 
its  components  may  be  shown  separately. 

Hygroscopic  Water  is  determined  by  heating  from  ten  to  twenty  grams 
of  the  clay  in  a  shallow  tared  platinum  dish  at  100'  C.  for  two  or  three 
hours,  and  then  further  until  a  weighing  made  after  an  additional 
hour's  heating  does  not  differ  materially  from  the  previous  one.  Any 
required  crushing  or  grinding  of  the  clay  should  be  done  prior  to  this 
determination  if  the  further  analysis  is  being  made  on  the  dried 
portion,  because  it  readily  absorbs  water  from  the  atmosphere. 

Combined  Water  and  Organic  Matter  are  determined  by  heating  two 
grams  of  the  material  in  a  dried  tube  of  refractory  glass  as  in  manganese 
ores  (page  202).  The  tube  should  contain  an  inch  or  so  of  copper  oxide 
and  a  plug  of  asbestos  to  prevent  the  escape  from  the  tube  of  carbon 
monoxide  and  any  fine  dust.  The  combustion  is  continued  until  the 
water  deposited  in  the  cooler  part  of  the  tube  is  swept  completely  into 
the  weighed  tube  containing  calcium  chloride  or  sulphuric  acid.  By  that 
time  all  organic  matter  will  have  passed  as  carbon  dioxide  into  the 
weighed  potash  bulb  arranged  next  in  the  train.  From  the  increased 
weight  of  the  separate  absorbers  the  percentages  of  combined  (or  plastic) 
water  and  organic  matter  are  calculated. 

The  combined  water  and  organic  matter  are  frequently  obtained  and 
shown  together  by  merely  igniting  one  or  two  grams  of  the  dried  clay. 
The  result  thus  obtained  diverges  from  the  truth  according  as  small 
or  large  amounts  of  ferrous  oxide  are  present. 


MOULDING  COMPOSITIONS. 

These  are  mixtures  of  ground  siliceous  and  clayey  materials,  such  as 
old  fire-bricks  and  steel-making  crucibles,  with  more  or  less  plumbago, 
charcoal,  or  other  form  of  carbon.  Various  impure  forms  of  glucose 
and  brewing  residues  are  also  added  for  special  purposes.  The  value  of 
these  compositions  depends  largely  on  the  physical  characters  of  the 
material,  and  a  chemical  analysis  should  therefore  be  accompanied  at 
least  by  such  a  mechanical  analysis  as  can  be  made  by  shaking  a  few 
grams  of  the  material  in  a  test  tube  and  careftiUy  examining  the 
stratified  layers.^ 

After  driving  off"  moisture  and  carbonaceous  matter  by  ignition,  the 
minei^l  residue  is  examined  by  the  methods  already  given.      An 

^  A  suggestive  section  on  the  Mechanical  Analysis  of  Clays  is  given  in  Presenilis* 
QuaaUitative  Analysing  vol.  iL,  page  265,  7th  edition* 
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analysis  of  a  steel-melting  pot,  so  much  sought  after  for  making  these 
compositions,  is  given  on  page  222. 


NEUTRAL  MATERIALS. 


Bauxite,  Chrome  Bricks,  Plumbago. 

Bauxite  is  well  known  to  the  analyst  on  account  of  the  titanic  oxide 
it  almost  invariably  contains.  Titanic  oxide  has  been  called  "  the  steel 
chemist's  horror  "  ;  the  dread,  however,  is  a  purely  superstitious  one. 

Hygroscopic  and  combined  water  are  determined  as  in  fireclays. 
The  sample  is  then  opened  out  by  fusion  with  sodium  carbonate.  The 
silica  is  obtained  by  evaporating  with  acid  ;  it  always  contains  a  little 
titanic  oxide,  which  is  left  wholly  in  the  residue  after  the  former  is 
volatilized  with  hydrofluoric  acid.  The  iron  is  determined  volumetri- 
cally  in  a  portion  of  the  filtrate  and  the  alumina — as  phosphate — in 
another  portion.  This  aluminium  phosphate  contains  all  the  titanic 
oxide,  except  that  found  with  the  silica. 

According  to  Deville,  who  examined  samples  from  various  localities, 
bauxite  may  contain  alumina  in  both  the  crystallized  (corundum)  and 
amorphous  state,  and  also  more  or  less  carbonate  of  lime  and  phosphoric 
and  vanadic  acids. 

Chrome  Bricks  are  analyzed  by  the  processes  given  for  chromite  on 
page  207. 

Black  Lead  for  foundry  use,  or  plumbago  pots  are  very  rarely  sub- 
mitted to  any  chemical  examination  beyond  determining  '  Loss  on  Igni- 
tion.' An  actual  determination  of  the  carbon  is  nearly  always  less  than 
the  figure  thus  obtained,  on  account  of  the  presence  of  water  or  some 
other  volatile  constituent.  The  ash  may  be  examined  by  processes 
already  described.  The  following  is  an  analysis  of  black  lead  used  for 
steel-foundry  purposes: 

Loss  on  igQition, -  59*24 

SUica, 21-40 

Ferric  oxide, 8*05 

Aluminia, 9*56 

Manganous  oxide, 0*28 

Lime, 0*70 

Magnesia,     - 0*56 

99*79 
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BASIC  MATERIALS. 


Lime  or  Magnesia  Bricks,  Dolomite,  Limestone,  etc. 

With  this  class  of  material  the  possibility  of  error  is  perhaps  greatest 
in  those  cases  where  a  little  lime  has  to  be  separated  from  much 
magnesia.  The  analysis  of  a  magnesite  brick  will  therefore  be 
described,  and  the  obvious  modifications  required  to  fit  the  processes  to 
the  analysis  of  dolomite,  etc.,  left  to  the  operator's  discretion. 

Silica. 

Weigh  one  gram  of  the  powdered  brick  into  a  small  beaker,  moisten 
with  water,  add  20  c.c.  hydrochloric  acid,  and  boil  vigorously  until 
a  colourless  residue  of  impure  silica  only  is  left.  Evaporate  to 
dryness,  take  up  with  hydrochloric  acid,  and  filter.  The  ignited  silica 
is  volatilized  with  hydrofluoric  acid  and  any  small  residue  dissolved  and 
added  to  the  main  filtrate. 

Alumina  and  Ferric  Oxide. 

In  order  that  no  appreciable  amount  of  either  lime  or  magnesia  may 
be  precipitated  with  the  iron  and  alumina  on  adding  ammonia, 
it  is  necessary  to  add  a  few  grams  of  ammonium  chloride,  or  to 
have  so  considerable  an  amount  of  free  hydrochloric  acid  as  will 
produce  it  when  neutralized.  Even  with  this  precaution  the  earthy 
oxides  will  certainly  be  precipitated  if  the  solution  is  kept  boiling 
for  some  time.  As  soon  therefore  as  the  hot  solution,  to  which 
the  small  excess  of  ammonia  was  added,  begins  to  boil,  remove  it 
from  the  burner  and  filter  as  quickly  and  as  much  out  of  contact 
with  the  air  as  possible.  When  these  particulars  are  attended  to 
there  seems  to  be  no  need  to  dissolve  and  re-precipitate  the  small 
amounts  of  ferric  and  aluminic  hydrates,  and  they  may  therefore  be  at 
once  estimated  in  the  manner  indicated  on  page  212. 

Lime. 

Dilute  the  filtrate  to  700  or  800  c.c,  add  eight  or  ten  grams 
more  ammonium  chloride,  and  then  as  much  ammonium  oxalate  as  is 
equivalent  to  both  the  lime  and  magnesia.  The  hot  solution — which 
must  not  be  boiled — is  allowed  to  cool  thoroughly  with  occasional 
stirrings,  and  then  filtered.  The  large  dilution  recommended  is  neces- 
sary in  order  to  keep  up  the  bulk  of  magnesia,  though  it  could  prob- 
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ably  be  lessened  somewhat  if  the  lime  were  precipitated  from  the  cold 
solution.  The  large  excess  of  ammonium  oxalate  is  necessary  to  counter- 
act the  solvent  action  of  magnesium  chloride  on  calcium  oxalate  r 
ammonium  chloride  exerts  no  appreciable  solvent  action. 

Notwithstanding  these  precautions  some  magnesia  is  invariably  pre- 
cipitated ^  along  with  the  lime.  After  filtering  the  cold  solution,  the 
precipitate  is  re-dissolved  in  hydrochloric  acid,  and  re-precipitated  from 
a  faintly  ammoniacal  solution  in  the  same  way  as  before,  except  that 
less  dilution  and  less  ammonium  chloride  are  needed  to  completely  pre- 
vent the  precipitation  of  the  remaining  magnesia.  The  second  precipi- 
tate is  filtered  off  in  due  course  and  estimated  either  as  oxide  or 
sulphate  in  the  usual  manner. 


The  combined  filtrates  are  acidified  and  evaporated  to  500  c.c, 
or  some  other  convenient  volume.  From  100  to  200  c.c.  of  this 
solution  is  measured  into  a  flask  along  with  one-third  its  volume  of 
strong  ammonia,  and  an  excess  of  a  saturated  solution  of  sodium 
ammonium  phosphate  is  added  in  drops  from  a  burette  to  the  vigorously 
shaken  liquid.  A  very  tolerable  result  is  obtainable  by  filtering  off  the 
precipitated  ammonium  magnesium  phosphate  after  shaking  the  closed 
flask  for  about  five  minutes,  but  it  is  customary  to  allow  at  least  several 
hours  for  the  magnesia  to  settle  out. 

Collect  the  precipitated  phosphate  on  a  pulp  filter  and  clean  out  the 
flask  with  separate  portions  of  the  clear  filtrate.  Then  wash  with 
strongly  ammoniacal  water,  using  a  little  at  a  time  by  preference,  until 
the  washings  give  a  scarcely  perceptible  opalescence  when  an  excess  of 
nitric  acid  and  silver  nitrate  are  added. 

The  somewhat  bulky  precipitate  is  dried  at  the  mouth  of  the  muffle 
and  the  paper  ignited  from  it  at  as  low  a  temperature  as  possible. 
When  the  precipitate  is  nearly  white,  and  not  before,  the  dish  may  be 
pushed  well  into  the  muffle,  strongly  ignited,  and  then  weighed.  Any 
lumps  in  the  perfectly  white  precipitate  should  be  broken  in  order  to 
make  sure  that  they  contain  no  undecarbonized  paper,  as  they  are  apt 
to  when  the  ignition  is  pushed  too  quickly.  It  is  as  well  also  to 
dissolve  the  precipitate  in  hydrochloric  acid,  and  note  that  small  black 
particles  or  other  insoluble  matter  is  absent. 

For  modes  of  assisting  the  complete  combustion  of  organic  matter  in 
the  presence  of  phosphates  see  the  phosphorus  bibliography. 

1  Ammoniacal  solutions  of  magnesium  oxalate  containing  no  lime  whatever 
deposit  precipitates  in  the  course  of  a  few  days'  standing. 


L^ 
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IffaiigaiieBe. 

The  estimation  of  manganous  oxide  in  Dolomite  or  Lime-stone  is  a 
very  simple  affair.  The  Red-Lead  process  described  on  page  32 
appears  to  have  been  used  for  this  purpose  some  time  before  it  came 
into  use  for  the  assay  of  steel. 

Phosphoric  Acid. 

Five  to  ten  grams  of  the  material  are  digested  with  hydrochloric 
acid  and  filtered.  The  ignited  siliceous  residue  is  treated  with  hydro- 
fluoric acid,  and  any  remaining  portion  dissolved  and  added  to  the 
bulk  of  solution*  There  should  be  enough  ferric  oxide  or  alumina 
present  to  more  than  combine  with  the  phosphoric  acid,  but  if  not  add 
a  little  ferric  chloride  or  nitrate  and  a  small  excess  of  ammonia.  Dis- 
solve the  precipitated  basic  ferric,  or  aluminic  phosphate  in  nitric  acid, 
and  make  the  molybdate  separation  and  the  lead  molybdate  estimation 
of  the  phosphorus  as  usual. 

This  class  of  material  may  also  contain  small  amounts  of  occluded 
minerals,  for  the  determination  of  which  no  specific  instructions  can  be 
given.  Pyrites,  rutile,  and  fluorspar  occur  most  commonly.  The  two 
forms  of  water  and  alkalis  may  of  course  be  present :  they  are  estimated 
as  in  fireclay. 

TYPICAL  ANALYSES. 


Silica  Bricks. 

Fireclay. 

45-00 

34-32 

1-92 

0-80 
0-50 
1-06 

3-60 

12-30 

0-70 

Magnesia  Bricks. 

Oanis- 
ter. 

Old 
Crucible. 

48-97 
40-08 

3-40 
0-56 
0-73 
0-70 
3-07 
2-43 

0-50 

Bauxite. 

Silica,   - 

Alumina, 

Ferric  Oxide, 

FerrouR  Oxide, 

Lime,    - 

Magnesia, 

Titanic  Oxide, 

Carbon, 

Iron, 

Water  (hygroe),    - 

Water  (combined), 

Alkalis, 

96-47 
1-25 
105 

1-30 

traces 

1(JO*07 

95  00 
1-21 
0-76 

2-01 

0-96 

6-45 
1-50 
113 

2-01 
89-18 

100-27 

7-26 
1-74 
1-35 

5-62 
84-00 

99-97 

98-76 
0-67 
0-37 

0-06 
0-09 

9-87 
34-57 
27-93 
5-08 
0-91 
0-62 
3-51 

}  19-36 

99-94 

100-20 

99-95 

100-44 

101-85 

The  analysis  of  Bauxite  is  by  Riley. 


PART  VII.     ANALYSIS  OF  SLAGS. 


When  slag  is  run  into  thin  and  quickly-cooled  pieces,  it  is  practically 
homogeneous ;  there  is  therefore  no  difficulty  in  taking  a  fair  sample. 
The  quick  cooling  has  often  also  the  effect  of  converting  an  otherwise 
insoluble  into  a  soluble  slag.  Very  large  masses  of  slag  which  cool 
slowly  are  not  usually  homogeneous ;  indeed,  the  interior  of  such  masses 
may  be  porous,  and  may,  particularly  with  basic  material,  be  lined  with 
perfect  crystals  of  the  slag's  constituents.  See  Stead  and  Ridsdale 
(Jaum.  Iron  and  Steet  Inst.  1887,  i.  222). 

The  instructions  already  given  in  the  parts  dealing  with  ores  and 
refractory  materials  would  enable  any  of  the  customary  slags  to  be 
analyzed ;  it  is  desirable,  therefore,  to  give  no  more  than  outline 
descriptions  and  a  few  analytical  requirements  of  a  special  kind.  This 
may  be  conveniently  done  by  considering  separately :  Blast,  Acid 
Siemens,  Basic  Siemens,  and  Puddling  Furnace  Slags. 


BLAST  FURNACE  SLAG. 

An  experienced  eye  may  deduce  something  of  the  chemical  composi- 
tion of  a  slag  by  carefully  observing  its  physical  characters  during  the 
working  of  a  furnace.  The  colour  differences  are  the  most  obvious : 
violet,  yellow,  black,  and  blue  slags  being  said  to  correspond  respec- 
tively with  the  presence  of  notable  amounts  of  manganous  oxide, 
manganous  sulphide,  ferrous  oxide,  and  the  oxides  of  aluminium  and 
zinc,  or  the  sulphide  of  sodium.  A  broader  distinction  which  there  are 
more  opportunities  of  verifying  is  that  furnaces  making  grey  iron 
yield  a  light-coloured,  and  those  making  white  iron  a  dark-coloured 
slag ;  the  ferrous  oxide  in  the  former  case  being  under  one  per  cent., 
and  in  the  latter  (often  considerably)  over  one  per  cent. 

Silica. — Weigh  one  and  a  quarter  grams  of  the  ground  slag,  which 
should  have  been  magnetically  freed  from  metallic  shots,  into  a  small 
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wide  beaker,  add  10  c.c.  water,  and  boil.  Then  add  15  c.c.  hydrochloric 
acid  at  such  a  rate  that  the  boiling  is  not  disturbed.  This  mode  of 
dissolving  siliceous  bodies  prevents  the  undissolved  portions  being 
coated  over  with  gelatinous  silica.  Boil  briskly  until  the  solution  is 
nearly  dry,  add  a  few  drops  of  nitric  acid,  and  continue  to  heat  until 
all  smell  of  hydrochloric  acid  has  gone.  The  silica  separates  at  the 
surface  and  leaves  the  liquid  clear  to  the  last. 

Take  up  the  evaporated  residue  with  hydrochloric  acid,  filter  off  the 
silica,  ignite,  and  weigh.  The  residue  may  not  be  quite  pure  silica,  but 
as  a  single  evaporation  does  not  make  the  whole  of  it  insoluble  the 
error  is  balanced  to  some  extent,  and  the  results  are  considered  accurate 
enough  for  works'  purposes.  When  a  slag  contains  notable  amounts  of 
barium  sulphate  or  titanic  oxide,  it  may  be  necessary  to  make  a  further 
examination  of  the  ignited  silica. 

If  aluminous  ores  are  being  smelted  and  fluxed  with  magnesian 
limestone,  it  is  never  safe  to  omit  treatment  of  the  silica  with  hydro- 
fluoric acid,  because  spinel  (magnesium  aluminate)  to  the  extent  of  two 
or  three  per  cent,  may  be  present  (Shimer).  If  a  further  examination 
of  the  spinel  is  needed  it  must  be  fused  with  bisulphate  or  caustic 
alkalis  because  it  is  not  appreciably  attacked  by  acids  or  fusion  with 
sodium  carbonate. 

Iron  and  Alumina. — Dilute  the  filtrate  to  about  200  c.c,  add  two  or 
three  grams  of  ammonium  chloride  unless  a  large  excess  of  hydrochloric 
acid  is  present,  and  precipitate  ferric  and  aluminic  hydrates  with 
ammonia.  Cool,  make  the  solution  up  to  250,  and  filter  off  200  c.c. 
The  precipitate  may  be  washed,  ignited,  and  weighed  as  alumina  and 
ferric  oxide,  but  a  thorough  washing  takes  as  much  time  as  is  required 
to  return  the  drained  precipitate  to  the  beaker,  warm  with  dilute 
hydrochloric  acid,  strain  off  the  paper  through  a  filter  plate,  wash,  add 
about  three  grams  of  sodium  phosphate,  and  precipitate  aluminium 
phosphate  as  in  the  assay  of  ferro-aluminium  alloys. 

The  filtrate  is  then  oxidized  with  nitric  acid,  and  the  iron  determined 
as  on  page  212;  or  a  separate  two  grams  dissolved  as  in  the  first 
instance,  diluted,  reduced,  and  titrated  with  bichromate.  Blast  furnace 
slags  containing  very  little  iron  and  considerable  calcium  sulphide  need 
no  reduction,  as  the  iron,  after  dissolving,  exists  entirely  as  ferrous 
oxide. 

Lime  and  Magnesia. — If  much  manganese  is  present,  the  solution 
(200  c.c),  filtered  from  the  aluminic  and  ferric  hydrates,  is  treated  with 
bromine  and  a  small  excess  of  ammonia,  and  the  manganic  hydrate 
filtered  off  and  washed.     The  lime  is  then  precipitated  as  oxalate,  and 
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ignited  to  oxide  ^  or  sulphate,  or  estimated  volumetrically  as  on 
page  206.  Magnesia  is  precipitated  from  the  filtrate  and  weighed  as 
pyrophosphate  as  usual. 

Manganese. — Boil  one  gram  of  the  powdered  slag  with  20  c.c.  water, 
and  add  10  c.c.  1*42  nitric  acid.  When  the  slag  is  decomposed,  or 
nearly  so,  add  a  few  c.c.  hydrofluoric  acid  to  decompose  any  undissolved 
portion  and  destroy  the  dissolved  silica  which  might  otherwise  impede 
the  subsequent  filtration.  Treat  the  cooled  solution  with  bismuthate 
and  estimate  the  manganese  as  in  steels. 

1  c.c.  ^  KMnO^  =  000U2  gram  MnO. 

The  red  lead  process  may  also  be  used  if  not  much  manganese  is 
present. 

Sulphur. — Sulphur  may  be  estimated  gravimetrically  by  the  nitro- 
hydrochloric  acid  process  used  for  steels  (page  43) ;  but  more  simply  by 
regarding  the  crushed  material  as  a  coke  which  has  been  roasted  with  the 
tribasic  reagent  (see  page  233).  From  this  pointof  view  it  is  only  necessary 
to  weigh  one  gram  of  the  finely  powdered  slag  into  a  small  flask,  add 
10  C.C.  water,  about  2  c.c.  bromine,  and  10  c.c.  hydrochloric  acid.  On 
gentle  warming  the  slag  is  dissolved  and  the  sulphur  completely  oxidized 
to  sulphuric  acid.  Dilute  then  with  an  equal  volume  of  water,  boil  off 
the  excess  of  bromine,  pass  through  a  small  filter,  add  ammonia  to  the 
filtrate  until  the  precipitated  aluminic  hydrate  redissolves  somewhat 
lazily,  and  then  an  excess  of  barium  chloride.  The  precipitated  barium 
sulphate  is  prepared  for  weighing  as  usual. 

As  the  sulphur  exists  almost  entirely  as  calcium  sulphide  it  may  be 
estimated  volumetrically  with  sufiicient  accuracy  for  all  practical  pur- 
poses. Weigh  from  a  quarter  to  one  gram  of  the  slag  into  the  flask 
(page  46)  along  ^vith  half  a  gram  or  so  of  sulphur-free  iron  or  steel  or 
zinc,  moisten  the  powder  with  water,  heat,  and  add  20  c.c.  hydrochloric 
acid.  The  evolved  sulphuretted  hydrogen  is  absorbed  in  zinc  acetate, 
titrated  with  iodine,  and  calculated  to  sulphur  as  on  page  45. 

In  tabulated  analyses  the  sulphur  may  be  expressed  as  calcium  sul- 
phide or  as  calcium  and  sulphur  separately  ;  but  it  is  not  uncommon  to 
express  sulphur  as  such,  and  all  the  calcium  as  oxide. 

Fhosphoros. — The  amount  of  phosphonis  is  generally  very  small  and 
rarely  estimated.  The  sample  is  opened  out  with  dilute  nitric  and  a  few 
drops  of  hydrofluoric  acid  and  filtered.  The  acidity  is  adjusted  with 
ammonia,  nitro-molybdate  solution  added,  etc.,  as  usual. 

^  If  not  much  manganese  is  present  its  separation  may  be  omitted,  and  any 
oxide  accompanying  the  lime  estimated  by  the  bismuthate  process  and  deducted. 

P 


226  ANALYSIS  OF  SLAGS. 

Alkalis. — The  alkalis,  chiefly  potash,  are  present  in  amounts  varying 
from  a  half  to  two  per  cent.  They  can  be  determined  as  in  fireclays, 
but  the  result  is  of  little  value  to  the  furnace  manager. 

Titanic  Oxide. — This  is  a  frequent  constituent  of  slags,  but  it  has  no 
metallurgical  significance.  It  is  determined  by  boiling  with  nitric  acid, 
cooling,  and  filtering.  The  filtrate  contains  most  of  the  titanium.  The 
undissolved  portion  is  added  to  it  after  igniting,  fusing  >vith  sodium 
carbonate,  and  digesting  with  sulphuric  acid.  The  total  is  estimated 
colorimetrically. 

The  crystals  of  cyano-nitride  of  titanium,  commonly  observed  in  blast- 
furnace *  bears  *  may  be  separated  from  the  slag,  according  to  Reinhardt, 
by  treating  the  mixture  successively  with  hydrofluoric,  hydrofluoric 
and  sulphuric,  and  sulphuric  and  chromic  acids.  The  titanium  is  esti- 
mated by  fusing  with  potassium  bisulphate,  digesting  with  acidulated 
water,  and  precipitating  with  a  small  excess  of  ammonia,  followed  by  a 
small  excess  of  acetic  acid.  The  formula  of  the  crystals  approximates  to 
Ti,CN,. 

TAP  CINDER. 

Puddler's  tap  cinder  may  be  regarded  as  a  ferrous  silicate  in  which  are 
dissolved  various  amounts  of  ferrous  and  ferric  oxides.  As  the  slag  or 
cinder  is  quite  decomposed  by  hydrochloric  acid  the  analysis  is  very 
simple. 

Silica,  Iron,  Alumina,  Lime,  and  Magnesia. — Dissolve  one  and  a 
half  grams  in  the  same  way  as  blast-furnace  slag,  evaporate,  collect 
the  silica,  and  estimate  it.  Precipitate  the  iron  and  alumina  in  the 
filtrate  with  ammonium  acetate,  make  the  solution  up  to  300,  and 
filter  off  200  c.c.  for  the  estimation  of  lime  and  magnesia  in  the 
usual  way  after  separating  manganese  with  bromine  and  ammonia^ 
or  as  sulphide. 

The  residue  is  dissolved  in  acid,  and  one-third  of  the  solution  used  for 
the  estimation  of  total  iron.  The  remaining  two-thirds  is  treated  like 
a  ferro-aluminium.  The  precipitate  obtained  is  rarely  pure  aluminium 
phosphate ;  it  will  contain  any  chromic  or  titanic  oxides  present  in  the 
slag  as  well  as  traces  of  vanadic  oxide.  Chromic  and  titanic  oxide  may 
be  determined  from  this  precipitate :  the  former  by  titrating  the 
chromic  acid  after  fusing  with  sodium  carbonate  or  by  matching  its 
colour  with  sodium  chromate  solutions,  and  the  latter  by  the  hydrogen 
peroxide  test.  But  such  niceties  are  not  generally  regarded  in  works' 
analyses. 
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Snlphiir. — This  is  estimated  gravimetrically  as  in  blast-furnace  slags. 
It  exists  partly  as  ferrous  sulphide. 

Iffaiigaiiese  and  Vaaadium. — Manganous  oxide  is  determined  as  in 
blast-furnace  slags.  A  little  hydrofluoric  acid  is  nearly  always  needed 
to  complete  the  decomposition.  The  presence  of  a  few  tenths  per  cent, 
vanadic  oxide  may  be  observed  during  the  titration  by  the  rapid 
disappearance  of  the  permanganate  tint  first  formed,  and  its  amount 
may  be  roughly  estimated  during  the  same  operation  as  on  page  89. 
The  peroxide  colour  estimation  can  be  made  only  when  titanium  is 
absent,  and  hydrofluoric  acid  has  either  not  been  used  or  has  been 
completely  expelled.  The  separate  estimation  of  titanic  and  vanadic 
oxides  is  made  as  in  iron  ores. 

Ferrous  Oxide. — Dissolve  half  a  gram  of  the  very  finely  ground  slag 
in  hydrochloric  acid,  and  titrate  with  bichromate.  The  result  is  likely 
to  be  too  high  on  account  of  the  interference  of  small  particles  of  iron 
and  ferrous  sulphide.  The  former  cannot  be  removed  magnetically, 
because  the  cinder  itself  is  more  or  less  magnetic. ,  The  ferric  iron  is 
represented  as  usual  by  the  difference  between  the  volume  of  bichromate 
needed  to  titrate  the  iron  existing  as  ferrous  oxide,  and  the  volume 
needed  for  the  total  iron  after  converting  to  ferrous  oxide. 

Phosphoric  Acid. — Dissolve  half  a  gram  of  the  slag  with  nitric  and 
hydrofluoric  acids,  boil  off  most  of  the  latter,  and  dilute  to  100  c.c.  To 
25  c.c  (*25  gram)  add  12  to  14  c.c.  ammonia,  and  just  clear  the  solution 
with  nitric  acid ;  then  add  at  least  twice  the  usual  amount  of  nitra- 
molybdate  reagent  and  transform  the  precipitated  phospho-molybdate  to 
the  lead  salt  for  weighing. 
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These  slags  are  generally  insoluble  in  hydrochloric  acid.  Fuse  one 
and  a  quarter  grams  with  two  or  three  grams  sodium  carbonate,  evaporate 
the  dissolved  melt  with  hydrochloric  acid,  and  collect  the  silica  exactly 
as  in  a  Refractory  (page  209).  Precipitate  the  filtrate  with  ammonium 
acetate,  and  estimate  the  total  iron,  alumina,  lime,  and  magnesia  as  in 
former  slags.  The  separated  hydrate  or  sulphide  of  manganese  may  be 
ignited  and  weighed,  or  prepared  in  previously  described  ways  for  the 
bismuthate  estimation. 

Manganese. — A  direct  determination  of  manganous  oxide  is  made  by 
dissolving  half  a  gram  of  the  slag  in  hydrofluoric  and  hydrochloric 
acids,  evaporating  with  sulphuric  acid,  oxidizing  with  sodium  bis* 
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muthate,  etc.,  as  usual.  A  mixture  of  hydrofluoric  and  nitric  acids 
will  sometimes  dissolve  very  finely  powdered  slags,  and  thus  save  the 
sulphuric  acid  evaporation,  but  it  is  not  to  be  depended  on  for  general 
use. 

Sulphur. — Two  grams  are  opened  out  by  fusion  with  sodium  carbonate, 
the  acidified  solution  of  the  melt  evaporated,  the  silica  eliminated,  and 
barium  chloride  added  to  the  filtrate  after  suitably  adjusting  the  acidity 
with  ammonia. 

Phosphoms. — Decompose  two  grams  with  hydrochloric  and  hydro- 
fluoric acids,  evaporate  nearly  to  dryness,  transfer  to  a  glass  vessel, 
boil  with  nitric  acid  and  permanganate,  and  finish  as  for  an  iron  ore 
(page  190). 

BASIC  SIEMENS'  SLAG. 

Silica. — Dissolve  one  and  a  half  grams  in  hydrochloric  acid, 
evaporate  with  a  little  nitric  acid,  and  estimate  the  collected  silica. 
It  should  be  treated  with  hydrofluoric  and  sulphuric  acids  in  order 
that  a  small  dark-coloured  residue,  which  probably  contains  chromic 
oxide,  may  be  fused,  dissolved  in  acid,  and  added  to  the  following 
solution : 

Iron  and  Alumina. — Neutralize  the  solution  until  a  slight  turbiditj- 
forms,  add  2  or  3  c.c.  acetic  acid,  and  when  boiling  as  much  ammonium 
acetate  only  as  is  needed  to  complete  the  precipitation  of  the  basic 
phosphates  of  iron  and  aluminium.  It  is  desirable,  if  not  essential,  for  the 
completeness  of  the  subsequent  separations  that  all  the  phosphoric  acid 
should  be  precipitated;  a  little  ferric  chloride  should  therefore  be  added 
if  it  is  feared  that  bases  enough  are  not  already  present  to  effect 
this.  The  collected  precipitate  is  re-dissolved  and  the  total  iron  and 
alumina  determined  as  in  tap  cinder.  The  precipitated  aluminium 
phosphate  contains  also  chromic,  titanic,  and  vanadic  oxides,  which 
may  be  separated  by  fusing  with  sodium  carbonate,  extracting  the 
melt  with  water  and  filtering.  Chromic,  vanadic,  and  aluminic  oxides 
are  in  the  filtrate  ;  the  residue  contains  titanic  and  traces  of  manganic 
and  ferric  oxides. 

Lime  and  Magnesia. — These  are  determined  in  a  fraction  of  the 
filtrate  as  in  blast-furnace  slags.  The  manganese  is  previously 
separated  as  sulphide;  if  separated  with  bromine  and  ammonia  a 
double  precipitation  is  necessary. 

Manganons  Chdde  and  Sulphur. — These  are  determined  as  in  tap 
oinder. 
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Phosphoms. — As  in  tap  cinder.  The  phosphorus  is  conveniently 
precipitated  from  a  portion  of  the  solution  intended  for  the  estima- 
tion of  manganous  oxide.  If  the  sample  contains  ten  to  twenty  per 
cent,  phosphoric  acid,  a  decigram  is  as  much,  as  can  be  conveniently 
handled  when  the  yellow  precipitate  is  transformed  for  weighing  into 
the  lead  salt.  If  the  final  precipitation  as  ammonium  magnesium 
phosphate  and  weighing  as  pyrophosphate  is  preferred,  much  larger 
amounts  of  the  slag  may  be  worked  with. 


MILL  SCALE. 

The  analysis  of  this  material  is  accomplished  by  dissolving  the 
sample  in  hydrochloric  acid  and  proceeding  as  though  a  pure  magnetite 
iron  ore  were  being  dealt  with.  There  is  no  regular  demand  for 
analysis  of  this  kind,  but  the  following  series  by  Professor  Ledebur 
are  interesting  as  being  perhaps  the  latest  and  most  complete 
published  : 


I. 

II.         III. 

IV. 

47-48 
50-77 
0-33 
0-03 
1-03 
0-04 

V. 

39-48 
6008 
0-43 
005 
000 
0-09 

VI. 

35-97 
63-69 
0-43 
0-03 
000 
0-05 

VII. 

37-41 
62-32 

99-73 

VIII. 

Ferric  Oxide, 
Ferrous  Oxide, 
Manganous  Oxide, 
Copper  Oxide, 
Silica,   - 
Phosphoric  Acid,  - 

45-37 
53-62 

0-07 
001 
0-40 

0-58 

42-81    48-74 
56-08    50-73 
0-11  !     — 
004       — 
0-30      — 
0-2.3       — 

51-85 
46-74 
0-23 
0-01 
0-80 
0-04 

Total, 

100-05 
73-46 

99-59  '  99-47  ,  99  68 

1 

100-13 
74-37 

1  10017 
1    74-72 

99-67 

Metallic  Iron, 

73-90  1  73-58 

1            1 

72-73 

74-66 

72-64 

I.  A  puddled  iron  containing  0-08  Mn,  025  P.  II.  and  III.  puddled 
irons  from  different  districts.  IV.  A  puddled  steel  containing  1*42  C, 
0-12  Mn,  014  Si.  V.  VI.  and  VIL  are  mild  basic  steels.  VIII.  A 
crucible  steel  containing  0  93  C,  0-13  Mn,  0*31  Si.  Scales  IV.  and 
VIII.  contain  respectively  0*17  and  0-16  per  cent,  alumina. 

The  ratio  of  oxygen  to  iron  in  the  above  analyses  varies  between 
the  limits  FcyOg  and  Fe^O^.  It  is  noteworthy  that  the  various 
impurities  pass  into  the  scale  in  about  the  same  proportion  as  they 
exist  in  the  iron,  the  high  silica  of  IV.  and  VIII.  being  probably  due 
to  extraneous  siliceous  material.  The  complete  absence  of  sulphur 
from  the  scale  leads  to  the  assumption  that  it  was  completely  con- 
verted into  and  escaped  as  sulphur  dioxide. 
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Blast 

Crucible : 

Furnace 

Fuddlor's 

Basic 

Acid 

making 

Basic  Pig 

Tap  Cinder. 

Siemens'. 

Siemens*. 

Self-hard 

Burdon. 

60-80 

SteeL 

Silica, 

3312 

lo-9(J 

21  -30 

47-96 

Alumina,  - 

9-31 

0-50 

1-92 

2-21 

16-42 

Ferrous  Oxide,  - 

0-79 

6314 

9-50 

18-22 

— 

Ferric  Oxide,    - 

5-44 

516 

— 

7-92 

Manganous  Oxide, 

3(K) 

5-31 

8-96 

9-23 

1-81 

Lime, 

47-98 

0-37 

37-50 

6-01 

15-84 

Magnesia,  - 

2-06 

0-3() 

405 

3-60 

4-84 

Sulphur,    - 

2-21 

0-19 

0-22 

— 

Sulphuric  Acid, 

-^ 

— 

— 

016 

Phosphoric  Acid, 

013 

7-68 

10-59 

001 

Chromic  Oxide, 

— 

010 

0-25 

4-30 

TuDgstic  Oxide, 

— 

— 

— 

0-66 

Titanic  Oxide,  - 

0-60 

0-33 

0-30 

0-40 

Vanadic  Oxide, 

0-91 

0-47 

... 

Alkalies,   - 

l-0(> 

ia)-2() 

100-17 

— 

1(X>-21 

99-47 

99-92 

PAKT  VIII.     ANALYSIS  OF  FUEL. 


I.  SOLID  FUELS. 

COAL,  COKE,  CHARCOAL. 

Sampling. 

More  uncertainty  is  likely  to  be  introduced  through  imperfect  sampling 
than  is  inherent  in  the  analytical  processes.  Where  the  crushing  has 
to  be  done  by  hand  in  the  time-honoured  way  there  is  a  tendency  to 
take  samples  that  are  too  small  to  represent  truck  loads  of  non- 
homogeneous  material.  At  least  a  score  pieces  should  be  taken  or 
£Edrly  sampled  and  the  whole  stamped  on  an  iron  plate  to  the  size 
of  a  hazel  nut,  then  well  mixed  and  a  quarter  of  the  bulk  crushed  to  the 
size  of  a  pea,  and  in  the  same  manner  a  further  aliquot  portion  taken  and 
crushed  in  an  iron  mortar.  The  final  sample,  passed  through  a  sieve 
of  sixty  meshes  to  the  lineal  inch,  should  be  kept  in  a  stoppered  bottle. 

Moisture. 

Moisture  is  most  accurately  determined  by  passing  dried  air  over  the 
coal  or  coke  heated  to  1 10-120°  C.  and  absorbing  the  water  in  a  weighed 
calcium  chloride  or  sulphuric  acid  tube.  But  the  more  common, 
because  the  more  convenient,  way  is  to  heat  two  or  three  grams  in 
a  tared  platinum  dish  at  the  same  temperature. 

The  weight  of  the  sample  decreases  for  some  time  and  then  begins  to 
increase,  the  lowest  weight  being  generally  taken  in  calculating  the 
percentage  of  moisture.  The  increased  weight  on  continued  drying  is 
popularly  explained  by  supposing  the  pyrites,  which  exists  more  or 
less  in  all  coals,  is  partially  oxidized.  But  the  examination  of  a  long 
series  of  coals  by  the  chemist  to  the  Iowa  Geological  Survey  points  to 
oxidation  of  the  bitumen  of  the  coal  itself  as  being  partly  responsible 
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for  the  increased  weight.     The  section  on  **  Weathering  of  Coal "  in 
Percy's  Fuel^  page  289,  is  interesting  in  this  connection. 

Ash. 

A  determination  which  is  accurate  enough  for  most  works'  purposes 
is  made  by  weighing  two  or  three  grams  of  the  coal  or  coke  into  a 
tared  platinum  dish,  placing  it  in  the  muffle,  and  leaving  it  to  take  care 
of  itself.  Indeed,  where  large  numbers  of  determinations  have  to  be 
made,  the  dishes  or  crucibles  are  packed  into  the  hot  muffle  and  left 
igniting  all  night. 

But  Dr.  Muck  {Zeit,  fiir  Anal.  Chemie,  xix.  131) — whose  book  (Die 
Chemie  der  Steinkohle :  Englemann,  Leipzig)  may  be  referred  to  by  those 
Especially  interested  in  coal — has  pointed  out  a  number  of  small  errors 
the  ash  determination  is  liable  to  which  should  at  least  be  known. 
These  may  arise 

From    the    presence    of   mineral    substances,   impeding    perfect 
decarbonization,  such  as  phosphates  and  fusible  salts. 

From  decrepitation. 

From  the  partial  volatility  of  various  constituents  of  the  ash,  and 

From  the  chemical  changes  an  ash  may  undergo  according  to  the 
degree  and  duration  of  heat  and  the  supply  of  air. 

Samples  are  most  expeditiously  ashed  in  shallow  platinum  dishes, 
although  this  of  course  favours  the  chance  of  loss  through  decrepita- 
tion and  air  currents.  To  minimize  these  losses  the  coal  should  be 
well  powdered  and  heated  very  gradually  to  begin  with.  This  latter  pre- 
caution, especially  in  the  case  of  caking  coals,  prevents  the  formation 
of  hard  coke,  the  subsequent  ignition  of  which  requires  a  high 
temperature. 

The  presence  of  unbumt  coal  or  coke  cannot  always  be  observed  by 
mere  inspection.  Muck  proposed  to  moisten  the  ash  with  alcohol, 
whereby  any  unburned  particles  usually  float  on  the  surface.  He 
claims  that  the  ash  which  previously  lay  very  loosely  adheres  quite 
closely  to  the  dish  after  burning  off  the  alcohol  and  is  more  speedily 
decarbonized.  The  complete  incineration  of  the  carbon  may  also  be 
assisted,  by  passing  a  steady  stream  of  oxygen  into  the  dish,  by 
moistening  with  ammonium  nitrate,  or  according  to  Wislicenus,  best 
of  all  by  moistening  with  dilute  hydrogen  peroxide.  Ashes  of  coals 
containing  large  amounts  of  pyrites,  sulphur,  and  lime  are  most 
difficult  to  ignite  to  constant  weight. 
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Volatile  Matter  and  Coke. 

Weigh  two  grams  of  the  powdered  coal  into  a  crucible  with  a  well- 
fitting  lid,  and  ignite  at  the  mouth  of  the  muffle  until  the  ilame  of  the 
escaping  hydrocarbon  gases  ceases  to  be  white  and  nearly  disappears ; 
then  clasp  the  crucible  in  the  bow  of  the  tongs,  ignite  for  a  minute  over 
a  blast  lamp,  cool  in  the  desiccator  and  weigh.  The  loss  in  weight  is 
counted  as  volatile  matter,  the  residue  is  coke. 

Comparative  estimations  should  be  made  always  in  the  same  crucible, 
on  the  same  weight  of  undried  coal,  and  under  the  same  conditions  of 
temperature,  etc.  Heating  over  the  blast  lamp  does  not  decrease  the 
weight  of  the  coke  very  much  if  it  follows  immediately  after  the  hydro- 
carbon ilame  has  disappeared.  If  the  crucible  is  first  cooled  and  then 
blasted,  the  decrease  is  very  appreciable,  as  a  portion  of  the  coke  is 
burned  by  the  air  which  meanwhile  has  gained  access  to  the  crucible. 

It  follows  from  the  last  remark  that  when  the  volatile  matter  of  coke 
is  being  estimated,  the  ignition  for  several  minutes  at  a  high  tempera- 
ture must  consume  a  portion  of  the  coke  itself.  This  error  is  allowed 
for  with  tolerable  exactness  by  re-heating  the  cooled  and  weighed 
crucible  for  the  same  time  as  before  and  counting  the  second  loss  in 
weight  as  equal  to  the  amount  of  non-volatile  coke  consumed  in  the 
first  heating.  A  more  strictly  scientific  method  is  to  drive  off  the 
volatile  matter  in  a  current  of  nitrogen  (Meade  and  Attix). 

Sulphur. 

Sulphur  exists  in  coal  in  at  least  three  different  states :  as  sulphide, 
as  sulphate,  and  as  an  organic  compound.  The  estimation  of  total 
sulphur  only  is  commonly  made  use  of  for  works*  purposes,  although 
there  is  much  to  be  said  for  a  discrimination  between  *  combustible ' 
sulphur  and  that  remaining  in  the  ash. 

Total  Sulphur. — One  gram  of  the  powdered  coal  or  coke  is  shaken  in 
a  stoppered  bottle  with  three  grams  of  the  following  mixture : 

Lime, 160  grams. 

Potassium  Carbouate, 20  grams. 

Soilium  Carbonate, 20  grams. 

and  after  transferring  to  a  platinum  crucible  covered  with  one 
additional  gram  of  it.  The  crucible  is  then  heated  in  the  muffle  and 
stirred  occasionally  with  a  platinum  rod  until  the  fuel  appears  to  be 
completely  burned. 

Empty  the  contents  of  the  crucible  into  a  beaker,  add  about  70  c.c. 
water,  a  few  drops  of  bromine  to  oxidize  any  sulphite  which  may  have 
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formed,  and  a  small  excess  of  hydrochloric  acid.  Although  on  boiling 
everything  may  appear  to  be  dissolved,  it  is  as  well  to  pour  through 
a  small  filter  before  adding  barium  chloride.  The  barium  sulphate  is 
collected  and  weighed  as  usual,  and  any  required  correction  made  for 
sulphur  in  the  reagents.^  Determinations  of  sulphur  and  ash  must  not 
be  carried  on  in  the  same  muffle,  as  the  lime  of  the  former  absorbs  some 
of  the  sulphur  dioxide  evolved  from  the  latter. 

Sulphate  Sulphur. — Of  the  different  forms  in  which  sulphur  exists  in 
coal  this  only  can  be  determined  directly.  The  process  described  by 
Calvert  before  the  British  Association  in  1871  is  the  one  generally 
used.  Calvert  insisted  that  it  was  "most  important  from  a  metal- 
lurgical point  of  view  to  give  the  sulphate  figure  separately,  because 
the  sulphur  combined  with  calcium  as  sulphate  will  not  leave  its 
stronger  base  to  deteriorate  the  quality  of  the  iron,  either  in  the  blast 
furnace  or  in  any  of  the  subsequent  processes  of  manufacture." 

Boil  the  finely  powdered  coal  or  coke  and  an  equal  weight  of  sodium 
carbonate  with  300  c.c.  water  for  24  hours.  The  residue  is  filtered  off 
and  rapidly  washed  with  boiling  water.  The  filtrate  is  oxidized  with 
a  little  bromine  and  hydrochloric  acid,  and  the  sulphuric  acid  deter- 
mined as  usual.  Dr.  Drown  objects  to  this  means  of  estimating 
calcium  sulphate,  on  the  ground  that  sodium  carbonate  readily  attacks 
pyrites;  even  water  when  heated  in  contact  with  pyrites  in  the  air 
contains  notable  quantities  of  sulphuric  acid.  Drown  suggests  that  the 
calcium  sulphate  should  be  dissolved  out  by  means  of  water  with 
careful  exclusion  of  air. 

Sulphide  Sulphur. — The  following  process  was  suggested  by  Drown 
(Amer,  InsL  Mining  Engineers  and  Chem.  News,  xliii.  89).  Saturate  a 
solution  of  caustic  soda  of  1  *25  specific  gravity  with  bromine,  and  add  a 
little  more  soda,  so  that  free  bromine  may  not  be  given  off.  Moisten 
one  or  two  grams  of  the  finely  powdered  coal  with  10  c.c.  of  this  solution^ 
heat,  and  then  add  hydrochloric  to  a  faintly  acid  reaction.     Two  more 

^  Lime  made  from  good  specimens  of  marble  is  almost  free  from  sulphur.  Two 
grams  of  the  Eschka  mixture — magnesia  with  half  its  weight  of  anhydrous  sodium 
carbonate — may  be  used  instead  of  that  given  if  magnesia  nearly  free  from 
sulphur  can  be  obtained.  N.  W.  Lord  gives  the  following  method  of  purifying 
light  calcined  magnesia.  Add  about  two  per  cent,  of  pure  sodium  carbonate  and 
stir  up  with  enough  boiling  water  to  make  a  thin  liquid.  Boil  the  mixture  a  few' 
minutes,  allow  to  settle,  and  decant  off  the  clear  liquor.  Repeat  this  operation 
and  continue  the  washing  by  decantation  until  the  liquid,  after  being  acidified 
with  hydrochloric  acid,  shows  no  trace  of  sulphates  when  treated  with  barium 
chloride.  The  magnesia  is  then  poured  on  to  a  large  filter,  drained,  and  finally 
ignited. 
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additions  of  the  alkaline  solution  of  20  c.c.  each  are  made  at  intervals 
of  ten  minutes,  each  addition  being  followed  by  hydrochloric  acid.  The 
hot  solution  is  then  evaporated  to  dryness,  the  dry  mass  taken  up  in 
hydrochloric  acid,  silica  eliminated,  and  the  sulphur  precipitated  with 
barium  chloride. 

The  coal  as  such  is  not  attacked,  and  therefore  the  sulphur  obtained 
represents  that  existing  as  pyrites  and  as  sulphates.  The  difference 
between  the  total  sulphur  and  that  just  determined  is  the 

Organic  Sulphur. — This  form  of  sulphur  and  that  existing  as  sulphide 
may  be  determined  by  heating  the  coal  at  low  redness  in  a  current  of 
oxygen  and  collecting  the  volatile  products  in  brominized  hydrochloric 
acid. 

Since  it  was  recognized  that  sulphur  in  coals  could  be  organically 
combined,  the  practice  of  estimating  total  sulphur  by  digestion  with 
strong  oxidizing  reagents  such  as  aqua  regia,  hydrochloric  acid  and 
potassium  chlorate,  etc.,  has  been  discontinued.  Proof  of  the  existence 
of  organic  sulphur  is  furnished  by  the  following  observations  : 

When  coal  is  heated  in  a  closed  tube,  gaseous  and  liquid  products 
containing  sulphur  are  evolved  at  a  temperature  considerably 
below  that  at  which  iron  pyrites  is  decomposed,  or  free  sulphur 
volatilized. 

The  analysis  of  some  coals  shows  an  excess  of  sulphur  over  the 
quantity,  which  all  the  iron  present  would  require  to  form 
disulphide  and  all  the  bases  to  form  sulphates. 

Arsenic. 

It  has  been  known  for  many  years  that  some  coals  contain  decided 
traces  of  metals,  such  as  copper,  lead,  arsenic,  and  antimony.  The 
epidemic  of  arsenical  poisoning  in  Manchester  and  district  in  1900 
caused  special  search  for  arsenic  to  be  made  in  all  kinds  of  materials 
used  for  brewing  purposes.  This  emphasised  the  presence  of  arsenic 
in  coal  and  coke,  and  caused  several  methods  for  its  determination  to 
be  proposed. 

It  is  unlikely  that  the  amount  of  arsenic  existing  in  fuels  will  in  any 
way  prejudice  their  uses  for  iron  and  steel-making  purposes.  Such 
analysts  as  are  interested  in  colliery  and  coking  plants,  whose  produce 
is  otherwise  used,  will  find  several  means  of  making  the  assay  described 
in  the  journals  for  1901 :  particularly  Journal  Soc.  Chem.  Industi-y:^ 
and  the  Analyst. 

'The  papers  and  abstracts  which  have  appeared  in  this  journal  as  M'ell  as 
extracts  from  other  jonmals  are  published  separately  (Eyre  and  Spottiswoode :  Is. ). 
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ANALYSIS  OF  THE  ASH. 

Bolphur. — Three  grams  of  the  fuel  are  ashed,  the  residue  dissolved  in 
hydrochloric  acid — via  sodium  carbonate  fusion  if  necessary — and  the 
sulphur  precipitated  with  barium  chloride  as  usual.  The  proportion  of 
the  total  sulphur  found  in  the  ash  is  a  variable  quantity. 

PhosphoniB. — All  the  phosphorus  present  in  the  coal  remains  in  the 
4ish.  It  may  vary  in  amount  from  traces  up  to  three  i>er  cent.,  and 
practically  the  whole  of  it  passes  into  the  pig-iron  when  used  in  the 
blastfurnace. 

The  ash  from  five  to  ten  grams  of  coal  or  coke  is  dissolved  in  hydro- 
-chloric  and  hydrofluoric  acids  and  evaporated  to  fumes  with  a  small 
amount  of  sulphuric  acid.  Now  add  20  c.c.  1*20  nitric  acid  with  a  pinch 
of  pure  bar  iron  dissolved  in  it,  and  ammonia  until  the  red  colour  of 
ferric  oxy nitrate  shows  that  all  the  free  acid  is  neutralized.  Then  add  50 
c.c.  nitro-molybdate  reagent,  and  estimate  the  precipitated  phospho- 
molybdate  as  usual. 

The  remaining  constituents — lime,  magnesia,  ferric  oxide,  and 
alumina — are  estimated  as  in  refractory  materials. 


ULTIMATE  ANALYSIS. 

Carbon  and  Hydrogen. 

A  long  dry  glass  tube  is  drawn  out  at  one  end  and  covered  with 
asbestos  over  the  part  to  be  heated,  with  the  exception  of  a  small 
space  in  the  neighbourhood  of  the  boat.  For  three  or  four  inches 
of  its  length  it  is  packed  with  well-ignited  granular  oxide  of  copper. 
Before  making  the  pending  assay  the  tube  is  heated,  and  two  or 
three  litres  of  dried  air  drawn  through  into  a  weighed  calcium  chloride 
tube  so  as  to  ensure  the  absence  of  moisture. 

A  quarter  of  a  gram  of  the  coal  or  coke  is  mixed  with  two  and  a  half 
grams  of  perfectly  dry  lead  chromate,  transferred  to  a  boat,  and  placed 
in  the  tube.  A  current  of  dry  air  or  oxygen  is  passed,  and  the  lights 
turned  up  underneath  the  boat  one  by  one.  When  the  combustion 
appears  to  be  complete,  and  all  traces  of  moisture  have  been  driven 
forward,  the  tared  calcium  chloride  tube  and  potash  bulb  are 
separately  re-weighed,  and  the  percentage  of  hydrogen  and  carbon 
calculated  from  the  increase.     Thus  : 
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(H^O  absorbed  in  CaCl^-that  due  to  moisture)  x  0-1111  equals  the 
weight  of  hydrogen  in  the  coal  taken,  and 

COg  absorbed  by  KHO  bulb  x  0*2727  equals  the  weight  of  carbon  in 
the  coal  taken. 

The  respectivt)  percentages  of  carbon  and  hydrogen  are  reliable  only 
when  it  is  certain  that  the  fuel  contains  no  carbon  dioxide,  gaseous  or 
as  calcium  carbonate,  and  no  water  other  than  that  driven  off  under  the 
conditions  of  moisture  determinations.  Dr.  Percy  remarks  (Fuel,  page 
310) :  "It  is  certain  that  the  alumina  in  ashes  must  either  wholly,  or 
in  great  measure  exist  in  combination  with  silica  as  clay ;  and  clay 
holds  water  in  combination  which  cannot  be  expelled  at  a  temperature 
far  more  than  sufficient  to  decompose  coal.'' 

Nitrogen  and  Oxygen. 

Nitrogen  may  be  determined  in  finely  powdered  coal  by  Dumas* 
(absolute)  method,  Varrentrap  &  Wills'  (soda-lime)  method,  or  the 
Kjeldahl  method. 

Schmitz  (*S'^/  und  Eisen,  vi.  47)  has  made  a  special  study  of  these 
modes  of  determining  nitrogen  in  coal  and  coke.  He  objects  to 
Dumas'  method,  because  it  is  difficult  to  manipulate,  and  neither  coal 
nor  coke  are  completely  burned  under  the  circumstances,  even  after  four 
or  five  hours'  heating.  The  soda-lime  method  he  finds  to  give  low 
results  with  coal,  and  to  be  quite  unsuitable  for  use  with  coke.  The 
following  modified  form  of  the  Kjeldahl  method  is  recommended : 

From  0-8  to  one  gram  of  very  finely  powdered  coal  or  0*5  to  0*7  gram 
of  coke  are  placed  in  a  quarter  litre  flask  along  with  a  gram  of  powdered 
fnercuric  oxide  and  20  c.c.  concentrated  sulphuric  acid  ;  the  whole  is 
then  heated  and  kept  rapidly  boiling  for  from  two  to  three  hours.  All 
varieties  of  coal,  even  anthracite,  will  be  in  solution  at  the  end  of  this 
period.  The  contents  of  the  flask  are  allowed  to  cool,  and  then  poured 
into  a  distillation  flask  containing  some  cold  water;  then  100-120  c.c. 
caustic  soda  solution  of  1*25  specific  gravity  are  added,  and  also  35  c.c. 
of  a  solution  of  yellow  sodium  sulphide  containing  about  40  grams  per 
litre.  Finally,  a  small  piece  of  zinc  is  added  to  prevent  bumping,  and 
the  liquid  boiled  for  about  twenty  minutes.  The  ammonia  is  absorbed 
in  20  to  30  c.c.  of  a  standard  sulphuric  acid  solution,  and  the  excess  is 
titrated  with  standard  baryta  water,  rosolic  acid  being  used  as 
indicator.  An  arrangement  for  collecting  any  drops  of  liquid  carried 
over  is  introduced  between  the  distilling  flask  and  condenser. 

Coke  is  treated  with  the  same  quantities  of  mercuric  oxide  and  sul- 
phuric acid  as  coal,  except  that  at  the  end  of  one  hour's  boiling  an 
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extra  gram  of  mercuric  oxide  is  added  little  by  little,  and  in  a  similar 
manner  two  grams  of  finely  powdered  potassium  permanganate  are 
added  when  the  solution  is  at  a  rapid  boil.  It  is  necessary  to  shake 
frequently  so  as  to  wash  down  the  particles  of  coke  which  rise  and 
adhere  to  the  sides  of  the  flask.  As  two  grams  of  mercuric  oxide  are 
used  it  is  also  necessary  to  use  twice  the  quantity  of  sodium  sulphide 
solution.     The  distillation  and  titration  are  made  as  before. 

Oxygen  is  generally  determined  by  difference,  about  one  half  only  of  the 
sulphur  being  reckoned.  Some  more  or  less  satisfactory  methods  for 
making  direct  determinations  are  given  in  the  second  volume  of 
Fresenius'  Quant,  Analysis. 

TYPICAL  ANALYSES. 


• 

Beechwood 
Charcoal. 

Coal 
Totley. 

Cannel  Coal 
Totley. 

Coke. 

Coke 
Denaby. 

Coke, 
Volatile,    - 



3-02 

7-23 

85-89 
2-41 

1-45 

68iJ0 
32 -(W 

0-92 
0-69 

4-r)2 

77-72 

5-18 

/    1-27  \ 
\  10-20  j 

72  10 
27-90 

f 

— 

Ash, .... 

Sulphur,   - 

Water, 

Carbon,     - 

Hydrogen, 

Nitrogen,  ( 

Oxygen, 

7  13 
2-22 
1-96 
75-00 
4-53 

9-16 

8-52 
103 
1-38 
87-60 
0-25 

1  -20 

6-85 
0-62 

92-29 

100-00 

100-00 
Authors 

100  00 

100-00 

99-76 

Analyst 

Faissti 

Authors 

Bell 

.\nthors 

*  The  composition  of  charcoal  when  made  from  the  same  wood  varies  greatly 
according  to  tlie  temperature  at  which  carbonization  is  effected. 


IL  OAS  ANALYSIS. 


The  complete  analysis  of  blast  furnace  gas  and  of  producer  gas  for 
open-hearth  furnaces  may  involve  a  determination  of  carbon  dioxide, 
oxygen,  nitrogen,  hydrogen,  carbon  monoxide,  methane,  and  ethylene. 
Of  these,  the  carbon  dioxide,  oxygen,  carbon  monoxide,  and  ethylene  may 
be  determined  by  direct  absorption,  one  at  a  time,  with  suitable  solvents. 
The  hydrogen  and  methane  can  then  be  exploded  with  a  measured 
excess  of  oxygen,  and  their  amounts  determined  from  the  contraction 


GAS  ANALYSIS.  239 

due  to  the  explosion  and  from  the  amount  of  carbon  dioxide  formed. 
The  nitrogen  is  obtained  by  difference.  It  is  obvious  that  carbon 
monoxide  may  also  be  estimated  by  combustion  along  with  the 
methane  and  hydrogen,  but  a  determination  of  the  excess  of  oxygen  by 
explosion  with  hydrogen  then  becomes  necessary. 

Case  1.     Carbon  manoxide  previously  removed  by  absmytion. 

Let       X  =  amount  of  hydrogen 
y  =  amount  of  methane 
a  =  measured  contraction  due  to  explosion 
b  =■  measured  amount  of  carbon  dioxide  formed. 

3 
Then  -x  +  2y=a 

y=b. 

Case  2.     Carbon  monoxide  present. 

Let       X  =  amount  of  hydrogen 
y  =  amount  of  methane 
z  =  amount  of  carbon  monoxide 
IV  —  amount  of  nitrogen 
a  =  amount  of  oxygen  added  for  combustion 
b  =  contraction  due  to  explosion 
c  =  amount  of  carbon  dioxide  formed 
d  =  total  volume  of  gas  after  absorbing  carbon  dioxide 
e  =  contraction  due  to  explosion  of  d  with  excess  of  hydrogen. 

The  volume  d  is  made  up  of  the  nitrogen  and  the  excess  of  oxygen, 
and  this  latter  is  evidently  rA  so  that  %v  =  Nitrogen  =  d-  -«. 

3  1 

Now  h  =  ^x  +  2y  +  -z (1) 

c  =  y-\-z (2) 

The  contraction  e  after  exploding  with  hydrogen  is  made  up  of  the 
surplus  oxygen  and  twice  its  volume  of  hydrogen,  so  that  we  have 

Surplus  oxygen  =  a-(^x  +  2y-{--zj 

and  e  =  3tt  -  3  (-x  +  2y  +  -zj 

3  3 

-x  +  Gy-h-z^Sa-e (3) 
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The  solution  of  the  equations  (1)  (2)  and  (3)  yields 

1 
Hydrogen  =  x  =  b  +  -e-a 

Methane =y  =  a  -  ^(b  +  c  +  e) 

Carbon  Monoxide  =  z  =  -AAc  -k-b  ■\-  e)  -  a. 


Stead's  Gas  Apparatus. 

The  number  of  different  forms  of  apparatus  for  gas  analysis  is  legion, 
and  almost  any  one  of  them  will  yield  satisfactory  results  when  certain 
conditions  are  observed.  A  description  of  Stead's  form,  which  is  easily 
and  rapidly  manipulated,  is  appended. 

It  consists  essentially  of  a  vertical  graduated  tube  A  (Fig.  15),  in 
which  all  measurements  are  made,  and  to  which  access  is  given  at  the 
upper  end  by  means  of  two  taps  B  and  C  fitting  a  horizontal  capillary 
tube.  The  lower  end  of  A  is  connected  with  a  similar  ungraduated  tube 
D,  and  the  two  of  them  by  means  of  a  T-piece  and  indiarubber  tubing 
w^ith  the  mercury  reservoir  E  which  can  be  raised  or  lowered  by  means 
of  the  weight  /',  to  which  it  is  connected  by  strong  cord  passing  over 
pulleys.  The  upper  end  of  D  is  open  to  the  atmosphere  at  H,  so  that 
the  whole  arrangement  permits  the  readings  to  be  taken  at  atmospheric 
pressure  by  adjusting  the  mercury  columns  to  the  same  level  in  A  and  D. 
A  sliding  spirit  level  facilitates  this  adjustment.  The  tap  B  effects  com- 
munication between  A  and  the  laboratory  vessel  G  used  for  absorption. 
The  explosions  are  effected  by  sparking  between  the  platinum  wires 
fused  into  the  glass  at  the  upper  end  of  A.  The  whole  apparatus  is 
elegantly  and  safely  supported  by  a  wooden  framework  standing  in  a 
tray  (not  shown  in  the  figure)  to  provide  against  accidental  loss  of 
mercurv. 

Sampling. 

When  it  is  necessary  to  instantaneously  take  a  sample  of  gas  for 
analysis,  one  of  the  laboratory  vessels  referred  to  above  {G)  and 
shown  separately  in  Fig.  16  may  be  conveniently  used.  The  cylinder 
contains  mercury,  and  this  is  sucked  up  into  the  laboratory  vessel,  past 
the  stop-cock  to  the  top  of  the  capillary  tube.  The  tap  is  then  closed. 
A  charred  cork,  carrying  a  piece  of  glass  tubing,  is  inserted  in  the 
sampling  hole,  and  when  the  gas  issues  freely,  connection  is  made 
between  the  end  of  the  glass  tubing  and  the  laboratory  vessel  by  means 
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of  tbick-walled  indianibber  tubing.  On  opening  the  tap,  the  fall  of  the 
mercury  aspirates  sufficient  gas  for  two  analyses  if  the  amount  of 
mercury  in  the  cylinder  is  not  too  lai^e. 


When  it  is  desirable  to  make  the  collection  of  a  sample  of  gas  extend 
over  some  considerable  time,  Stead's  sampling  apparatus  is  particularly 
useful.  It  consists  (Fig.  17)  of  the  gas  receiver  S  provided  with  two 
taps,  E  and  D,  at  its  upper  end,  and  other  two,  C  and  F,  at  the  lower. 
The  tap  C  is  connected  with  a  mercury  reservoir  A.     In  sampling,  the 
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whole  arrangement  is  hung  on  the  side  of  the  flue,  and  the  mercury 
reservoir  placed  on  the  shelf  B,  whilst  the  taps  C  and  D  are  open.  In 
this  way  the  receiver  is  filled  with  mercury,  whereupon  C  is  closed  and 
the  reservoir  lowered.  The  end  E  is  then  connected  with  the  flue  and 
the  gas  allowed  to  displace  any  air  from  the  capillaries  by  keeping  D 
open.  After  closing  D,  the  mercury  reservoir  A  is  placed  under  the 
tap  F,  which  is  then  opened.  It  is  obvious  that  the  rate  at  which 
the  gas  is  aspirated  is  determined  by  the  rate  at  which  the  mercury 
is  allowed  to  flow.  This  can  be  regulated  so  as  to  make  the  samp- 
ling extend  over  a  pre-determined  period  of  time.  In  order  to 
prevent  the  capillaries  from  becoming  choked,  the  end  of  the  tube 
inserted  in  the  flue  should  be  covered  with  asbestos,  over  which  a  piece 
of  copper  gauze  is  placed. 

Analirsis  of  the  Gas. 
The  laboratory  vessel  0  (Fig.  15)  containing  caustic  potash  must  first 
of  all  be  freed  from  air.  This  is  done  by  closing  the  tap  C  and 
opening  B,  the  mercury  reservoir  being  slowly  and  carefully  lowered 
until  the  potash  reaches  the  tap  B,  which  is  then  quickly  closed.  Some 
practice  is  required  to  eflect  this  operation  in  the  least  possible  time, 
without  carrying  a  drop  or  two  of  the  potash  solution  into  A,  The 
tube  A  now  contains  the  air  thus  carried  over  fix)m  (?,  and  in  order 
to  expel  it  the  tap  C  is  opened,  and  the  mercury  reservoir  raised  until 
all  the  air  is  expelled  and  mercury  just  drips  out.  The  apparatus  is 
now  ready  for  the  analysis. 

I.  Eapid  Analysis. 

Blast  furnace  gas  contains  little  or  no  methane  or  oxygen,  and  the 
amount  of  the  former  in  producer  gas  amounts  to  a  few  per  cents, 
only,  so  that  its  elements  may  be  returned  as  carbon  monoxide  and 
hydrogen,  whilst  oxygen  exists  in  traces  only.  The  analysis  thus 
involves  a  determination  of  carbon  dioxide,  carbon  monoxide,  hydrogen, 
and  nitrogen. 

If  the  sample  has  been  collected  in  a  laboratory  vessel,  place  this  on 
the  support,  and  after  filling  up  the  indiarubber  tubing  with  mercury, 
connect  it  at  the  end  of  C  and  aspirate  80  to  100  volumes  of  the 
sample.  Level  up  after  closing  C  and  measure.  Next,  keeping  C  closed 
and  opening  B^  transfer  the  gas  to  the  potash  laboratory  vessel  by 
lifting  the  reservoir  until  mercury  drips  over.  Close  B  and  sweep  out 
the  gas  in  the  capillary  to  the  right  by  opening  C.  Absorption  of 
the  carbon  dioxide  is  complete  in  about  three  minutes,  and  the  gas 
may  be  carried  back  into  A  as  explained  above.     After  measuring, 
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introduce  an  excess  of  pure  oxygen  from  a  laboratory  vessel  in  the  same 
fashion  as  the  sample  of  gas  was  taken.  Level,  measure,  and  explode. 
After  cooling,  level  up  and  measure  again,  and  determine  lastly  the 
amount  of  carbon  dioxide  formed  by  the  explosion  by  making  another 
absorption  in  potash.     Then  if 

a;  =  hydrogen,         y  =  carbon  monoxide, 

a  =  contraction  after  explosion, 

b  ==  contraction  after  absorbing  carbon  dioxide  formed, 

3      1 


y=b, 


whence 
Example, 


X 


=  1(^-50' 


PRODUCER  GAS. 


Carbon  Monoxide, 
Hydrogen, 
Carbon  Dioxide, 
Nitrogen,  - 


24-7 

10-6 

3-5 

61-3 


1000 


II.  Complete  Analysis. 

The  authors  have  obtained  the  best  results  with  Stead's  apparatus 
by  absorbing  all  absorbable  gases  be- 
fore resorting  to  a  combustion.  The 
simple  form  of  apparatus  (Fig.  15)  is 
in  such  cases  rather  inconvenient,  be- 
cause it  necessitates  a  cumbersome 
method  of  changing  the  absorption 
vessels.  Stead  describes  (Joum,  Soc. 
Chem.  Ind.  1889,  178)  an  arrangement 
of  six  vessels,  which  can,  by  means  of 
a  turn-table,  be  brought  one  at  a  time 
in  connection  with  the  eudiometer,  the 
inconvenience  mentioned  above  being 
thereby  overcome.  The  authors  have 
received  a  sketch  of  a  still  later  form 
of  absorption  vessel  as  used  by  Mr. 
Stead,  and  having  found  it  eminently  satisfactory,  append,  through  the 
kindness  of  that  gentleman,  a  short  description  (see  Fig.  18). 


Fio.  18. 


244 


ANALYSIS  OF  FUEL. 


The  solution  is  contained  in  a  glass  bottle  closed  by  a  rubber  bung 
which  carries  a  small  glass  stopper  and  a  pipette  furnished  with  a  tap. 
The  mode  of  connection  with  the  limb  of  the  gas  apparatus  is  similar 
to  the  pne  described  in  the  paper  just  alluded  to.  The  ends  of  each 
absorption-vessel  tube  and  that  of  the  limb  of  the  gas  apparatus  are 
securely  fastened  to  square  pieces  of  ground  glass  by  means  of 
electricians'  cement,  which  is  applied  to  the  parts  after  warming.  A 
clamp  holds  the  greased  faces  of  the  glass  plates  in  position  whilst  the 
gas  is  being  transferred  one  way  or  the  other.  It  will  be  seen  that 
each  vessel  is  easily  detached  and  allows  of  vigorous  shaking  at  the 
same  time  that  a  considerable  surface  area  of  liquid  is  presented  to 
the  gas.  In  this  way  the  rate  of  absorption  of  such  gases  as  carbon 
monoxide  is  considerably  increased. 

The  mode  of  conducting  the  analysis  is  as  follows  : 

(a)  Absorb  carbon  dioxide  with  caustic  potash. 

(b).  Absorb  oxygen  with  solution  of  pyrogallol  in  caustic  potash. 
This  may  frequently  be  omitted,  or,  as  an  alternative,  this  solution  may 
be  used  for  absorbing  the  carbon  dioxide  and  oxygen  together. 

(c)  Absorb  carbon  monoxide  in  cuprous  chloride  dissolved  in  hydro- 
chloric acid,  and  before  measuring  the  gas  left,  pass  it  into  the  potash 
bottle  to  remove  traces  of  hydrochloric  acid  vapour. 

(d)  Absorb  ethylene  in  fuming  sulphuric  acid,  and  before  measuring 
pass  it  into  potash  for  a  short  time.  This  determination  may  generally 
be  omitted. 

(e)  The  remaining  gas  consists  of  hydrogen,  methane,  and  nitrogen. 
Add  excess  of  oxygen,  explode,  measure  after  cooling,  pass  into  potash 
to  absorb  carbon  dioxide  formed,  and  measure  again.  Calculate  results 
according  to  instructions  on  page  243. 
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Carbon  Monoxide, 
Methane, 
Hydrogen,    - 
Carbon  Dioxide,  - 
Nitrogen,     - 


22-8 

24-6 

4 '2 
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9-7 
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Reagents  for  Absorption. 

Caustic  Potash, — Dissolve  60  grams  of  the  commercial  article  in 
200  c.c.  water. 

Alkaline  Pyrogallol. — Dissolve  20  grams  of  pyrogallol  in  200  c.c.  of 
the  above  potash  solution. 

Cuprous  Chloride, — Dissolve  30  grams  of  the  solid  in  50  c.c.  of  water 
and  150  c.c.  strong  hydrochloric  acid.  The  dark  coloured  solution 
obtained  should  be  kept  in  a  tightly-corked  bottle  in  contact  with  a 
strip  or  two  of  metallic  copper.     It  gradually  becomes  colourless. 

General  Remarks. — The  graduated  tube  of  the  Stead  apparatus  is 
readily  cleaned  when  necessary  by  introducing  dilute  hydrochloric  acid 
and  afterwards  water.  This  may  be  found  neces.<jary  during  an  actual 
analysis  if  a  drop  of  potash  solution  has  been  accidentally  carried  over 
from  the  absorption  bottle,  for  in  such  a  case 
it  will  be  found  difficult,  if  not  impossible, 
to  effect  sparking.  The  analysis  need  not  be 
lost,  for  the  cleansing  can  be  accomplished 
whilst  the  gas  lies  in  one  of  the  absorption 
pipettes. 

Pure  oxygen  for  explosions  is  easily  made 
from  potassium  chlorate.     A  bulb  of  about 

an  inch  in  diameter  is  blown  on  the  end  of  a  piece  of  quarter  inch  glass 
tubing,  and  after  introducing  the  powdered  salt,  the  tube  is  drawn 
out  and  bent  into  the  form  shown  in  Fig.  1 9. 


PART  IX.    THE   ANALYSIS   OF  BOILER  WATER, 

BOILER  SCALES,  Etc. 


The  authors  cannot  claim  to  have  had  very  much  practical  experience 
of  the  technical  analysis  of  boiler  waters  and  boiler  scales,  so  that  some 
of  the  subject  matter  of  this  chapter  partakes  more  of  the  character  of 
a  compilation  than  is  desirable  in  a  work  in  which,  as  a  whole,  only 
those  processes  which  have  been  extensively  practised  by  the  authors 
are  described. 

The  analysis  of  boiler  water,  for  technical  purposes,  primarily  in- 
volves a  determination  of  the  mineral  matter  capable  of  forming  a 
deposit  on  the  boiler  plates.  The  principal  scale-forming  ingredients 
of  water  are  salts  of  calcium  and  magnesium.  Stillman  has,  however, 
pointed  out  the  importance  of  the  determination  of  the  alkali  metals, 
although  of  course  their  salts  cannot  be  considered  as  scale -formers. 
This  arises  from  the  fact  that  if  the  water  does  not  contain 
sufficient  chlorine  to  'fix'  these  metals  as  chlorides,  the  excess  of 
sodium  or  potassium  will  be  in  union  with  the  sulphate  radicle,  an 
equivalent  diminution  in  the  amount  of  scale-forming  calcium  sulphate 
resulting. 

Water  supplied  to  boilers  does  not  usually  contain  any  substance 
likely  to  attack  the  plates  whilst  it  remains  in  solution  ;  free  acid  must 
of  course  be  neutralized,  and  neutral  metallic  salts  in  general  have 
little  action  on  steel  at  working  temperatures  and  pressures.  To  this 
statement  there  is  the  well-known  exception  of  magnesium  chloride, 
which,  even  in  the  absence  of  air,  attacks  iron  at  the  boiling-point  of 
water  (A.  Wagner).  The  usually-accepted  explanation  of  the  corrosion 
by  magnesium  chloride  is  that  this  compound  is  readily  hydrolyzed 
with  formation  of  free  hydrochloric  acid. 
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Total  Solids. — A  measured  volume  (a  litre  will  generally  provide 
sufficient  solid  residue  for  its  complete  analysis)  of  the  sample  is 
evaporated  to  dryness  over  the  water  bath  in  a  weighed  platinum  dish. 
The  residue  is  dried  to  constant  weight  at  105°-110*C. 

The  readiness  with  which  magnesium  chloride  decomposes,  and  the 
difficulty  with  which  the  complete  expulsion  of  water  of  crystallization 
from  calcium  sulphate  and  chloride  is  effected,  make  the  results  of  this 
estimation  unreliable  when  these  substances  are  present  in  large 
amounts.  As  the  dried  residue  is  nearly  always  very  hygroscopic, 
Mason  recommends  the  evaporation  of  the  sample  in  a  weighed  flask 
of  about  100  C.C.  capacity.  The  flask  is  provided  with  a  stop-cock 
instead  of  the  usual  glass  stopper,  the  latter,  after  cooling,  being 
sometimes  difficult  to  dislodge. 

Organic  Matter  and  Carbon  Dioxide. — The  '  total-solids  residue '  is 
gently  ignited  over  a  bunsen  flame,  finishing  at  a  red  heat.  The  loss 
of  weight  represents  organic  matter  and  carbon  dioxide. 

Some  analysts  prefer  to  determine  the  carbon  dioxide  separately  by 
first  re-carbonating  the  residue  obtained  on  ignition,  so  as  to  obtain  the 
total  *  fixed '  solids,  and  then  decomposing  a  portion  of  this  new  residue 
with  acid,  the  evolved  carbon  dioxide  being  estimated  by  means  of  one 
of  the  many  forms  of  apparatus  for  this  purpose. 

Iron,  Alumina,  Lime,  Magnesia,  BiUca,  etc. — The  'total-solids' 
residue  is  exhausted  with  a  mixture  of  equal  parts  of  hydrochloric  acid 
and  water,  and  the  solution  filtered  into  a  graduated  flask. 

A  portion  of  the  filtrate,  after  making  up  to  the  mark,  is  precipitated 
with  ammonia,  the  ferric  oxide  and  alumina  filtered  off,  ignited,  and 
weighed  together.  In  the  filtrate  from  these,  the  calcium  is  pre- 
cipitated as  oxalate  and  weighed  as  lime.  The  filtrate  from  the  calcium 
oxalate  is  transferred  to  a  weighed  dish  and  evaporated  to  dryness 
with  a  slight  excess  of  sulphuric  acid.  Ignition  to  constant  weight 
gives  sulphates  of  magnesium,  potassium,  and  sodium.  The  mass  is 
extracted  with  water,  and  the  magnesium  precipitated  from  half  the 
solution  and  weighed  as  pyrophosphate.  In  the  other  half  the  potas- 
sium is  determined  as  potassium  platinic  chloride,  and  the  sodium 
obtained  finally  by  difference. 

The  other  portion  of  the  filtrate  is  precipitated  with  barium 
chloride,  and  the  resulting  barium  sulphate  estimated  as  usual. 

The  residue,  after  ignition,  may  contain  silica,  ferric  oxide,  alumina. 
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and  possibly  calcium  sulphate.  It  is  fused  with  sodium  carbonate, 
extracted  as  usual  with  hydrochloric  acid,  evaporated  to  dryness, 
baked,  and  the  silica  determined  as  usual.  The  filtrate  is  examined 
for  iron,  aluminium,  and  calcium,  and  the  amounts  found  added  to 
those  already  found  in  the  original  filtrate. 

Ohlorine. — This  is  determined  in  a  fresh  sample  of  the  water  by 
means  of  a  standard  silver  nitrate  solution,  ^  using  potassium  chromate 
as  an  indicator. 


TABULATION  OF  THE  RESULTS. 

It  is  customary  to  unite  the  anions  and  kathions  by  calculation 
according  to  the  following  scheme  : 

(a)  The  '  chlorion '  is  combined  with  the  sodium,  and  if  in  excess, 
with  potassium,  magnesium,  and  calcium,  in  the  order  named. 

(b)  The  *  sulphation '  is  combined  with  any  alkali  left  uncombined  by 
the  chlorine,  and  then  with  calcium  and  magnesium. 

(c)  The  carbon  dioxide,  after  the  combinations  (a)  and  (b)  have  been 
made,  is  finally  linked  with  calcium  and  magnesium. 


RAPID  SCHEMES  FOR  THE  ANALYSIS  OF  BOILER  WATER. 

A  rapid  approximate  analysis  of  boiler  water  will  often  be  found 
sufficient  for  most  purposes,  and  there  are  several  such  schemes. 

For  example,  the  solid  residue  obtained  by  evaporation  of  a 
measured  volume  of  the  water  may  be  extracted  with  a  mixture  of 
equal  parts  of  alcohol  and  water,  and,  without  further  analysis,  the 
residue  may  be  regarded  as  'scale-forming  material.'  Again,  after 
weighing  the  total  solid  residue,  this  may  be  re-carbonated,  ignited,  and 
weighed,  thus  yielding  the  total  mineral  matter,  and  by  difference  the 
organic  matter.  Extraction  of  the  residue  with  water  then  yields  by 
difference  the  total  scale-formers  of  which,  if  necessary,  a  systematic 
analysis  may  be  made.  The  second  of  these  schemes  would  evidently 
be  grossly  inaccurate  if,  after  ignition,  the  solubility  of  calcium  sulphate 
in  distilled  water  were  appreciable.  The  fact  that  it  is  not  has  been 
amply  proved  by  Main. 

As  the  most  important  and  dangerous  constituents  of  boiler  water 

'  A  solution  of  decinormal  strength  is  made  by  dissolving  16 '966  grams  of  silver 
nitrate  crystals  and  making  up  to  a  litre. 
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are  salts  of  magnesium  and  calcium,  a  rapid  scheme  for  their  determin- 
ation is  of  value,  more  particularly  as  such  a  determination  would 
yield  information  sufficient  to  make  possible  their  almost  complete 
removal  from  the  feed  water  by  precipitation.  With  a  view  to  this, 
Kalmann's  method  for  the  technical  analysis  of  boiler  water  consists  in 
the  determination  of 

( 1 )  Combined  Carbon  Dioxide-  by  titration  with  decinormal  acid ; 

(2)  Calcium — by  precipitation  as  oxalate  without  previous  removal 
of  silica,  iron,  and  aluminium  ; 

(3)  Ma^esium — ^as  pyrophosphate  in  the  filtrate  from  the  calcium. 
For  the  same  reason,  brief  descriptions  of  the  methods  for  the 

determination  of  the  '  hardness '  of  water  are  appended.  More  detailed 
instructions  will  be  found  in  books  dealing  with  water  analysis. 


HARDNESS  OF  WATER. 

I.  Hehner's  ProcesB. 

This  consists  in  the  determination  of  calcium  and  magnesium  car- 
bonates (temporary  hardness)  by  titration  with  a  standard  solution 
of  sulphuric  acid.  The  sulphates  of  these  two  metals  (permanent 
hardness)  are  then  determined  by  adding  excess  of  standard  sodium 
carbonate,  boiling  for  about  half-an-hour  to  precipitate  the  carbonates, 
and  titrating  the  excess  of  alkali.  If  magnesium  sulphate  is  present, 
the  solution  must  be  evaporated  to  dryness  and  the  titration  performed 
on  an  aqueous  extract  of  the  residue. 

Results  are  usually  expressed  in  parts  of  calcium  carbonate  per 
100,000of  the  water. 

Temporary  Hardness, — 500  c.c.  of  the  water  are  titrated  with  deci- 
normal sulphuric  acid,  using  methyl  orange  as  an  indicator 

1  c.c . I^HgSG^  =  0005  gram  CaCOg. 

Permanent  Hardness. — 250  c.c.  of  the  water  are  boiled  for  half-an-hour 
(or,  if  magnesium  sulphate  is  present,  are  evaporated  to  dryness)  with 
50  c.c.  decinormal  sodium  carbonate.  After  filtering  (or  extracting 
with  freshly  boiled  distilled  water)  and  making  up  to  250  c.c,  the 
excess  of  sodium  carbonate  is  determined  on  a  fraction  by  means  of  the 
standard  acid. 

II.  Olark's  Process. 

This  process,  which  appears  to  be  rapidly  and  not  undeservedly 
growing  obsolete,  consists  in  precipitating  the  calcium  and  magnesium 
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salts  by  means  of  a  solution   of  soap  which  has  been  previously 
standardized  against  a  prepared  solution  of  calcium  chloride. 

Standard  Solution  of  Calcium  Chlmide, — This  is  made  by  dissolving 
2  decigrams  of  pure  Iceland  spar  in  a  small  quantity  of  hydro- 
chloric acid,  evaporating  several  times  to  dryness  in  order  to  expel 
every  trace  of  acid,  and  making  finally  up  to  one  litre  with  distilled 
water. 

Standard  Soap  Solution, — This  is  conveniently  made  by  dissolving 
about  80  grams  of  pure  oleic  acid  in  alcohol  and  adding  pure  potassium 
hydrate  until  a  permanent  pink  tinge  is  just  imparted  to  the 
solution,  to  which  a  few  drops  of  a  solution  of  phenol  phthalein  have 
been  previously  added.  The  solution  of  potassium  oleate  thus  made 
will  be  too  strong,  and  must  be  diluted  until  50  c.c.  of  the  standard 
calcium  chloride  solution  require  exactly  14*25  c.c.  of  the  soap  solution. 
The  titration  is  performed  thus : — 50  c.c.  of  the  calcium  chloride  solution 
are  transferred  to  a  stoppered  bottle,  the  pipette  being  allowed  to  drain 
without  blowing  through  it.  The  soap  solution  is  run  in  from  a 
burette,  a  cubic  centimetre  at  a  time  at  first,  shaking  well  after  each 
addition,  and  towards  the  finish  in  much  smaller  amounts.  The  end 
point,  which  is  easily  discerned  after  a  little  experience  of  the  sound 
produced  on  shaking,  is  reached  when  a  lather  is  obtained  which 
persists  on  the  sur&ce  for  five  minutes  afber  placing  the  bottle  on  its 
side. 

The  Operation. — 50  c.c.  of  the  sample  of  water  are  put  in  the  stoppered 
bottle  and  vigorously  shaken,  any  expelled  carbon  dioxide  being  then 
sucked  out.  The  total  hardness  is  then  determined  by  means  of  the 
standard  soap  solution  in  the  manner  just  described.  The  permanent 
hardness  is  obtained  by  well  boiling  a  sample  to  precipitate  carbonates, 
freshly  boiled  distilled  water  being  added  from  time  to  time  to  make  up 
loss  by  evaporation,  diluting  to  original  volume  after  cooling,  filtering 
through  a  dry  paper,  and  titrating  a  measured  fraction  of  the  filtrate 
with  the  soap  solution. 

The  results  in  degrees  of  hardness  are  read  off  from  Clark's  table, 
which  will  be  found  on  page  349.  Reference  to  it  will  show  that  no 
provision  is  made  for  hardnesses  exceeding  16  degrees.  With  waters  of 
greater  hardness  a  suitable  fraction  of  50  c.c.  is  taken  in  the  first 
instance  and  made  up  to  50  c.c.  with  distilled  water. 

The  end  point  in  the  Clark  process  is  difficult  to  hit  when  magnesium 
salts  are  present  in  predominating  amounts,  as  they  react  much  more 
slowly  with  the  soap.  This  fact  is,  by  some  practised  operators, 
actually   taken  advantage    of,  the  almost  complete   precipitation  of 
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calcium  oleate  before  that  of  the  magnesium  salt  begins  iiimishing  a 
rough  approximation  to  the  quantities  of  both  metals. 

Throughout  the  soap  test,  dilution  with  recently-boiled  distilled 
water  is  imperative;  on  standing,  it  absorbs  an  appreciable  quantity 
of  carbon  dioxide. 


BOILER  SCALES. 

The  analysis  of  a  boiler  scale  presents  no  difficulty.  Many  scales 
may  be  opened  out  with  hydrochloric  acid,  leaving  a  small  siliceous 
residue,  which  may  be  weighed  as  silica.  If  not  readily  attacked  by 
acids,  the  ordinary  fusion  mixture  may  be  used  and  the  analysis  con- 
ducted as  for  a  refractory  material  (q.v.). 

The  results  of  the  analysis  should  not  be  taken  as  a  basis  for  judging 
the  character  of  the  water.  The  same  figures  are  seldom  yielded  by 
two  samples  of  scale  taken  from  different  parts  of  the  same  boiler, 
whilst  their  composition  is  necessarily  influenced  to  some  extent  by  the 
means  adopted  for  preventing  their  formation. 

When  calcium  sulphate  is  the  predominating  constituent,  the  scale  is 
usually  very  hard,  and  often  possesses  a  distinctly  vitreous  appearance. 
When  first  deposited  this  substance  is  probably  hydrated,  but  contact 
with  the  hot  plates  removes  the  water  of  crystallization,  and  bakes  the 
anhydrous  salt  into  a  hard  coherent  mass. 

When  the  chief  constituent  of  a  boiler  scale  is  calcium  carbonate,  the 
scale  is  not  so  hard  as  in  the  case  of  sulphate.  The  hardness,  however, 
is  very  variable,  and  would  appear  to  be  influenced  considerably  by  the 
minor  constituents. 

Ridenour  (Chem.  News,  Ixxxiv.  191)  is  of  opinion  that  when  a  scale 
contains  much  silica,  this  exists  as  calcium  silicate,  and  he  attributes  its 
formation  to  the  decomposition  of  calcium  carbonate  by  free  silicic  acid 
under  the  existing  conditions  of  vigorous  boiling  under  pressure. 
Considerable  support  is  furnished  to  this  view  by  the  existence  of 
calcium  carbonate  in  the  feed  water  and  its  absence  in  the  scale. 

Magnesia  scales,  which  do  not  present  any  marked  physical  character, 
may  consist  of  oxide,  hydrate,  or  carbonate.  Contact  with  the  hot 
plates  may  result  in  removal  of  carbon  dioxide  from  the  carbonate,  and 
this  action  may  be  followed  by  a  partial  or  complete  dehydration  of  the 
hydrate.  It  seems  to  be  generally  agreed  that  magnesium  hydrate  is  an 
extremely  common  constituent  of  boiler  scales  formed  from  magnesian 
waters.  A  determination  of  the  combined  water  in  a  boiler  scale 
should  accordingly  not  be  forgotten. 
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The  presence  of  zinc  in  boiler  scales  need  occasion  no  alarm,  as 
alkaline  solutions  of  this  metal  are  frequently  used  as  anti-incrusting 
agents. 

Prevention  of  Scale  Formation. 

A  very  large  number  of  substances  has  been  used  for  the  prevention 
of  scale  formation.  Exclusive  of  the  innumerable  compositions  that 
have  been  placed  on  the  market  from  time  to  time,  such  substances 
as  tannic  acid,  caustic  soda,  tallow,  potatoes,  ammonium  chloride,  etc., 
have  been  used.  In  this  connection  attention  is  directed  to  the  state- 
ment by  Doremus  {Chem,  News,  Ixix.  5)  that  the  addition  of  sodium 
fluoride  causes  the  rapid  precipitation  of  the  fluorides  of  the  alkaline 
earthy  metals  in  the  form  of  a  loose  amorphous  powder.  K  fed 
continuously,  one-fourth  of  the  theoretical  amount  of  sodium  fluoride 
is  stated  to  be  amply  suflBcient  for  the  prevention  of  scale,  whilst 
its  admission  to  the  boiler  rapidly  loosens  old  scales. 

The  best  and  most  scientific  treatment  of  the  boiler  water,  however, 
consists  in  the  precipitation  of  the  calcium  and  magnesium  salts  out- 
side the  boiler.  It  is  beyond  the  scope  of  this  work  to  deal  with  the 
many  mechanical  contrivances  for  the  rapid  deposition  and  filtration  of 
the  precipitated  materials  from  the  feed  water  before  its  admission  to 
the  boiler,  but  the  authors  deem  it  advisable  to  explain  at  some  length 
the  determination  of  the  necessary  amounts  of  the  precipitants  used. 

Dr.  Clark  was  apparently  the  first  to  recommend  the  addition  of  lime 
in  quantity  sufiicient  to  precipitate  the  combined  carbon  dioxide,  but 
this  evidently  does  not  account  for  the  sulphates  of  calcium  and 
magnesium.  Since  that  time,  1841,  this  subject  has  engaged  the  atten- 
tion of  many  workers,  and  the  general  result  of  their  labours  has  been 
the  adoption  of  sodium  carbonate,  slaked  lime,  and  caustic  soda  as  pre- 
cipitants. The  addition  to  these,  or  to  a  mixture  of  them,  of  a  small 
quantity  of  alum  to  facilitate  the  deposition  of  organic  matter,  suffioes 
to  reduce  the  quantity  of  scale-forming  material  to  a  minimum. 

The  following  treatment  of  this  matter  is  substantially  an  account  of 
Kalmann's  paper  on  B^renger  and  StingFs  method  of  softening  water. 
The  paper  is  excellently  abstracted  in  the  Joum,  Soc.  Chem,  Ind,  1890, 
1065. 

The  magnesium  and  calcium  salts  are  classified  into  three  groups  : 

I.  Calcium  Salts  oilier  than  Bicarbonate, — These  are  precipitated  with 
sodium  carbonate,  one  molecule  of  which  is  required  for  every  molecule 
of  such  calcium  salt. 

CaSG.  +  NaaCGs-CaCOg  +  NagSG, (a) 
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IL  Bicarbonate  of  Calcium  and  Magnesium,  —These  are  removed  by 
calcium  or  sodium  hydrate,  separately  or  together. 

Ca(HC03)2  +  Ca(0H)2    =  2CaC03  +  2H2O  \ 

Ca(HC03),  4-  2NaH0     =  CaCOa  +  Na^COg  +  2H2O         I 

Mg(HC08)2  +  2Ca(OH)2  =  aCaCOg  +  Mg(0H)2  +  2H2O    | ^^ 

Mg(HC03)2  +  4NaH0     =  2Na2C03  +  Mg(0H)2  +  2H2O  J 

IlL  Magnesium  Salts  other  than  Bicarbonate. — These  are  removed  by 
caustic  soda. 

MgSO,4-2NaHO  =  Mg(HO)2  +  Na,,S04 (c) 

It  is  evident  from  the  (6)  equations  that  one  molecule  of  calcium  bi- 
carbonate requires  one  molecule  of  lime  or  two  molecules  of  caustic  soda, 
whilst  double  these  quantities  are  necessary  for  the  complete  precipita- 
tion of  one  molecule  of  the  magnesium  compound.  This  latter  fact  is 
due  to  the  solubility  of  normal  magnesium  carbonate,  so  that  the  pre- 
cipitation is  effected  as  hydrate. 

It  will  be  further  noticed  from  an  inspection  of  the  second  and  fourth 
of  the  (b)  equations  that  the  use  of  sodium  hydrate  results  in  the  forma- 
tion of  an  equivalent  amount  of  carbonate  of  sodium.  This  amount 
may  actually  be  less  than,  just  equal  to,  or  greater  than  the  amount 
required  for  precipitating  the  calcium  salts  of  Class  I.  Accordingly 
there  are  three  cases  to  be  considered  : 

(1)  When  there  is  less  sodium  carbonate  formed  than  is  required  for 
the  precipitation  of  Class  I.  compounds,  the  softening  of  the  water  is 
accomplished  by  a  mixture  of  caustic  soda  and  carbonate  of  soda. 

(2)  When  the  sodium  carbonate  formed  is  just  sufficient  to  precipitate 
Class  L,  sodium  hydrate  only  is  required. 

(3)  When  the  sodium  carbonate  formed  is  more  than  necessary,  a 
portion  of  the  caustic  soda  is  replaced  by  lime,  and  the  softening 
reagents  will  then  be  sodium  and  calcium  hydrates. 

The  determination  of  the  amounts  of  precipitants  necessary  will 
follow  from  the  results  of  Kalmann's  rapid  analysis  of  the  water,  made 
as  specified  previously  (page  24:9). 

The  method  of  calculation  is  appended  : 

Let  X  =  amount  of  sod.  carb.  chemically  equiv.  to  the  cal.  carb. 
y=  do.  do.  do.  mag.  carb. 

z  ^  do.  do.  do.  other  cal.  salts. 

w  =  do.  do.  do.  other  mag.  salts. 

Then,  having  determined  the  combined  carbon  dioxide,  let  its  sodium 
carbonate  equivalent  be  called  a.     Thus 

^  +  y  =  a (1) 
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If  b  and  c  represent  respectively  the  sodium  carbonate  equivalents  of 
the  total  calcium  and  the  total  hardness 

z  +  z^b (2) 

x-\-y-{-z-^w  =  c (3) 

The  sodium  carbonate  represented  by  z  and  w  must  be  wholly  or 
partly  causticized,  and  from  (1)  and  (3)  this  amount 

z-\-w  =  c-a (4) 

Now,  when  sodium  hydrate  is  used  for  precipitating  the  carbonates, 
it  has  been  shown  that  an  amount  of  sodium  carbonate  is  formed  equal 
to  a;  4-  2y.  Of  this  amount  z  parts  are  required  for  the  Class  I.  com- 
pounds, so  that  we  have  the  three  cases  mentioned  above  according  to 
whether  a:  +  2^  is  less  than,  equal  to,  or  greater  than  z,  that  is,  accord- 
ing to  whether  z-\-2y-z  is  negative,  zero,  or  positive. 

Now  from  (1)  and  (2)  re  +  2y  -  2;  =  2a  -  b. 

We  have  therefore 

(A)  2a -b=  -  w.  For  softening,  use  m  parts  of  sodium  carbonate, 
and  c-a-m  parts  of  sodium  hydrate. 

{B)  2a-b  =  0,     Use  c  -  a  parts  of  sodium  hydrate. 

(C)  2a- b  =  +  m.  Use  c-a  parts  of  sodium  hydrate  and  the 
equivalent  in  lime  of  m  parts  of  sodium  carbonate. 


CYLINDER  DEPOSITS. 

Cylinder  deposits  consist  chiefly  of  organic  matter  formed  by  the 
decomposition  of  lubricants,  but  they  may  contain  mineral  matter 
which  has  been  carried  over  from  the  boilers. 

The  most  important  determination  in  the  analysis  of  a  deposit  is  that 
of  saponifiable  oil.  The  oleic  acid  formed  by  saponification  exerts  a 
marked  corrosive  action  on  metals,  and  particularly  on  brasses.  The 
action  appears  to  consist  in  a  dezincification,  as  the  actual  chemical 
analysis  and  microscopic  examination  of  such  corroded  material  show  an 
excess  of  copper  which  has  a  spongy  texture. 

Mineral  oils,  consisting  of  hydrocarbons  only,  are  almost  universally 
used  for  lubrication,  and  they  are  not  of  course  saponified  by  steam. 
Unfortunately,  many  samples  of  mineral  oil  contain  appreciable  quanti- 
ties of  animal  oil,  whilst,  as  they  work  considerably  thinner  when  they 
become  heated  than  animal  oils,  it  is  possible  that  the  application  of 
fat  has  been  more  than  once  resorted  to  by  a  tired  engineer. 

Free  Oils. — A  weighed  sample  of  the  deposit,  previously  dried,  is 
exhausted  with  ether  in  a  Soxhlet  tube  in  the  usual  manner.     The 
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solution  contains  the  free  oils,  and  evaporation  of  the  ether  yields  their 
amount.  To  determine  the  separate  amounts  of  animal  and  mineral  oil 
a  solution  of  alcoholic  potash  is  added  to  effect  saponification  of  the 
former,  and  after  expulsion  of  the  alcohol  sufficient  hot  water  added  to 
dissolve  the  soap.  The  mineral  oil  is  then  removed,  after  cooling,  by 
shaking  with  ether  in  a  separating  funnel  and  drawing  off.  Evaporation 
of  the  ether  yields  the  mineral  oil,  which  is  then  weighed.  The  soap 
solution  is  acidified  with  sulphuric  acid,  and  the  separated  fatty  acid 
collected  as  usual  with  a  weighed  piece  of  white  wax. 

The  ethereal  solution  of  the  mineral  oil  may  contain  small  quantities 
of  such  soaps  as  do  not  dissolve  in  water.  The  oil  obtained  should 
therefore  be  examined  for  lead,  calcium,  and  zinc. 

Residue  Insoluble  in  Etiier. — The  examination  of  this  is  not 
important.  Ignition  at  redness  expels  hydrocarbons  insoluble  in  ether, 
together  with  free  carbon,  and  the  inorganic  residue  may  be  analyzed  as 
usual. 

Sometimes  a  deposit  contains  metallic  iron,  and  ignition  will  oxidize 
some  or  all  of  this,  whilst  carbonates  of  calcium  and  magnesium  wil] 
become  oxides.  An  exhaustive  analysis  would  thus  involve  a  deter- 
mination of  free  iron  and  of  carbon  dioxide. 

TYPICAL  ANALYSES. 
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PART  X.    THE  ANALYSIS  OF  ENGINEERING 

ALLOYS. 

More  pages  are  devoted  to  this  subject  than  are  usually  considered 
necessary  in  books  of  this  kind.  We  find,  however,  that  these  materials 
have  to  be  dealt  with  in  the  steel-work's  laboratory  more  or  less 
frequently;  we  also  find,  particularly  respecting  white  metal  alloys, 
that  simple  means  of  estimating  the  main  constituents  without  going 
through  a  maze  of  separations  are  not  well  known. 

As  far  as  possible  our  information  and  experience  are  presented  so  as 
to  enable  single  elements,  in  either  simple  or  complex  alloys,  to  be 
determined  without  making  preliminary  separations,  except  merely 
incidental  ones,  as  is  commonly  done  in  the  analysis  of  iron  compounds. 
That  is  to  say,  having  found  a  suitable  process,  we  have  determined  what 
elements  do  not  interfere  with  it,  and  how  to  obviate  the  interferences 
of  such  as  do.  Provision  may  not  thus  have  been  made  for  every 
possible  contingency,  but  we  hope  to  have  placed  in  the  hands  of 
analysts,  who  are  also  chemists,  means  whereby  any  of  the  innumerable 
industrial  alloys  of  this  class  may  be  examined. 


I.    COPPER  ALLOTS. 

METALLIC  COPPER. 

The  various  impurities  of  metallic  copper  can  be  determined  with  as 
great  refinement  as  those  of  iron  and  steel,  and  perhaps  even  more 
successful  efforts  have  been  made  to  determine  their  state  of 
combination.  The  following  analysis  of  refined  copper,  by  Hampe, 
illustrates  this  point : 
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Ca, 991774 

Cu,0, 01662 

Ag. 0-0720 

Au, 0-0001 

As, 00476 

AflaOj, 01273 

Sb, 00331 

SbaOj, 0-0822 

BLjO,, 0-0580 

PbO, 0-0650 

FcgO,, 00900 

Co, 00113 

CoO, 00008 

Ni, 0-0631 

NiO, 00012 

SO,, 0-0020 

99-9973 

It  need  hardly  be  said  that  commercial  analyses  are  not  generally 
expressed  with  this  elaboration. 

The  more  important  impurities  are  arsenic,  antimony,  bismuth,  lead, 
iron,  sulphur,  and  oxygen.  Interesting  accounts  of  the  various  modes  of 
separating  the  preponderating  copper  from  its  impurities  prior  to  a 
complete  analysis  will  be  found  in  the  papers  referred  to  under  No. 
1741  of  the  Bibliography.  Instructions  for  the  estimation  of  oxygen  in 
copper  of  a  varied  and  occasionally  contradictory  character  may  also  be 
obtained  from  papers  referred  to  under  No.  1743. 

Arsenic. 

Dissolve  five  grams  of  the  metal  and  a  decigram  of  Swedish  bar  iron 
in  nitric  acid.  Dilute  to  200  cc,  neutralize  most  of  the  free  acid  with 
ammonia,  and  add  an  emulsion  of  magnesium  oxide  with  a  pipette  to 
the  boiling  solution  until  it  becomes  dark  olive  green,  and  the  iron  is 
precipitated.  An  excess  of  magnesia  should  be  avoided,  as  it  increases 
the  amount  of  copper  carried  down,  and  requires  greater  care  to  be 
exercised  in  the  subsequent  operations. 

Allow  the  precipitate  to  settle,  decant  the  solution  through  an 
asbestos  filter,  pour  on  the  basic  arsenate  and  antimonate  of  iron,  and 
wash  with  hot  water.  The  precipitate  settles  readily,  and  is  more 
easily  washed  if  magnesia  is  used  to  form  it,  than  if  alkalis  or  alkaline 
carbonates  are  used,  but  in  any  case  it  contains  all  the  arsenic  and 
antimony. 

Make  the  filter  as  dry  as  possible  by  aspiration  and  split  it.    Use 
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the  clean  portion  and  a  small  plate  to  make  a  filter  with  strong 
hydrochloric  acid.  Stir  up  the  remaining  portion  containing  the 
precipitate  with  strong  hydrochloric  acid  in  a  small  beaker,  pour 
into  the  filter  just  made,  and  wash  with  small  portions  of  strong 
acid. 

The  solution  is  now  treated  like  that  of  an  iron  ore  on  page  195, 
i.e,  add  a  small  excess  of  stannous  chloride,  saturate  with  sulphuretted 
hydrogen,  collect  the  precipitated  arsenious  sulphide  on  the  previously 
used  asbestos  filter,  wash  with  strong  hydrochloric  acid  saturated  with 
sulphuretted  hydrogen,  and  finally  with  water.  The  precipitate  is 
then  freed  from  traces  of  iron  and  copper,  and  the  arsenic  estimated 
with  iodine,  etc.,  as  on  page  105. 

Antimony. 

In  order  to  estimate  antimony  on  the  same  portion,  it  is  desirable  to 
have  only  very  little  copper  associated  with  the  basic  ferric  precipitate. 
To  this  end  it  may  be  necessary  to  re-dissolve  in  hydrochloric  acid, 
and  precipitate  again  as  before. 

Dilute  the  filtrate  from  the  arsenious  sulphide  with  five  or  six  times 
its  volume  of  hot  water,  and  pass  sulphuretted  hydrogen^  Collect  the 
precipitated  sulphides  of  copper  and  antimony  on  a  hardened  filter 
paper,  wash  back  again  into  the  fiask,  digest  with  a  solution  of  sodium 
sulphide,  remove  the  insoluble  copper,  and  estimate  antimony  in  the 
filtrate,  after  adding  a  few  crystals  of  tartaric  acid,  exactly  like  arsenic. 
Fuller  details  of  the  titration  are  given  on  page  275. 

Arsenic  and  Antimony  by  Distillation. 

Both  arsenic  and  antimony  may  be  determined  on  one  sample  by  a 
modification  of  the  distillation  process,  which  depends  on  the  fact  that 
the  former  is  completely  evolved  at  115'  C.  and  the  latter  not  below 
125*"  C.  The  considerable  interval  both  in  time  and  temperature  affords 
ample  opportunity  of  collecting  both  distillates  separately  and  with 
certainty. 

A  solution  which  does  not  solidify  at  these  elevated  temperatures  is 
obtained  by  adding  *Zinc  Chloride*  prepared  as  follows:  saturate 
hydrochloric  acid  with  metallic  zinc,  and  evaporate  until  the  liquid  is 
of  a  viscous  consistency,  then  mix  with  an  equal  volume  of  a  solution 
of  cupric  chloride  containing  100  grams  of  copper  per  litre.  The 
mixture  should  be  concentrated  or  diluted  until  it  boils  at  108°  C.  The 
following  description  of  the  operation  is  by  Gibbs  {Journ,  Soc,  Chem, 
Ind.  1901,  184). 
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The  distillation  is  conveniently  made  in  an  ordinary  8  oz.  round- 
bottomed  flask,  with  a  delivery  tube  fused  into  the  neck.  The  neck  is 
stoppered  by  a  rubber  bung,  through  which  are  inserted  a  thin  ther- 
mometer registering  to  about  250°  C,  and  so  placed  that  the  bulb 
reaches  to  within  half  an  inch  from  the  bottom  of  the  flask,  and  a 
small  separatory  funnel,  the  tip  of  whose  stem,  reaching  half  way 
into  the  body  of  the  flask,  is  drawn  to  a  point  and  bent  so  as  to 
carry  the  cold  acid  away  from  the  thermometer.  The  ^nd  of  the 
delivery  tube  is  inserted  through  a  bung  in  one  arm  of  a  three-bulb 
tube,  standing  in  a  trough  of  cold  water,  in  which  the  distillate  is 
condensed. 

The  basic  ferric  precipitate  containing  the  arsenic  and  antimony 
which  has  been  obtained  in  the  above-described  manner,^  is  placed  in 
the  flask  with  50  c.c.  of  the  '  zinc  chloride '  solution,  and  about  quarter 
of  a  gram  of  the  metallic  sample  ;  the  latter  acts  as  a  reducing  agent 
towards  the  arsenic  and  antimonic  acids,  and  is  itself  dissolved  by 
the  cupric  and  ferric  chloride  in  solution.  The  bung  with  the 
thermometer  and  funnel  is  replaced  and  the  condensing  tube  containing 
just  sufficient  water  to  form  a  lute  is  connected. 

The  flask  is  heated  through  wire  gauze,  by  a  flame  which  just 
suffices  to  produce  gentle  ebullition,  until  the  thermometer  registers 
115°  C;  this  requires  about  fifteen  minutes  from  the  time  of  first 
boiling.  The  condenser  is  then  removed  and  a  fresh  one  placed  in 
position,  but  it  is  not  necessary  to  meanwhile  remove  the  burner  or 
otherwise  cool  the  flask,  as  all  the  arsenic  has  been  volatilized  and  the 
antimony  not  yet  begun  to  come  off. 

Having  replaced  the  condenser  the  wire  gauze  is  removed  and  the 
flask  exposed  to  a  strong  naked  flame  so  as  to  bring  the  temperature  to 
150-160**  in  from  ten  to  fifteen  minutes.  About  10  c.c.  hydrochloric 
acid  are  then  run  in  from  the  separatory  funnel.  The  entrance  of  the 
acid  is  so  regulated  that  the  dense  white  fumes  formed  produce  a 
steady  stream  of  gas  from  the  flask,  but  liquid  acid  must  not  be  allowed 
to  fall  on  the  fused  zinc  chloride.  After  adding  hydrochloric  acid  the 
heating  is  continued  until  the  flask  is  cleared  of  fumes ;  the  tempera- 
ture is  then  about  200**  C.  The  condensing  tube  is  then  removed 
and  both  distillates  titrated  with  iodine  and  starch  in  the  usual 
manner. 

The  following  interesting  data  were  obtained  from  the  distillation  of 
a  synthetic  mixture  containing  0*005  gram  arsenic  and  0*0015  gram 
antimony,  by  removing  the  distillates  at  intervals  and  titrating  with 
^  Oibbs  uses  solid  sodium  bicarbonate  instead  of  magnesia. 
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iodine  solution,  1  c.c.  of  which  was  equal  to  0'0005  gram  arsenic  or 
0-0008  gram  antimony. 


Temperature 

Iodine. 

of  Solution. 

C.C. 

Boiled, 

108" 

After    7  minutes,   .... 

109' 

4-2 

After  12  minutes,    .... 

110° 

3  0 

After  17  minutes,   -        -        -        - 

112' 

2-8 

After  22  minutes,    -        -        .        . 

US'* 
Totol, 

0-0 

100 

=0-005  As. 

After   5  minutes  further  heating, 

118' 

0-0 

After  11  minutes  further  heating. 

125' 

0-2 

After  13  minutes  further  heating, 

ISO' 

0-3 

5  c.c.  HCl  was  now  added,  a  drop' 
at  a  time,  and  heating  continuea  - 

195' 

1-5 

for  7  minutes,     -        -        -        -  J 

Total, 

20 

=0-0016  Sb. 

Lead. 

Dissolve  ten  grams  of  copper  in  nitric  acid,  add  15-20  c.c.  sulphuric 
acid,  and  evaporate  until  copious  fiimes  of  sulphuric  anhydride  have 
been  evolved  for  about  half  an  hour.  In  order  to  avoid  the  bumping 
which  is  apt  to  occur,  the  supernatant  solution  may  be  poured  off  and 
heated  separately,  but  returned  to  the  precipitated  sulphate  when  each 
begins  to  fume. 

Allow  the  beaker  to  cool,  dilute  to  about  300  c.c,  boil  until  the 
cupric  sulphate  is  dissolved,  and  allow  to  stand  all  night.  The  possibly 
more  correct  practice  of  adding  alcohol  to  decrease  the  solubility  of 
lead  sulphate  is  generally  neglected  in  dealing  with  metallic  copper,  as 
the  solubility  of  cupric  sulphate  is  also  much  decreased.  Collect  the 
lead  sulphate  on  a  small  pulp  filter,  wash  once  or  twice  with  very 
dilute  sulphuric  acid,  transfer  precipitate,  and  filter^  to  a  small  beaker 
containing  10  c.c.  strong  ammonium  acetate,  heat  and  break  up  the 
filter,  strain  off  the  paper,  and  add  20  c.c.  of  an  ammonium  molybdate 
solution  (4  grams  molybdenum  per  litre)  which  has  been  made  slightly 
acid  with  acetic.  Collect  the  precipitated  lead  molybdate,  ignite,  and 
weigh. 

Small  amounts  of  lead  may  be  precipitated  as  molybdate  directly 
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from  the  cupric  solution,  but  it  requires  a  little  practice  to  perform  the 
operation  satis&ctorily. 

Dissolve  the  sample  as  before,  add  ten  grams  of  ammonium  chloride 
and  then  ammonia  until  a  precipitate  just  forms.  Clear  with  hydro- 
chloric acid,  add  20  c.c.  ammonium  molybdate  solution  and  10  c.c. 
strong  ammonium  acetate  and  boil.  Allow  the  cream-coloured  pre- 
cipitate to  settle  until  the  solution  is  nearly  cold,  or  longer,  then  filter 
off  and  wash  with  water  containing  a  little  ammonium  acetate  and  a 
few  drops  of  the  ammonium  molybdate  solution.  Re-dissolve  the 
precipitate  in  hydrochloric  acid,  repeat  the  above  operations  to  eliminate 
a  small  amount  of  copper  which  has  been  precipitated,  and  weigh  finally 
as  lead  molybdate.  The  results  are  somewhat  higher  than  those 
obtained  by  the  former  process. 

Bismuth. 

According  to  Stone  (Joum.  Soc.  Chem.  Ind.  1887,  416),  as  little  as 
one-tenth  of  a  milligram  of  bismuth  in  ten  grams  of  metallic  copper  can 
be  detected  in  the  following  manner. 

Dissolve  in  nitric  acid,  add  an  excess  of  a  mixture  of  ammonia  and 
ammonium  carbonate,  filter,  and  wash  with  a  dilute  solution  of  the  pre- 
cipitant. Dissolve  the  precipitate  in  a  small  quantity  of  dilute  sulphuric 
acid,  add  a  crystal  of  potassium  iodide  and  afterwards  a  small  excess  of 
sulphurous  acid  to  remove  the  colour  produced  by  the  iodine  liberated 
by  any  iron  present.  The  persistent  bright  yellow  colour  due  to 
bismuth  may  be  matched  by  adding  a  standard  solution  of  bismuth 
sulphate  to  acidified  water  containing  a  crystal  of  potassium  iodide. 

We  have  regularly  used  this  iodide  reaction  for  estimating  small 
amounts  of  bismuth  in  white  metal  alloys  as  well  as  in  copper.  As  it 
has  been  condemned  on  account  of  its  supposed  subjection  to  numerous 
interferences,  the  following  tests  may  be  worthily  recorded : 

A  standard  bismuth  solution  was  prepared  by  dissolving  1'114  grams 
of  the  sesqui-oxide  in  hydrochloric  acid  (or  one  gram  of  the  metal  in 
nitric  acid),  evaporating  to  fumes  with  20-25  c.c.  sulphuric  acid,  and 
diluting  to  a  litre.  A  standard  colour  was  prepared  by  mixing  4  cc 
of  this  solution  with  2  c.c.  dilute  sulphuric  acid  (1  to  3),  5  cc.  of  a  five 
per  cent,  potassium  iodide  solution  and  water  to  70  c.c.  This  colour 
was  compared  with  that  formed  under  the  following  varying  circum- 
stances : 

Sulphuric  Acid. — Increasing  excesses  of  acid  darken  the  colour 
slightly,  but  several  times  as  much  as  was  in  the  standard  introduced 
no  appreciable  error. 
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Nitric  Acid. — As  sulphuric  acid.  When  enough  acid  is  present  to 
decompose  the  potassium  iodide  and  liberate  a  little  iodine,  a  few  drops 
of  sulphurous  acid  should  also  be  added. 

Hydrochloric  Acid  bleaches  the  colour  considerably;  the  effect  is 
less  the  more  sulphuric  acid  or  potassium  iodide  the  solution  contains, 
but  its  presence,  and  that  of  alkaline  chlorides,  should  be  avoided. 

Acetic  Acid. — As  sulphuric  acid. 

Sulphurous  Acid. — The  colour  is  only  slightly  darkened  by  very 
large  amounts.  Of  other  reducing  agents  :  thiosulphate  bleaches  the 
colour,  but  less  readily  the  more  iodide  or  sulphuric  acid  there  is 
present;  stannous  chloride  bleaches  the  colour  only  by  virtue  of 
the  hydrochloric  acid  it  contains. 

Alkaline  Salts. — Ammonium  nitrate  or  sulphate  do  not  interfere 
more  than  their  acids.  Ammonium  acetate  destroys  the  colour  com- 
pletely if  sufficient  is  added  to  neutralize  all  free  mineral  acid. 

Potassium  Iodide. — The  first  drop  produces  no  colour ;  the 
maximum  colour  is  reached  when  between  two  and  three  c.c.  are 
added  ;  any  excess  beyond  this  is  without  effect. 

Temperature. — The  colour  is  a  shade  lighter  at  100**  G.  When  25 
per  cent,  of  the  liquid  was  boiled  away  and  replaced  by  distilled  water, 
the  colour  was  hardly  aflOected. 

A  decigram  of  each  of  the  following  metals  was  added  to  their 
respective  solutions. 

Iron. — Free  iodine  liberated  by  the  ferric  salt.  After  removing  with 
a  small  excess  of  sulphurous  acid,  the  colour  was  equal  to  that 
produced  by  4*4  c.c.  standard  bismuth  sulphate  instead  of  4*0  c.c. 

Oopper. — The  operation  cannot  be  performed  in  sulphuric  acid 
solutions,  as  both  metals  are  precipitated  as  a  dark  brown  compound. 
Perfect  results  are  obtained  by  proceeding  as  follows  :  Add  an  excess 
of  ammonia,  then  an  excess  of  acetic  acid,  and  more  than  enough 
potassium  iodide  to  precipitate  the  copper;  destroy  the  free  iodine 
with  an  excess  of  sulphurous  acid,  dilute,  and  filter.  Add  sulphuric 
acid  to  the  nearly  colourless  filtrate  and  compare  the  re-formed  colour 
with  the  standard.  As  little  as  0*01  per  cent,  bismuth  in  metallic 
copper  can  be  readily  estimated  by  dissolving  half  a  gram  in  nitric  acid 
and  proceeding  as  above. 

Lead. — The  colour  is  darker  when  very  small  amounts  of  lead  are 
present.  The  solution  should  be  evaporated  with  sulphuric  acid,  then 
filtered  after  adding  potassium  iodide  and  the  colour  of  the  filtrate 
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compared.  If  much  lead  is  in  solution  it  is  precipitated  on  adding  the 
iodide  as  a  deep  reddish-brown  compound  containing  bismuth :  this  is 
the  characteristic  feature  of  Abel  and  Field's  test  for  bismuth  in 
copper.^ 

Tin. — The  mixed  solutions  were  boiled  with  nitric  acid,  potassium 
iodide  added,  and  the  filtrate  compared :  result  accurate. 

Antimony. — Results  accurate  when  treated  like  tin.  If  the  mixture 
is  evaporated  with  sulphuric  acid,  to  eliminate  chlorides  for  example, 
the  results  are  much  too  low,  and  entirely  worthless. 

Arsenic. — If  the  free  iodine  liberated  by  arsenates  is  destroyed  by 
sulphurous  acid,  the  results  are  accurate. 

Silver. — Destroy  free  acid  with  ammonium  acetate,  add  an  excess  of 
iodide,  and  filter  off  the  pale  yellow  silver  iodide.  Acidify  the  filtrate 
and  compare  :  the  results  are  accurate. 

Zinc,  Manganese,  and  AinniiiiiiiTn — These  metals  do  not  interfere 
in  any  way. 

Snlphnr. 

Dissolve  ten  grams  of  the  sample  in  nitric  acid,  evaporate  to  dryness, 
re-dissolve  in  hydrochloric  acid,  re-evaporate  so  as  to  eliminate  nitric 
acid,  and  again  re-dissolve.  Evaporate  the  acid  solution  to  low  bulk, 
dilute,  and  filter  off  any  insoluble  residue.  The  residue  is  fused, 
extracted  with  water,  and  filtered.  The  two  filtrates  are  mixed,  pre- 
cipitated with  barium  chloride,  and  the  estimation  finished  as  though  a 
steel  were  being  dealt  with. 

Iron. 

Dissolve  five  grams  in  nitric  acid,  dilute  to  500-600  cc.,  add  five 
grams  of  ammonium  chloride  and  an  excess  of  ammonia.     Boil,  filter, 

'  This  test  is  made  as  follows :  "  About  six  grams  of  the  copper  to  be  examined 
are  dissolved  in  nitric  acid,  a  solution  of  lead  nitrate,  equal  to  three  or  four  deci- 
grams of  the  salt,  is  added,  and  then  ammonia  and  ammonium  carbonate.  The 
precipitate  is  washed  with  ammoniacal  water  and  dissolved  in  warm  acetic  acid. 
Considerable  excess  of  potassium  iodide  is  introduced,  and  the  liquid  is  warmed 
until  the  precipitate  disappears.  On  cooling,  the  crystalline  scales  will  show  by 
their  colour  the  presence  or  absence  of  bismuth.  If  the  least  trace  of  bismuth 
is  present  the  precipitated  scales  are  no  longer  yellow,  but  assume  a  dark 
orange  or  crimson  tint  varying  in  intensity  of  colour  according  to  the  amount 
of  bismuth  present;  a  fiftieth  part  of  a  milligram  can  be  easily  detected."  A 
modified  form  of  this  process  is  mentioned  by  Watson  {J(mm.  Soc,  Chem,  Ind. 
1887,  416). 
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and  wash  with  faintly  ammoniacal  water.  Then  re-dissolve  and 
re-precipitate,  and  estimate  the  ferric  hydrate  volumetrically  or  colori- 
metrically,  in  the  usual  way,  according  to  its  amount. 

Copper. 

The  following  process  depends  on  the  precipitation  of  copper  as  sub- 
iodide  and  titration  of  the  liberated  iodine  with  thiosulphate  and  a 
starch  indicator.  It  is  perhaps  the  most  satisfactory  process  known  for 
the  estimation  of  both  large  and  small  amounts  of  copper.  The 
appended  description  is  of  a  general  nature,  and  is  not  intended  to 
apply  merely  to  the  assay  of  the  crude  or  refined  metal. 

The  acid  solution  containing  copper  is  made  faintly  alkaline  with 
ammonia  or  sodium  carbonate,  and  then  distinctly  acid  with  acetic ; 
two  or  three  grams  of  potassium  iodide  are  added,  and  the  mixture 
allowed  to  stand  a  minute  or  two.  A  decinormal  solution  of  thiosul- 
phate is  run  in  from  a  burette  until  the  colour  of  free  iodine  is  barely 
distinguishable,  and  then  2  c.c.  of  freshly  prepared  starch  liquor,  and 
more  thiosulphate  drop  by  drop  until  the  blue  colour  disappears. 
The  change  is  usually  quite  sharp,  but  in  impure  solutions  a  purple  or 
reddish  colour  may  momentarily  intervene  between  the  distinct  blue 
and  the  cream  colour  of  the  precipitated  cuprous  iodide.  The  end 
point,  according  to  Garrigues,  is  sharper  in  sulphuric  acid  than  in  acetic 
acid  solutions ;  this  advantage,  however,  is  more  than  counterbalanced 
by  the  interference  exerted  by  arsenic  and  bismuth  in  the  former  case. 
The  thiosulphate  is  best  standardized  with  metallic  copper  of  known 
purity,  or  with  a  quite  definite  and  pure  copper  salt. 

The  results  of  the  following  tests  made  some  years  ago  are  in  agree- 
ment with  those  obtained  by  others,  and  have  been  abundantly  con- 
firmed during  the  assay  of  various  commercial  compounds.  Each  test 
was  made  on  a  solution  containing  0'14  grams  of  copper  and  a  deci- 
gram of  the  foreign  element.  In  the  presence  of  salts  of  calcium, 
barium,  strontium,  magnesium,  zinc,  cadmium,  arsenic,  molybdenum, 
nickel,  cobalt,  uranium,  and  manganese,  the  amount  of  thiosulphate 
did  not  vary  more  than  0*05  c.c.  from  22*4  c.c,  and  the  course  of  the 
operation  was  perfectly  normal. 

Lead. — 22*4  cc.  thiosulphate  were  required.  Although  lead 
iodide  was  formed  the  end  reaction  was  quite  distinct.  The  inter- 
ference may  be  altogether  avoided  by  adding  sulphuric  acid  before 
neutralizing. 

MexcQzy. — 22-5  cc.  required :  the  mercuric  iodide  formed  did  not 
seriously  interfere  with  the  end  reaction. 
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Silver. — 22*4  c.c.  required :  the  colour  of  the  silver  iodide  as  with 
lead  and  mercury  prevents  the  disappearance  of  the  free  iodine  colour 
being  taken  advantage  of,  but  the  starch-blue  end-reaction  is  sharp. 

AlnminJTiin — 22-4  c.c.  required :  this  metal  is  commonly  used  to 
deposit  copper  from  a  solution  containing  other  metals  prior  to  a  cyano- 
metric  or  iodometric  estimation. 

Tungsten. — 22-3  cc.  required :  the  blue  colour  recurred  slightly. 

Bismuth. — 22*5  c.c.  required :  a  little  sodium  acetate  should  be  pre- 
sent.   See  estimation  of  bismuth  in  the  presence  of  copper,  page  262. 

Tin, — 22-3  c.c.  required :  the  excess  of  acetic  acid  did  not  clear  up 
the  precipitate  after  sodium  carbonate  had  been  added. 

Iron. — (25  +  x)  cc. :  the  starch  colour  recurs.  After  adding  sodium 
phosphate  there  was  a  persistent  starch  colour  up  to  20  c.c,  it  then 
recurred  with  decreasing  rapidity  up  to  22*0  c.c. ;  after  that  it  did  not 
recur  for  fifteen  minutes. 

Alkaline^Salts. — Ten  grams  of  either  the  chloride,  nitrate,  or  sulphate 
of  ammonia,  or  the  chloride  or  nitrate  of  sodium  or  potassium  are 
without  appreciable  influence. 

But  the  acetates  of  both  sodium  and  ammonium  prevent  the  complete 
precipitation  of  cuprous  iodide.  An  excess  of  50  c.c.  acetic  acid  of 
B.P.  strength  is  without  influence,  so  that  by  adding  a  mineral  acid 
(hydrochloric)  short  of  excess  the  reaction  proceeded  as  usual,  and 
22*45  and  22*50  cc  thiosulphate  were  required. 

In  the  presence  of  sodium  sulphate  the  result  was  high  and  the 
starch  colour  recurred. 

Potassium  Iodide. — An  excess  is  without  influence.  According  to 
the  equation 

2CuS0^  -»-  4KI  =  Cujlj,  +  1^  +  2K2SO^ 

about  five  and  a  quarter  grams  of  iodide  are  actually  used  for  each 
gram  of  copper.  Twice  this  amount  is  generally  considered  to  be 
a  safe  working  excess. 

Temperature. — 

Temperature,      25*  40'  50**  70*  C. 

Thiosulphate,     22*45        22*4        22*45        22*2  cc 
At  70*  C.  iodine  fumes  were  visible  above  the  solution. 

Volume  of  SolutioxL — 

Volume,      -        -  100           200           400  cc 

Hypo,          -        -  22*45         2240        22*45 

The  colour  disappeared  when  20  c.c.  thiosulphate  had  been  added  to 
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the  last  solution ;  it  recurred  every  half  minute  or  so  up  to  22*2  cc, 
and  then  more  slowly  up  to  22*45  cc. 

Amonnt  of  Copper.— I.  Milligrams  copper  present;  11.  Volume  of 
thiosulphate  required ;  III.  Calculated  volume  of  thiosulphate,  taking 
the  largest  amount  of  copper  used  as  standard. 


L 

4 

8 

1 

20   , 

60 

100 

140 

200 

400 

n. 

0-60 

1-25 

3-05  ' 

9-2 

1  15^ 

21-40 

30  35 

60-70 

TIL 

0-60 

1-20 

3-04 

91 

1517 

21-25 

30-35 

The  volume  of  solution  in  each  case  was  200  cc. ;  with  the  smaller 
amounts  of  copper  the  starch  blue  recurred,  but  there  was  no  doubt 
about  the  real  end  reaction. 
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Brass^  which  is  the  most  important  of  these  alloys,  contains  roughly 
two-thirds  copper  and  one-third  zinc,  and  more  or  less  of  the  impurities 
commonly  associated  with  these  metals.  Muntz  metals  Pinchbeck^  and 
Mannheim  gold  are  examples  of  other  copper-zinc  alloys  which  differ  in 
the  proportion  of  constituents  according  to  their  intended  uses. 
Sterro,  Aichs\  and  Delta  metal  contain  from  one  to  four  per  cent,  of 
iron  and  sometimes  also  small  amounts  of  phosphorus. 

CJopper,  iron,  lead,  arsenic,  antimony,^  and  bismuth  may  be  estimated 
separately  as  in  metallic  copper.  A  number  of  constituents  may  be 
estimated  on  one  sample  as  follows : 

Dissolve  two  grams  of  the  alloy  in  nitric  acid,  evaporate  to  low  bulk, 
and  filter.  If  the  residue  is  very  small  it  is  ignited  and  weighed  as 
stannic  oxide ;  otherwise  it  must  be  examined  as  on  page  268. 

Add  10  cc  sulphuric  acid  to  the  filtrate  and  evaporate  to  fumes, 
dilute  to  about  150  cc,  collect  the  lead  sulphate,  transform  it  to 
molybdate  as  on  page  260,  ignite,  and  weigh. ^ 

Dilute  the  filtrate  to  200  cc,  measure  out  50  cc  (half  a  gram  of  the 
alloy),  and  estimate  copper  by  the  previously-described  iodide  process. 

Warm  the  remaining  150  cc  of  solution  and  add  excesses  of 
sulphurous  acid  and  ammonium  (not  potassium)  thiocyanate  to 
precipitate  the  copper.  Allow  the  solution  to  stand  until  cleared,  then 
filter  and  wash,  or  if  preferred,  filter  off  a  suitable  fraction.    The  filtrate 

^  The  presence  of  antimony  causes  brass  to  crack  on  the  edges  daring  rolling. 

•  Lead  up  to  two  per  cent,  is  purposely  added  to  brass  which  has  to  be  machined 
in  order  that  the  turnings  may  break  short  and  thus  prevent  the  tool  from 
becoming  clogged. 
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may  then  be  boiled,  to  get  rid  of  sulphurous  acid,  saturated  with 
sulphuretted  hydrogen,  any  precipitated  arsenic,  antimony,  bismuth, 
etc.,  removed,  the  solution  again  boiled  to  eliminate  sulphuretted 
hydrogen,  oxidized  with  nitric  acid,  saturated  with  ammonia,  and  any 
small  amount  of  iron  collected.  But  if  these  elements  are  not  present 
in  appreciable  amounts  the  estimation  of  zinc  may  be  proceeded  with 
according  to  the  following  instructions  without  troubling  to  remove  the 
excess  of  thiocyanate. 

Zinc. 

Zinc  is  most  accurately  determined  as  the  double  ammonium- 
phosphate,  or  as  pyro-phosphate.  Fixed  alkalis,  especially  potassium, 
should  not  be  present,  nor  should  salts  of  manganese,  iron,  copper, 
nickel,  or  cobalt. 

The  process  was  originally  proposed  by  Guyard  {Chem.  News,  xxiv. 
148),  and  has  been  studied  by  Losekan  and  Meyer  {Chem,  Zeit.  1886, 
729  and  1605,  and  CJiem,  News,  Ivi.  68),  Clark  (Jown.  Soc.  Chem,  Ind. 
1896,  867),  Garrigues  {Jour,  Amer,  Chem,  Soc.  xix.  and  Chem,  News, 
Ixxvii.  41),  Austin  {Amer,  Jour.  Scien,  viii.  and  Chem,  News,  Ixxx.  305), 
Dakin  {Zeit.f.  Anal,  Chemie,  xxxix.  373,  and  Chem,  News,  Ixxxii.  101), 
Walker  {Jour,  Amer,  Chem,  JSoc,  xxiii.  and  Chem,  News,  Ixxxv.  18),  and 
others.  WTiere  accurate  work  has  to  be  done  it  is  worth  while 
practising  the  method  on  synthetic  solutions,  so  as  to  realize  the  best 
working  conditions.     The  operations  are  performed  as  follows : 

The  acid  solution  of  zinc,  which  should  contain  several  grams  of 
ammonium  chloride,  is  neutralized  or  made  faintly  alkaline,  and  then 
made  faintly  acid ;  methyl-orange,  or  a  piece  of  litmus  paper  floated 
in  the  liquid  being  used  as  indicator.  The  solution  is  then  heated  nearly 
to  boiling,  and  from  ten  to  twenty  times  as  much  ammonium  phosphate 
or  microcosmic  salt  added  as  there  is  zinc  present.  The  solution, 
which  is  now  alkaline  to  red  litmus  paper,  is  kept  heated  until  the 
amorphous  flocks  of  zinc  phosphate  become  transformed  to  the  dense 
crystalline  zinc  ammonium  phosphate.  It  is  then  allowed  to  settle, 
filtered,  the  beaker  cleaned  with  the  mother  liquor,  and  the  precipitate 
washed  with  hot  water. 

The  precipitate  may  be  dried  at  100**  C,  and  weighed  as  zinc 
ammonium  phosphate,  which  contains  36*49  percent,  zinc;  or  it  may  be 
ignited  and  weighed  as  pyrophosphate,  which  contains  42'55  per  cent, 
zinc.  The  ignition  can  be  made  without  fear  of  any  zinc  being 
volatilized,  though  the  separate  ignition  of  precipitate  and  paper  is 
considered  necessary.    We  have,  however,  with  satisfaction,  collected 
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the  precipitate  on  pulp  filters,  ignited  gently  at  the  mouth  of  the 
muffle  in  porcelain  crucibles,  and  then  more  strongly  to  perfect  white- 
ness, and  either  weighed  in  the  crucible  or  brushed  out  We  have  also 
filtered  through  asbestos  in  the  following  way : 

Pierce  the  bottom  of  a  porcelain  crucible  from  the  outside  by  a  smart 
stroke  with  a  sharp  file  tang,  and  widen  the  hole  to  quarter  of  an  inch 
or  so.  Rest  a  filter  plate  in  the  crucible  and  cover  it  with  asbestos 
fibre  in  the  usual  way.  Support  the  crucible  in  a  funnel  on  a  hollow 
rubber  ring,  and  an*ange  the  apparatus  for  filtration  by  suction.  After 
washing  the  crucible  is  removed  to  a  platinum  dish,  ignited,  and  weighed. 
The  precipitate  is  then  dissolved  in  hot  dilute  hydrochloric  acid, 
washed,  and  the  crucible  and  felt  again  weighed.  The  same  asbestos 
felt  serves  over  and  over  again  without  re-arranging.  The  ignition  to 
pyrophosphate  is  complete  at  low  redness;  if  heated  very  strongly 
it  melts,  and  is  absorbed  by  the  asbestos,  but  does  not  lose  weight  to 
any  appreciable  extent :  thus  1'173  grams  pyrophosphate  lost  only  1*3 
milligrams : 

The  following  results  show  that  either  procedure  is  reliable  : 


« 

Zinc  found  using 

zinc  Present. 

Paper  Pulp. 

Asbestos. 

0*0498 

0-0499 

00995 

00993 

0-0999 

01493 

0-1490 

01494 

0-2488 

0-2496 

0-2985 

0-2991 

0-2995 

0-4975 

0-4973 

0-4980 

COPPERrTIN  ALLOYS. 

Dissolve  one  or  two  grams  of  the  bronze  in  strong  nitric  acid, 
evaporate  just  to  dryness,  add  40-50  c.c.  five  per  cent,  nitric  acid,  boil, 
and  filter.  Ignite  in  a  porcelain  crucible,  and  weigh  the  residue :  it 
consists  of  stannic  oxide,  and  more  or  less  of  the  oxides  of  copper  and 
lead,  besides  practically  all  the  antimony,  arsenic,  iron,  and  phosphorus, 
if  these  are  present  in  small  amounts  compared  with  the  tin.  The 
addition  of  ammonium  nitrate  to  the  acid  liquor  is  said  to  avoid  the 
formation  of  basic  copper  salts,  but  as  it  sometimes  unexpectedly  leads 
to  other  troubles,  it  is  better  to  proceed  as  follows : 

Mix  the  ignited  residue  with  about  ten  times  its  weight  of  sodium 
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thiosulphate  and  fuse.  Extract  the  fusion  with  water,  collect  the 
precipitated  sulphides  of  copper,  lead,  and  iron,  and  subtract  their 
weight  after  ignition  from  the  former  weight  of  the  impure  stannic 
oxide.  The  difference  is  roughly  the  weight  of  oxide  corresponding 
to  the  tin  in  the  alloy.  The  result  is  only  approximate,  because  the 
lead  and  iron  are  not  weighed  in  each  case  as  identical  compounds,  and 
because  the  sulphide  of  copper  may  be  partly  dissolved  by  the  sodium 
sulpho-stannate,  as  is  explained  on  page  28 1 .  Any  arsenic,  antimony, 
and  phosphorus  also  pass  into  solution  and  are  reckoned  as  tin.  An 
actual  estimation  of  the  tin  is  made  by  acidifying  the  filtrate,  reducing 
it  with  metallic  antimony  or  iron,  and  titrating  with  decinormal  iodine, 
as  in  the  analysis  of  white  metal  alloys. 

The  small  amounts  of  copper,  lead,  and  iron  separated  from  the  tin 
are  dissolved  in  hydrochloric  acid  and  returned  to  the  main  filtrate, 
which  is  then  evaporated  with  sulphuric  acid.  The  precipitated  lead 
sulphate  is  collected  and  transformed  to  molybdate  as  before  (l)age  260). 

The  copper  is  then  removed  with  sulphurous  acid  and  ammonium 
thiocyanate,  and  the  zinc  and  iron  estimated  in  the  filtrate  as  in  the 
analysis  of  brass. 

A  separate  portion  is  dissolved  in  aqua  regia  for  the  iodometric 
estimation  of  the  copper.  Or  one  of  the  modes  of  assaying  the  precipi- 
tated cuprous  thiocyanate  mentioned  in  the  Bibliography  may  be 
employed. 


ALLOYS  CONTAINING  PHOSPHORUS. 

Alloys  of  copper  and  tin  in  varying  proportions  containing  small 
amounts  of  phosphorus  up  to  two  per  cent.,  are  known  as  phosphor- 
bronze.  One  or  two  tenths  per  cent,  phosphorus  may  also  be  found  in 
some  copper-zinc  alloys,  such  as  Delta  metal. 

Three  methods  are  in  common  use  for  estimating  the  phosphorus, 
apart  from  those  involving  volatilization  in  a  stream  of  chlorine  or 
electrolytic  depositions.     They  are : 

(1)  Decompose  the  bronze  with  nitric  acid,  evaporate  to  low  bulk, 
dissolve  the  precipitated  metastannic  acid  in  hydrochloric  acid, 
saturate  the  diluted  solution  with  sulphuretted  hydrogen, 
evaporate  the  filtrate  with  nitric  acid  and  precipitate  phosphorus 
with  nitro-molybdate  solution  (Fresenius).  Hempel  objects  to 
this  process,  because  some  phosphorus  is  invariably  carried  down 
by  the  sulphide  of  tin. 
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^2)  Add  excess  of  ammonia  to  an  aqua-regia  solution  of  the  alloy, 
pass  sulphuretted  hydrogen,  remove  sulphides  of.  copper,  lead, 
etc.,  add  ammonia  and  magnesia  mixture  to  the  filtrate,  and 
ignite  the  precipitate  to  magnesium  pyrophosphate  as  usual 
(Wickhor8t)L 

{3)  The  stannic  oxide  obtained  from  the  nitric  acid  solution  of  the 
alloy  is  washed,  dried,  and  ignited  in  a  porcelain  crucible,  and 
then  fused  with  three  or  four  times  its  weight  of  potassium 
cyanide  at  a  red  heat.  The  melt  is  then  extracted  with  water, 
metallic  tin  removed,  hydrochloric  acid  added,  cyanogen  com- 
pounds boiled  off,  the  solution  evaporated  to  small  bulk,  and 
the  phosphorus  precipitated  with  magnesia  mixture  (Oettel). 

We  prefer  the  last  method,  but  add  ferric  chloride  after  boiling  off 
'Cyanogen  compounds,  and  then  precipitate  a  basic  ferric  phosphate  with 
ammonia,  dissolve  it  in  nitric  acid,  and  estimate  the  phosphorus  via 
phospho-molybdate  and  lead  molybdate. 


ALLOYS  CONTAINING   MANGANESR 

Manganese — i,e.  spiegeleisen  or  ferro-mangaiiese — is  added  to  copper, 
with  tin  and  zinc  in  varying  proportions,  in  order  to  render  the  alloy 
more  homogeneous,  harder,  and  stronger.  These  alloys  are  all  spoken 
of  as  manganese  bronze,  although  the  manganese  may  vary  from  two- 
tenths  to  nearly  twenty  per  cent.  We  have  analyzed  and  collected 
analyses  of  manganese  bronzes  from  various  sources.  The  enormous 
variation  in  their  composition — and  in  the  composition  of  engineering 
alloys  generally,  which  pass  under  a  common  name — requires  the 
analysis  of  each  sample  to  be  made  independently ;  that  is  to  say,  no 
set  process  can  be  adhered  to. 

The  manganese  can  be  separately  and  accurately  estimated  by  the 
bismuthate  process,  exactly  as  in  steel.  The  chlorate  process  has  also 
been  successfully  used. 


COPPERrALUMINIUM  ALLOYS. 

The  alloys  of  this  class  are  'aluminium  bronze,'  which  consists  for  the 
most  part  of  aluminium  and  copper ;  '  aluminium  brass,'  which  contains 
in  addition  a  considerable  quantity  of  zinc,  and  combinations  of 
aluminium  and  copper  with  some  other  metal  or  metals.     The  alloy  of 
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ninety  parts  copper  and  ten  parts  aluminium,  which  is  a  definite 
chemical  compound,  was  discovered  by  Dr.  Percy. 

According  to  Eegelsberger,  the  most  useful  aluminium  bronzes 
contain  from  five  to  twelve  per  cent,  aluminium ;  if  more  than  twelve 
per  cent,  be  present  the  alloy  is  brittle  and  unworkable.  Silicon  is  often 
purposely  added,  as  it  increases  the  tensile  strength :  the  maximum  is 
two  and  a  half  per  cent.  An  alloy  containing  three  percent,  aluminium 
has  almost  the  colour  of  copper ;  with  three  to  four  per  cent,  it  has  the 
colour  of  a  reddish  sample  of  gold ;  with  five  per  cent,  the  colour  is 
golden  yellow,  and  with  increasing  amounts  the  alloy  becomes  yellowed 
until  with  fifteen  per  cent,  aluminium  the  colour  is  nearly  white,  with  a 
reddish  tinge.  '  Aluminium  brass '  contains  up  to  three  and  a  half  per 
cent,  aluminium. 

The  Analysis  of  Alnmininm  Bronze  is  very  simple.  For  the  estimar 
tion  of  silicon  two  or  three  grams  of  the  alloy  are  dissolved  in  aqua 
regia,  the  solution  evaporated  with  sulphuric  acid,  and  the  silica  collected 
and  weighed  in  the  usual  manner.  Subsequent  treatment  with  hydro- 
fluoric and  sulphuric  acids  should  not  be  omitted,  as  the  residue  may 
also  contain  small  amounts  of  lead  sulphate  or  stannic  oxide. 

The  copper  and  aluminium  are  separated  in  the  sulphuric  acid  solution 
by  means  of  sulphuretted  hydrogen,  thiosulphate,  or  ammonium  thio- 
cyanate,  as  already  described,  and  the  former  estimated  iodometrically 
from  the  precipitate,  or  on  a  separate  sample.  The  aluminium  in  the 
filtrate  is  precipitated  and  estimated  as  phosphate. 

The  Analysis  of  Alumininm  Brass  differs  from  the  above  only  in 
requiring  zinc  and  aluminium  to  be  separated.  This  is  accomplished  as 
follows : 

To  the  warm  solutions  of  the  two  metals  add  rather  more  of  a 
solution  of  sodium  cyanide  than  is  needed  to  form  a  double  cyanide 
[Zn(CN)2 .  2NaCN]  with  the  zinc.  Then  add  a  few  grams  of 
ammonium  chloride  if  such  is  not  already  present,  and  make  faintly 
but  distinctly  alkaline  with  ammonia.  The  solution  may,  but  need  not, 
be  heated  to  boiling.  A  fraction  of  the  solution  is  filtered  off,  acidified, 
and  boiled  to  remove  cyanogen  compounds,  and  then  neutralized,  made 
faintly  acid,  and  the  zinc  precipitated  and  estimated  as  phosphate. 

The  aluminous  residue  and  filter,  from  which  the  liquid  is  allowed  to 
drain,  is  heated  with  dilute  hydrochloric  acid,  the  paper  strained  off, 
sodium  phosphate  added,  the  acidity  adjusted,  acetic  acid  equal  to  from 
five  to  ten  per  cent,  the  volume  of  the  solution  added,  then  thio- 
sulphate, and  the  estimation  as  aluminium  phosphate  completed  in  the 
usual  manner. 
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If  sodium  cyanide  is  not  at  hand  the  purest  obtainable  potassium 
cyanide  may  be  used,  but  the  zinc  pyrophosphate  will  then  be 
contaminated  with  potash  salts  to  the  extent  of  about  one  per  cent.,  and 
it  .will  fuse  more  readily.  The  value  of  the  cyanide  solution  is  deter- 
mined by  titrating  it  against  a  known  amount  of  nickel.  As  much  may 
then  be  added  to  the  solution  of  zinc  and  aluminium  as  would  be 
required  if  the  former  metal  were  nickel. 


TYPICAL  ANALYSES. 


BruB. 
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— 
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— 
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— 
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0-76 
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1-28 

Phosphorus,    - 

—. 
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— 

Silicon,    - 

99-97 

1-73 

99-78 

99-91 

99-73 

99-30 

99-48    I 

10012 

n.   WHITE  METAL  ALLOTS. 

The  preponderating  constituents  of  such  white  metal  anti-friction 
alloys  as  are  considered  here  are  Tin,  Lead,  and  Antimony,  with 
smaller  amounts  of  copper,  and  still  smaller  amounts  of  iron,  bismuth, 
and  arsenic.  White  anti-friction  alloys  containing  large  amounts  of  zinc 
may  be  analyzed  by  methods  given  in  the  preceding  section. 

We  propose  to  consider  the  estimation  of  the  preponderating  elements 
singly,  and  then  to  describe  a  process  for  the  general  analysis. 


ESTIMATION  OF  TIN. 

In  Pure  Solntions : 

A  hydrochloric  acid  solution  of  stannous  chloride  can  be  very 
accurately  titrated  with  iodine,  using  the  starch  indicator. 

The  reduction  of  stannic  to  stannous  chloride  is  generally  accomplished 
with  metallic  iron.     It  is  quicker,  however,  to  use  pure  metallic  anti- 
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mony  which  has  been  ground  in  an  agate  mortar  until  the  particles  no 
longer  glisten.  A  small  excess  of  this  material  will  reduce  a  solution 
completely  by  one  minute's  boiling,  and  aa  it  exerts  no  influence  during 
the  subsequent  titration  of  the  cold  solution  the  excess  need  not  be 
removed.  In  fact  its  presence  may  be  advantageous,  as  during  cooling 
any  accidental  re-oxidation  while  the  solution  was  still  hot  would  be 
corrected.  As  the  solution  cools  the  antimony  is  less  able  to  correct 
such  a  mishap. 

A  determination  is  made  as  follows :  Heat  the  solution  containing 
about  one-fifth  its  volume  of  hydrochloric  acid,  add  a  small  amount  of 
powdered  antimony,  and  boil.  The  reduction  is  conveniently  made  in 
such  an  arrangement  as  is  shown  in  figure  10  (page  108),  iEind  the 
solution  is  cooled  out  of  contact  with  air  by  dipping  the  tip  of  the  bent 
tube  into  an  emulsion  of  sodium  bicarbonate  made  with  freshly-boiled 
water.  Two  c.c.  starch  solution  are  then  added,  and  decinormal  iodine 
run  in  from  a  burette  until  a  permanent  blue  colour  is  formed. 

N 
1  c.c.  —  iodine  =  0*0059  gram  tin. 

If  stannous  chloride  solutions  need  diluting  it  is  essential  that  water 
free  from  dissolved  oxygen  should  be  used.  Beringer  secures  water 
in  such  a  state  by  adding  a  gram  of  sodium  bicarbonate,  and  2  c.c. 
hydrochloric  acid  to  each  100  cc.  of  water :  the  effervescence  sweeps  out 
the  dissolved  oxygen. 

It  may  sometimes  be  desired  to  repeat  the  estimation  in  the  same 
liquid  by  again  boiling,  cooling,  and  re-titrating.  This,  however,  cannot 
be  done  satisflEtctorily  with  metallic  antimony  as  reducing  agent.  With 
iron  as  reducing  agent  one  and  the  same  solution  may  be  re-assayed  as 
often  as  is  desired. 


Propojiion  of 

Tin. 

Added,     - 

- 

•1750 

•1000 

•0480 

•0200 

•0080  grams. 

—  Iodine, 

- 

29-7 

16-9 

8-3 

3-4 

1*4     cc. 

Found, 

a 

•1762 

•0997 

•0490 

•0201 

•0083  grams. 

Hydrochloric  Add. — Experiments  in  which  the  proportion  of  acid  of 
I '16  specific  gravity  varied  from  one  tenth  to  one  half  the  volume 
(160  cc.)  of  solution  gave  results  varying  from  99*5  to  101  per  cent. 

In  the  Presence  of  Other  Elements. 

Iron.  —Exercises  no  influence.     When  metallic  iron  is  used  to  reduce 

the  tin,   and  antimony  chloride  is  also  present,  the  appearance  of 

metallic  antimony  is  an  indication  that  the  tin  is  completely  reduced. 

s 
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Much  less  iron  may  be  used  than  is  usual,  and  with  greater  certainty, 
by  taking  advantage  of  this  &ct. 

Chromium  and  Nickel. — Exert  no  interference  other  than  may  be  due 
to  the  colour  of  their  chloride  solutions,  and  that  is  not  serious. 

ZinCf  Manganese^  and  Aluminium, — Do  not  at  all  interfere. 

Copper. — Is  reduced  to  cuprous  chloride.  If  the  iodine  is  added  in 
brisk  drops  to  the  vigorously  agitated  solution,  so  that  no  local 
excesses  of  iodine  are  formed,  the  results  are  accurate.  But  the  results 
are  seriously  out  when  local  excesses  of  iodine  are  allowed ;  e.g.  only 
0*1239  grm.  tin  was  registered  instead  of  0-1500  when  20  c.c.  N/10 
iodine  was  run  into  the  solution  containing  0*05  grm.  copper,  without 
shaking,  and  then  finished  as  usual.  A  white  precipitate  (cuprous 
iodide)  forms.  In  order  to  delay  the  formation  of  this  precipitate,  and 
also  to  assist  the  precaution  just  named,  it  is  advisable  to  have  larger 
amounts  of  hydrochloric  acid  present;  say,  one-third  the  volume  of 
acid  of  1*16  specific  gravity. 

Cobalt. — The  results  were  a  little  high,  but  so  little  that  one  hesitates 
to  say  that  cobalt  exerts  any  influence;  e.g.  0*1510  grm.  tin  instead 
of  0*1500. 

Lead. — Without  influence.  In  very  dilute  acid  solutions  lead  iodide 
may  form ;  but,  by  titrating  in  very  acid  solutions  so  as  to  prevent 
this,  there  is  no  difiiculty  when  three  or  four  times  as  much  lead  as  tin 
iR  present. 

Bismuth. — The  yellow  colour  which  bismuth  forms  in  potassium 
iodide  solutions  does  not  interfere  much  with  the  starch  blue.  There 
is  no  other  interference. 

Phosphorus  and  Sulphur. — Sodium  phosphate  and  sulphate  added  to 
the  stannic  chloride  exerted  no  influence. 

Mercury. — Is  reduced  to  the  metallic  state.  In  hot  solutions  finely- 
divided  mercury  exerts  a  limited  reducing  action  on  stannic  chloride ; 
it  is  inert  in  cold  solutions. 

MolyMenum, — The  characteristic  MogOg  colour  forms  when  the 
solution  is  but  moderately  warm,  but  it  is  not  appreciably  re-oxidized  by 
the  iodine.  The  starch-blue  is  very  slowly  discharged  ;  this,  however, 
leaves  no  uncertainty  in  the  mind,  because  the  normal  end-reaction  is  so 
very  sharp  and  decisive. 

Tungsten. — Lower  oxides  are  also  formed.  The  solution  may  be 
light  blue,  but  the  starch  (dark)  blue  can  be  readily  distinguished 
notwithstanding. 

Arsenic. — This  element  interferes  very  seriously  if  more  than  one 
part  to  two  hundred  parts  of  tin  is  present.     A  black  graphitic  looking 
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precipitate  (arsenide  of  tin)  insoluble  in  dilute  hydrochloric  acid  is 
formed.  Equal  portions  of  a  solution  of  stannic  chloride  were  reduced 
and  titrated  in  the  presence  of  small  amounts  of  arsenic  with  the 
following  results : 

Milligrams  Arsenic  present,     -        -      3*75  1'875  0*75  0*00 

C.C.  ~  Iodine  required,  -        •        -     16*5  21*2  26*5  25*8 

Direct  Estimation  of  Tin  in  Alloys. 

Dissolve  one  gram  of  the  alloy  in  the  form  of  thin  shavings  with 
hydrochloric  acid  and  potassium  chlorate,  as  is  more  fully  described  in 
the  general  analysis  on  page  280.  Dilute  to  100  c.c,  measure  out  as 
much  of  the  solution  as  contains  about  0*15  gram  tin,  dilute  to  about 
150  C.C.  with  water  containing  one-fifth  its  volume  of  hydrochloric  acid, 
reduce  with  antimony,  and  titrate  with  iodine. 

If  the  alloy  contains  appreciable  amounts  of  arsenic  the  strong  acid 
solution  is  treated  with  sulphuretted  hydrogen  as  described  on  page  280 ; 
but  instead  of  adding  stannous  chloride  a  small  piece  of  the  alloy 
weighed  off  is  reserved  and  used  to  destroy  traces  of  free  chlorine  and 
effect  the  reduction  of  the  arsenic.  The  piece  used  should  be  hammered 
very  thin  and  be  hardly  bigger  than  is  just  necessary  to  destroy  the 
colour  of  the  solution.  A  few  drops  of  a  solution  of  stannous  chloride 
may  be  used  instead,  but  its  equivalent  amount  of  tin  must  be  finally 
deducted.  The  filtrate  from  the  arsenious  sulphide  is  diluted  until 
the  tin  begins  to  precipitate,  and  then  the  sulphuretted  hydrogen 
boiled  off  or  destroyed  with  a  crystal  of  potassium  chlorate.  The  tin 
is  then  reduced  with  antimony  and  estimated  as  before. 


ESTIMATION  OF  ANTIMONY. 

In  Pure  Solutions. 

Mohr's  process  for  the  estimation  of  antimonious  oxide  is  both 
convenient  and  exact.     It  depends  on  the  reaction 

Sb203  +  2I2  +  2H2O  =  SbjOg  +  4HI, 

which  takes  place  in  a  solution  containing  an  excess  of  alkaline  bi- 
carbonate. 

The  reduction  of  antimonic  to  antimonious  oxide  can  be  made  in 
distinctly  acid  solutions  with  sulphur  dioxide.  It  is  advisable  to  add  a 
crystal  or  two  of  potassium  iodide,  as  it  helps  the  reduction ;  in  fact  it 
may  be  completed  with  this  assistance  in  such  faintly  acid  solutions  as 
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sulphur  dioxide  alone  will  scarcely  affect.  As  very  much  less  than  the 
theoretical  amount  of  iodide  is  needed  the  reduction  may  be  supposed  to 
occur  in  two  stages  : 

{a)  SbgOg  +  4KI  =  SbgOg  +  2K2O  +  2I2, 

(b)  2l2  +  2S02  +  2H20  =  2S03  +  4HI, 

i.e.  the  potassium  iodide  acts  simply  as  a  catalytic  agent. 

Antimonic  oxide  in  an  acid  solution  is  determined  by  adding  a 

crystal  of  potassium  iodide  and  an  excess  of  sulphurous  acid.     The 

solution  is  boiled  until  sulphur  dioxide  is  completely  driven  off,  a  little 

tartaric  acid  is  then  added,  the  solution  cooled,  nearly  neutralized  with 

ammonia  or  sodium  hydrate  as  in  the  estimation  of  arsenic  (page  105), 

and  an  excess  of  20  c.c.  saturated  sodium  bicarbonate  solution  added, 

and  then  decinormal  iodine  until  a  permanent  starch  blue  forms. 

N 
1  C.C.  —  iodine  =  0*0060  gram  antimony. 

Effect  of  Varying  Antimony. 

Milligrams  Sb,        -  19        38        76         162         190 

C.C.  Iodine,      -        -        316      6-35    1270     25-40      31  75. 

In  the  Presence  of  Other  Elements. 

If  a  solution  already  contains  antimonious  oxide  the  addition  of  an 
equal  amount  of  either  magnesium,  aluminium,  zinc,  lead,  tin,  copper, 
nickel,  silver,  iron,  arsenic^''^  uranium,  or  the  alkaline  earths  causes  no 
interference.  Mercuric  salts  do.  The  titration  also  may  be  performed 
at  any  temperature  up  to  60**  C,  and  in  solutions  at  any  practicable 
dilution  without  inconvenience. 

When  a  solution  of  antimonic  oxide  was  reduced  in  the  above- 
described  manner  with  potassium  iodide  and  sulphur  dioxide  the 
observed  interferences  were  as  follows.  Each  test  solution  contained 
0-12  gram  antimony  and  a  decigram  of  the  foreign  element. 

Zinc. — Found  0*1200  gram.  Extra  tartaric  acid  should  be  added  to 
keep  zinc  in  solution. 

Tin. — Found  01 996  gram.  Tin  is  precipitated  by  sulphur  dioxide 
unless  the  solution  is  freely  acid.  Extra  tartaric  acid  should  also  be 
used  or  tin  is  precipitated  by  the  bicarbonate  and  encloses  some 
antimony :  this  makes  the  result  low  or  causes  a  recurring  end  reaction. 
In  any  case  when  a  precipitate  forms  the  reaction  is  materially  assisted 
by  heating  the  solution  to  about  40°  C. 

Nickel,  CobaU,  Uranium^  Chromium,  Lead,  Aluminium,  and  Manganese. 
— These  metals  are  entirely  without  influence,  except  the  very  slight 
one  due  to  coloured  solutions,  providing  also  enough  tartaric  acid 
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is  added  to  '  keep  up '  metals  which  would  otherwise  be  precipitated. 
The  amounts  of  antimony  found  varied  between  0*1195  and  0*1200. 

Irm — Interferes  greatly.  0*1590  gram  antimony  registered.  The 
separation  of  antimony  and  iron  is  easily  accomplished  by  precipitating 
the  former  with  sulphuretted  hydrogen. 

Copper, — The  interference  of  this  metal  is  very  erratic,  but  it  can  be 
easily  got  rid  of  by  adding  sulphurous  acid  and  more  potassium  iodide 
than  is  needed  to  completely  precipitate  it.  The  hot  solution  is  then 
filtered  to  remove  cuprous  iodide,  boiled  until  free  from  sulphur 
dioxide  and  titrated  as  usual.  Results  were  0*1194  and  0*1200  gram 
antimony. 

Direct  Estimation  of  Antimony  in  Alloys. 

Dissolve  the  alloy  with  hydrochloric  acid  and  potassium  chlorate, 
make  the  solution  up  to  a  definite  volume,  add  a  liberal  excess  of 
tartaric  acid  to  a  suitable  fraction  of  it,  and  make  the  titration  with 
such  modification  as  may  be  imposed  by  the  presence  of  copper,  etc. 

Any  arsenic  in  the  alloy  would  be  estimated  as  antimony,  supposing 
the  decomposition  were  made  so  as  to  avoid  loss  by  volatilization.  It 
may  be  separately  estimated  and  allowed  for,  or  the  antimony  may  be 
estimated  on  the  filtrate  after  removing  arsenious  sulphide,  as  in  the 
case  of  tin  (page  275). 

When  an  alloy  contains  very  little  antimony  and  much  tin,  a  partial 
separation  may  be  made  by  diluting  the  filtrate  from  the  arsenious 
sulphide  until  a  very  decided  precipitate  is  formed.  This  precipitate 
will  contain  all  the  antimony  and  a  greater  or  less  portion  of  the  tin, 
according  to  the  degree  of  dilution.  Loviton  {J(mr,  Soc.  Chem,  Ind. 
1888,  403)  maintains  that  a  perfect  separation  of  antimony  from  tin 
can  be  made  by  passing  sulphuretted  hydrogen  into  suitably  acidified 
solutions. 

ESTIMATION  OF  LEAD. 

In  Pure  Solutions. 

The  fact  that  lead  molybdate  is  exceptionably  insoluble  in  solutions 
from  which  it  may  be  precipitated,  and  that  the  ratio  Pb :  PbMoO^  is 
lower  than  the  corresponding  ratio  for  either  sulphate  or  chromate, 
and  that  the  precipitate  may  be  safely  ignited  along  with  the  paper,  are 
reasons  for  preferring  the  following  to  the  methods  by  which  lead  is 
generally  estimated  : 

Chatard  says,^  "  I  tried  to  determine  lead  as  molybdate,  but  without 

^  Ghtmiccd  Netcs,  xxiv.  175. 
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success,  as  the  presence  of  an  excess  of  the  precipitant  seems  to  exert 
an  injurious  effect,  the  filtrate  or  washings  speedily  becoming  cloudy." 
In  quite  pure  solutions  the  precipitate  has  a  colloidal  form,  but  it  at 
once  flocks  out  if  ammonium  chloride  is  added,  and  may  then  be 
filtered  and  washed  with  ease.  The  operation  is  performed  as  follows : 
Make  the  solution  slightly  ammoniacal,  and  then  distinctly  acid  with 
acetic,  add  several  grams  ammonium  chloride  and  heat  the  solution  to 
boiling.  Now  add  an  excess  of  ammonium  molybdate  to  the  agitated 
liquid,  boil  a  minute  or  two,  allow  to  settle,  filter  through  pulp,  wash 
with  hot  water,  ignite,  and  weigh. 

PbMoO^x  0-5640  =  Pb. 

In  the  Presence  of  Other  Elements, 

The  above  simple  form  of  the  process  gives  good  results  in  the 
presence  of  a  number  of  elements,  but  is  greatly  interfered  with  by 
others.  It  is  not  nearly  so  satisfactory  in  this  respect  as  the  converse 
estimation  of  molybdenum  as  lead  molybdate  even  when  the  'acid 
precipitation '  subsequently  referred  to  is  adopted. 

In  each  of  the  following  tests,  as  much  of  a  lead  acetate  solution  as 
corresponded  to  0*504  gram  lead  molybdate,  was  added  to  a  solution 
containing  also  a  decigram  of  a  foreign  element. 

When  the  solution  contained  either  nickel,  zinc,  copper,  cadmium, 
magnesium,  mercury(ic),  ar8enic(ous  or  ic),  uranium,  or  aluminium,  no 
result  was  obtained,  by  igniting  the  precipitate  formed  as  described  for 
pure  solutions,  which  differed  in  weight  from  the  standard  by  more 
than  one  per  cent.     Other  metals  gave  the  following  results : 

Cobalt,  -        0*5140.  Strontium,  0-5620. 

Calcium,  05600.  Barium,  0-6460. 

These  are  elements  whose  salts  form  insoluble  molybdates.  The 
interference  of  the  cobalt  is  eliminated  by  a  single  re-precipitation;  that 
of  the  others  can  be  eliminated  only  by  using  the  *  acid  precipitation ' 
and  repeating  it  at  least  twice. 

It  has  already  been  remarked  (page  85)  that  in  the  presence  of  an 
excess  of  lead  acetate  the  most  easily  filtrable  form  of  lead  molybdate 
is  obtained  by  destroying  the  free  hydrochloric  acid,  which  is  keeping 
it  dissolved,  by  means  of  ammonium  acetate.  If  a  like  procedure  be 
followed  in  the  presence  of  an  excess  of  alkaline  molybdate,  the  lead 
comes  down  as  a  lustrous  silky  precipitate,  somewhat  resembling  the 
well-known  precipitated  manganese^unmonium  phosphate.  This 
precipitate  can  be  filtered  and  washed  with  the  greatest  ease. 

The  colour  of  the  precipitate  is  yellower  than  when  formed  with  an 
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excess  of  lead  acetate,  and  it  invariably  contains  a  little  free  molybdic 
acid ;  less,  however,  if  ammonium  molybdate  be  added  gently  to  the 
agitated  liquid  than  if  added  altogether.  This  error  decreases  with 
the  excess  of  molybdate  used,  so  that  if  the  precipitate  be  re-dissolved 
in  hydrochloric  acid,  and  re-precipitated  with  ammonium  acetate 
without  any  further  addition  of  alkaline  molybdate,  the  ideal  conditions 
are  almost  attained,  and  the  results  are  very  accurate. 

Any  insoluble  lead  compound  obtained  in  the  course  of  analysis  can 
be  transformed  to  the  molybdate  for  weighing.  The  sulphate  only  is 
commonly  met  with,  and  this  after  collecting  on  a  small  pulp  filter  and 
washing  with  dilute  sulphuric  acid  is  treated  with  an  excess  of 
ammonium  acetate.  Then  an  excess  of  ammonium  molybdate  is  added 
without  necessarily  straining  off  the  paper,  and  the  precipitated  molyb- 
date of  lead  collected,  washed,  ignited,  and  weighed  as  usual. 

Direct  Estimation  of  Lead  in  Alloys. 

Decompose  the  alloy  with  strong  nitric  acid  mixed  with  its  volume 
of  hot  water,  evaporate  to  low  bulk  (five  or  six  c.c),  but  by  no  means 
to  dryness,  dilute  with  hot  water,  boil,  cool,  make  up  to  250  c.c,  and 
filter  off  200  c.c.  Measure  out  a  suitable  portion  of  the  clear  liquid, 
add  ammonium  chloride,  and  enough  ammonium  acetate  to  destroy 
free  nitric  acid,  and  precipitate  lead  as  molybdate  in  the  manner 
already  described.  As  the  precipitate  often  contains  a  little  antimony, 
or  perhaps  tin,  it  is  ignited  not  more  strongly  than  is  necessary  to 
bum  the  paper,  and  after  weighing  is  dissolved  in  dilute  hydrochloric 
acid,  the  solution  filtered,  and  re-precipitated. 

Some  results  obtained  as  above,  and  after  separating  as  lead  sulphate 
in  the  course  of  a  general  analysis  of  alloys  containing  lead,  tin, 
antimony,  and  copper,  are  : 

Direct,      -  40*00  85*87  51*37  per  cent. 

Lead  Sulphate,  40*28  85*88  51*26 

The  procedure  just  outlined  is  not  suitable  for  the  estimation  of  small 
amounts  of  lead  in  alloys  containing  preponderating  amounts  of  tin.  A 
process  of  quite  general  applicability  is :  Proceed  as  for  a  complete 
analysis  (page  280)  until  the  sulphides  of  lead  and  copper  have  been 
digested  with  nitric  acid  ;  then  add  any  lead  chloride  which  may  have 
separated  at  an  earlier  stage  of  the  process,  and  precipitate  the  lead  as 
molybdate  in  the  presence  of  ammonium  acetate  without  troubling  to 
separate  it,  as  sulphate,  from  the  copper. 
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DIRECT  ESTIMATION  OF  OTHER  METALS. 

Cojiper. — Several  processes  for  the  direct  estimation  have  been 
investigated,  but  none  have  proved  quite  satisfactory  for  the  small 
amounts — varying  from  traces  up  to  three  or  four  per  cent. — ^generally 
found  in  white  anti-friction  alloys. 

Arsenic. — ^One  or  two  grams  of  the  alloy  are  dissolved  in  hydro- 
chloric acid  and  potassium  chlorate  with  the  application  of  as  little  heat 
as  possible.  The  small  excess  of  chlorine  and  the  arsenious  oxide  are 
reduced  by  a  few  drops  of  a  strong  hydrochloric  acid  solution  of 
stannous  chloride  (page  195)  and  the  arsenic  precipitated  with  sulphur- 
etted hydrogen,  and  estimated  as  already  described.  If  the  alloy  is 
decomposed  in  the  cold,  and  if  neither  antimony  nor  copper  are  present 
a  dark  brown  or  black  insoluble  residue  indicates  arsenic. 

Bismnth. — This  element,  which  is  oftener  present  as  an  impurity  than 
as  a  purposed  constituent,  is  detected  by  decomposing  the  alloy  with 
nitric  acid,  boiling  to  low  bulk,  diluting  and  adding  potassium  iodide. 
The  characteristic  yellow  colour  not  discharged  by  sulphurous  acid 
indicates  bismuth.  In  the  presence  of  lead  a  deep  red  colour  appears 
instead  (see  page  262). 

GENERAL  ANALYSIS  OF  WHITE-METAL  ALLOYS. 

That  the  general  analysis  of  white  anti-friction  metals  of  a  varied 
kind  according  to  any  method  affords  ample  scope  for  the  operator's 
initiative  is  a  remark  that  can  be  fully  appreciated  only  by  those  with 
some  experience. 

Some  writers  on  this  subject  attach  much  importance  to  a  preliminary 
qualitative  analysis  and  urge  that  the  time  thus  spent  is  repaid  several 
times  over.  We  dissent  from  this.  An  experienced  analyst,  working 
according  to  the  following  instructions,  will  have  some  notion  of  the 
approximate  composition  of  the  alloy  before  the  analysis  proper  is  begun  ; 
and  in  unusual  cases  a  second  analysis,  modified  according  to  the  results 
of  the  first,  enables  the  work  to  be  satisfactorilv  done  in  the  least  time. 

One  gram  of  the  finely  divided  alloy  is  digested  with  20  c.c.  concen- 
trated hydrochloric  acid  below  boiling  point  until  action  nearly  ceases. 
The  residue  contains  nearly  all  the  antimony,  arsenic,  bismuth,  and 
copper,  if  undue  contact  with  air  has  been  avoided.  Small  crystals  of 
potassiimi  chlorate  are  now  added  until  the  residue  is  dissolved  and  the 
solution  has  a  yellow  colour,  which  is  very  deep  if  much  copper  is 
present. 
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Cool  the  liquid  rapidly  :  if  much  lead  separates  as  chloride  it  may  be 
filtered  off,  washed,  and  preserved  until  the  portion  remaining  dissolved 
has  been  recovered  as  lead  sulphate.  This  step  is  desirable  in  order  to 
avoid  an  unwieldy  precipitate  with  sulphuretted  hydrogen. 

If  no  lead  chloride  separates  then  dilute  the  solution  with  two  or 
three  times  its  own  volume  of  water,  add  tartaric  acid  up  to  three  or 
four  grams  according  to  the  amount  of  antimony  present^^  neutralize 
the  bulk  of  free  acid  with  caustic  soda,  and  pour  the  still  clear  liquid 
into  fifteen  grams  of  pure  caustic  soda  dissolved  in  hot  water.  The 
mixture  is  almost  perfectly  clear,  and  will  be  more  or  less  blue  accord- 
ing to  the  amount  of  copper  present. 

On  looking  over  the  preceding  paragraphs  it  will  be  seen  that  the 
main  constituents  of  most  white  anti-friction  metals  have  presented 
themselves  in  a  semi-quantitative  form :  antimony  in  the  undissolved 
residue ;  lead  in  the  separated  chloride  ;  copper  in  the  blue  coloured 
caustic  alkali,  and  tin  by  difference. 

Pass  sulphuretted  hydrogen  through  the  warm  alkaline  solution  until 
by  transmitted  light  it  appears  clear  and  the  precipitated  sulphides  are 
flocculent.  A  drop  of  the  clear  solution  should  discolour  lead  paper, 
thus  showing  that  it  contains  a  small  amount  of  sodium  sulphide. 

The  caustic  soda  should  on  no  account  be  saturated  with  sulphuretted 
hydrogen,  as  this  would  form  sulpho-stannates,  antimonates,  or  arsenates, 
in  each  of  which  copper  sulphide  is  soluble.  This  form  of  error  is  widely 
prevalent  in  the  minds  of  careful  workers,  and  has  given  rise  to  the  belief 
that  small  amounts  of  copper,  bismuth,  etc.,  cannot  be  quantitatively 
separated  from  alkaline  solutions  with  sulphuretted  hydrogen. 

The  precipitated  sulphides  of  lead,  copper,  bismuth,  iron,  etc.,  are 
filtered  off  and  washed  with  a  dilute  solution  of  sodium  siilphide  until 
the  acidified  washings  show  no  precipitate  of  antimony  or  tin. 

Evaporate  the  filtrate  which  contains  the  antimony  and  tin  to  about 
150  C.C.,  and  add  enough  hydrochloric  acid  to  precipitate  and  partly 
re-dissolve  their  sulphides.  Boil  the  solution,  with  the  addition 
of  a  crystal  of  potassium  chlorate  if  required,  to  obtain  a  clear 
solution ;  then  cool  and  dilute  to  200  c.c.  A  suitable  portion  of 
the  solution  is  used  for  the  determination  of  tin,  and  the  remaining  and 
usually  much  larger  portion  used  for  the  determination  of  antimony 
by  reducing  respectively  to   stannous  and  antimonious  chloride  and 

^  If  the  alloy  contains  ten  per  cent,  or  lees  of  antimony  it  remains  almost  entirely 
dissolved  in  the  caustic  soda  if  no  tartaric  acid  is  added.  The  two  or  three 
tenths  per  cent,  precipitated  with  the  lead  and  copper  are  recovered  during  the 
subsequent  operations  with  the  latter  metal. 
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titrating  with  iodine  as  on   pages   273  and  275.     The  modifications 
needed  by  the  presence  of  arsenic  have  been  already  referred  to. 

The  residue  is  heated,  filter  and  all,  with  1*20  nitric  acid  until  the 
sulphides  of  lead  and  copper  are  decomposed.  The  paper  and  sulphur 
are  then  filtered  off,  washed,  and  ignited :  no  appreciable  residue  should 
be  left  unless  the  washing  has  been  imperfectly  done.  Evaporate  the 
filtrate  to  low  bulk,  add  sulphuric  acid,  and  continue  the  evaporation 
until  all  nitric  acid  is  driven  ofi*,  then  dilute,  allow  the  solution  to  cool, 
filter  off  lead  sulphate,  wash  with  dilute  sulphuric  acid,  transform  the 
precipitate  to  and  weigh  as  lead  molybdate  as  on  page  260. 

Neutralize  the  filtrate  with  ammonia,  add  ammonium  carbonate,  boil 
and  filter.  The  filtrate  contains  the  copper,  which  is  estimated  iodo- 
metrically  after  evaporating  to  low  bulk. 

The  only  element  in  the  residue  which  needs  generally  to  be  estimated 
is  bismuth.  Dissolve  it  in  hydrochloric  acid,  saturate  the  solution 
Tiath  sulphuretted  hydrogen,  collect  the  sulphide  of  bismuth,  dissolve  it 
in  nitric  acid,  evaporate  to  low  bulk,  dilute,  add  potassium  iodide,  and 
compare  the  yellow  colour  with  standards  as  on  page  261. 

If  small  amounts  of  iron,  zinc,  etc.,  which  are  generally  present  only 
as  impurities  of  the  main  constituents,  need  to  be  estimated,  then  after 
lead  sulphate  has  been  removed  the  solution  is  saturated  with  sul- 
phuretted hydrogen,  and  the  precipitated  sulphides  of  copper  and 
bismuth  separated  and  estimated  as  before.  The  filtrate  contains  any 
iron,  aluminium,  nickel,  or  zinc.  When  present  in  very  small  amounts 
only,  the  two  former  are  separated  from  the  latter  two  with  ammonia, 
and  the  separate  estimation  of  each  element  then  made  in  w^ell-known 
ways.  It  must  not  be  forgotten  that  the  caustic  soda  used  frequently 
contains  more  iron  and  aluminium  than  exists  in  the  alloy. 
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PART  XL    THE    MICROGRAPHIC    ANALYSIS   OF 

STEEL. 


SORBY  was  the  first  to  recognize  the  value  of  the  microscope  as  a 
means  of  determining  the  structure  of  steel,  and  his  invaluable  work, 
which  dates  back  nearly  to  1860,  inaugurated  a  branch  of  metallurgical 
research  which,  although  it  lay  dormant  for  many  years,  has  recently 
attained  to  great  importance. 

It  is  exceedingly  difficult  to  evolve  order  out  of  the  confusing  and 
conflicting  array  of  observations  that  have  been  made  of  late  years,  and 
it  is  beyond  the  scope  of  this  work  to  attempt  the  task  ;  enthusiasts  in 
this  subject  are  referred  to  the  pages  of  the  Iron  and  Steel  Instituk's 
Journal,  the  Metallographist,  and  to  the  bibliography  which  accompanies 
this  section.  The  authors  propose  rather  to  give  instructions  for  the 
preparation  of  samples  for  microscopic  examination,  and  to  describe 
briefly  a  few  typical  structures  without  appealing  to  any  theory 
respecting  the  *  nature '  of  steel. 

It  is  now  recognized  that  a  steel  may  actually  break  down  in  use^ 
even  although  its  chemical  analysis  and  mechanical  tests  are  perfectly 
satisfactory,  so  that  in  such  cases  the  microscopic  method  of  examina- 
tion becomes  a  most  invaluable  accessory.  At  the  same  time  it  is 
perhaps  advisable  to  point  out  that  the  indications  of  microscopy  should 
not  be  accepted  as  final ;  complete  knowledge  of  chemical  constitution, 
mechanical  tests  and  heat  treatment,  must  be  correlated  with  that  of  the 
ultimate  structure  as  revealed  microscopically. 

All  metals  have  a  structure  comparable  with  that  of  an  igneous  rock, 
and  the  terminology  of  petrography  has  happily  been  applied  to  the 
constituents  of  steel.  Before  these  constituents  can  be  viewed  and 
recognized  through  a  microscope,  however,  the  specimen  must  undergo 
a  special  preparation.  As  a  general  rule,  this  consists  in  the  production 
of  a  plane  polished  surface,  which  is  then  subjected  to  some  etching 
process  so  as  to  develop  the  structure.     No  two  metallographists  use 
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•exactly  the  same  means  of  preparation,  and  the  appended  description 
•of  these  operations  is  substantially  that  of  the  methods  in  use  in  the 
metallographic  laboratory  of  the  Sheffield  University  College.  These 
methods  are  based  on  those  pursued  by  Sorby,  whose  preparations,  made 
nearly  40  years  ago,  and  to  which  the  authors  have  been  privileged  to 
.gain  abundant  access,  have  not  since  been  equalled. 


PRELIMINARY  PREPARATION. 

It  is  evident  that  one  plane  surface  only  is  required  for  examination, 
but  if  time  permit,  and  whenever  possible,  a  specimen  should  have  two 
parallel  plane  faces.  A  convenient  form  is  that  of  a  circular  disc  about 
half  an  inch  in  diameter  and  from  one-tenth  to  one-eighth  of  an  inch  in 
thickness.  When  some  other  shape  is  submitted  for  examination,  it  is 
advisable  to  remove,  if  there  are  any,  all  sharp  comers  from  the  sample 
in  order  to  eliminate  the  liability  to  damage  of  the  polishing  blocks. 
After  cutting  the  specimen  with  a  hack  saw  or  in  the  lathe,  the 
machined  piece  should  be  rubbed  on  the  face  to  be  prepared  along  the 
surface  of  a  dead-smooth  file. 

Very  hard  material  such  as  white  iron  cannot  be  handled  in  this 
manner  very  easily,  and  a  broken  fragment  of  the  sample  is  therefore 
selected  and  a  plane  face  secured  by  grinding  on  an  emery  wheel. 
Wires  and  thin  plates  should  he  suitably  supported. 

It  is  worthy  of  note  that  accurate  knowledge  of  some  structures  is 
only  obtainable  by  making,  from  the  same  piece,  three  sections  in  three 
planes  mutually  at  right  angles. 

Methods  of  Polishing. 

Two  pieces  of  hard  wood,  about  8"  x  6"  x  1",  are  carefully  planed, 
and  upon  one  face  of  them  are  glued  two  strips  of  English  emery 
•cloth  marked  0  and  00  respectively,  adhesion  being  secured  by 
pressure  applied  for  several  hours.  Before  use,  it  is  advisable  to 
acour  off  as  much  as  possible  of  the  loose  emery.  After  leaving 
the  dead-smooth  file,  the  specimen  is  rubbed  backwai'ds  and  forwards 
along  the  surface  of  the  0  block  until  all  the  file  marks  and  any 
other  irregularities  are  obliterated.  It  is  then  transferred  to  the 
00  block  and,  by  a  similar  movement,  the  scratches  left  by  the  first 
rubbing  are  eliminated  by  substituting  the  finer  ones  induced  by 
the  second  block.  It  is  evident  that  the  complete  removal  of  the 
■* heavier'  scratches  can  be  best  seen  by  making  the  lighter  ones  at 
right  angles  to  them.     The  subsequent  treatment  consists  in  a  complete 
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removal  of  scratches  by  means  of  a  rapidly  revolving  block  or  disc,  the 

surface  of  which  is  dressed  with  various  materials.     There  are  several 

different  machines  on  the  market  for  effecting  this  circular  polishing, 

the  simplest  of  which  require 

little  power.     Fig.  20  shows 

the  type  of  block  used  by  the 

authors;  a  battery  of  six  of 

these    is    driven   at    varying 

speeds  by  means  of  a  small 

motor.     It  will  be  seen  that 

each  one  consists  essentially 

of  the  tapering  block  A  made 

of  brass,  over  the  surface  of 

which  the  polishing  medium 

is  tightly  stretched  by  means 

of  the  brass  annulus  BB,     French  emery  papers,  000  and  0000^ 

very  quickly  pave  the  way  to  the  final   polishing.      This  is  done 

first  on  diamontine  powder,  well  rubbed  into  the  stretched  membrane 

of  parchment  or  chamois  leather,  and  lastly  on  jeweller's  rouge  rubbed 

into  the  surface  of  a  stretched  piece  of  untanned  kid  skin.     Both 

powders  can  be  purchased,  but  may  be  prepared  by  the  ignition  of 

ammonium  alum  and  ferrous  oxalate  respectively. 

The  time  occupied  in  polishing  a  specimen  depends  chiefly  on  its- 
hardness.  Hard  steels  may  be  prepared  in  10  to  15  minutes,  but  soft 
materials  occupy  more  time.  During  the  circular  polishing  of  such 
soft  materials,  it  is  better  to  apply  gentle  rather  than  vigorous  pressure. 
The  specimens  may  be  held  stationary  on  the  revolving  block  by  the 
fingers ;  two  or  three  at  a  time  may  be  manipulated  by  attaching  a 
finger  to  each  with  a  tiny  drop  of  Canada  balsam,  and  the  polishing 
process  may  be  hastened  by  a  circular  movement  of  the  hand,  accom- 
panied by  pressure,  in  the  opposite  direction  to  the  motion  of  the 
block. 

Osmond  has  described  a  method  of  polishing  and  etching  combined. 
This  *  polish  attack '  is  accomplished  by  means  of  precipitated  calcium 
sulphate  and  aqueous  extract  of  liquorice  root  applied  to  the  surface  of 
parchment.  The  same  results  are  yielded  by  a  two  per  cent  solution 
of  ammonium  nitrate  crystals. 

Etching  the  Specimens. 

As  seen  under  a  magnification  of  about  300  diameters,  the  polished 
specimen,  finished   on   rouge  as  described  above,    presents  in  many 
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instances  a  striking  appearance.  The  ferrite  areas  of  a  mild  steel, 
for  example,  are  usually  blue  in  colour  and  the  pearlite  areas  brown, 
whilst  here  and  there  a  particle  of  dove-grey  sulphide  of  manganese 
can  be  distinguished.  From  these  latter  as  centres,  the  polishing 
has  created  straight  radiating  white  tracks,  as  if  minute  particles 
of  the  sulphide  had  been  detached  and  had  scored  the  surface  of 
the  metal.  The  boundaries  of  the  constituents  are  not,  however, 
aufl&ciently  well  marked,  and  it  is  necessary,  for  most  steels,  to  etch 
the  polished  specimen. 

In  addition  to  ammonium  nitrate  and  aqueous  infusion  of  liquorice, 
commercial  tincture  of  iodine  diluted  with  four  times  its  volume  of 
alcohol  is  frequently  used.  This  solution  is  rubbed  gently  over  the 
polished  surface  with  the  tip  of  the  finger,  and  the  operation  repeated  as 
often  as  examination  under  the  microscope  shows  it  to  be  necessary. 
In  spite,  however,  of  the  expressed  opinions  of  many  metallographists 
to  the  contrary,  the  authors  believe  that  the  best  etching  liquid  for 
steels  is  dilute  nitric  acid  ;  20  to  30  c.c.  of  nitric  acid  (1-20)  diluted  with 
water  to  1000  c.c.  will  be  found  to  yield  admirable  results.^ 

Before  etching,  it  is  ad\'isable  to  see  that  the  polished  surface  of  the 
section  is  clean  ;  absolute  freedom  from  grease  or  finger  marks  is  im- 
perative. The  specimen  is  put  in  a  small  rectangular  glass  trough  and 
rapidly  covered  with  the  acid,  the  progress  of  the  etching  being 
observed  through  a  small  pocket  lens.  Exact  rules  cannot  be 
formulated  for  the  length  of  time  required ;  it  is  easy  enough  at  any 
moment  to  stop  the  etching,  and  after  washing  and  drjring  to  examine 
the  piece  imder  the  microscope.  A  few  experiments  of  this  kind  with 
steels  of  known  carbon  contents  soon  enable  an  observer  to  determine 
the  end  of  the  operation  without  resorting  to  these  periodical  stoppages. 
Two  or  three  minutes'  contact  with  the  acid  develops  the  structure  of 
pearlite,  but  a  longer  time  or  stronger  acid  are  required  to  determine 
the  shape  and  size  of  iron  crystals.  After  thoroughly  washing  away 
the  acid  from  the  etched  specimen  in  a  stream  of  water,  a  bath  of 
Absolute  alcohol  and  rapid  drying  complete  the  preparation. 

The  clearness  of  the  structure  is  in  many  cases  much  improved  by 
very  gentle  rubbing  with  a  small  piece  of  soft  clean  kid  skin.  The 
etching  of  a  hardened  steel  with  dilute  nitric  acid,  which  should  be 
considerably  stronger  for  such  steels,  results  in  the  deposition  of  a  fine 
black  carbonaceous  film  on  the  surface.  This  should  be  removed  by 
rubbing  with  the  tip  of  the  finger  whilst  the  washing  is  in  progress. 

'  A  saturated  solution  of  ferric  chloride  containing  ten  per  cent  of  hydrochloric 
.acid  is  a  very  good  etching  medium  for  steels. 
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Heat-Tinting. 

It  is  desirable  in  certain  cases  to  substitute  a  *  heat-tinting '  process 
for  the  etching.  This  is  done  by  rubbing  the  polished  specimen 
vigorously  with  a  clean  leather  and,  whilst  warm,  placing  it  on 
an  iron  plate  underneath  which  a  small  bunsen  flame  is  burning. 
The  oxidation  colour  tints  develop  at  different  rates  on  the  different 
constituents,  so  that  these  can  be  readily  identified  under  the  microscope. 
The  heat-tinting  is  stopped  at  any  desired  stage  by  quenching  the 
specimen  in  mercury.  Exact  instructions  for  this  most  interesting 
process  are  given  by  Stead  in  the  Iron  and  Steel  Institvie^s  Jownal  for 
1900,  Part  II.,  page  137.  In  this  connection,  it  may  be  pointed  out 
that  the  method  constitutes  the  only  reliable  means  for  the  microscopic 
identification  in  steels  of  the  element  phosphorus.  The  amount  of 
phosphorus  in  steels  is  considerably  below  that  at  which  it  forms  a 
definite  micro-constituent,  for  although  a  portion  of  the  iron  phosphide 
may  be  thrown  out  of  solution  by  the  carbon  of  hard  steels,  most  of  it 
remains  in  solid  solution.  Pearlite  areas  containing  phosphorus  take 
the  tints  more  rapidly,  however,  than  ordinary  pearlite. 

Rapid  Method  of  Preparation. 

The  time  occupied  in  the  polishing  and  etching  of  a  section  con- 
stitutes a  serious  drawback  to  the  employment  of  the  microscopic 
method  of  research  in  a  busy  steel-works,  particularly  when  the 
elaborate  system  of  polishing  recommended  by  some  metallographists 
is  practised.  It  is  with  pleasure  therefore  that  the  authors  direct 
attention  to  a  rapid  method  of  preparation  described  by  Arnold  in 
Nature,  Ixiii.  p.  613,  by  the  use  of  which  a  steel  is  ready  for  examina- 
tion within  five  minutes  of  its  being  machined  from  the  piece. 

The  section  is  rubbed,  as  described  previously,  first  on  0  and  then  00 
emery  cloth,  and  is  then  etched  at  once.  This  is  done  by  covering  the 
sample  with  nitric  acid,  s.g.  1"20  for  about  a  minute;  more  strictly 
speaking,  until  bubbles  of  gas  make  their  appearance  just  after  the 
surface  has  blackened  over.  The  contact  with  the  acid  is  long  enough 
to  bring  about  an  almost  complete  removal  of  the  scratches,  and  the 
structure  is  sharply  defined. 

For  ordinary  purposes  the  method  is  suitable  for  nearly  all  com- 
mercial steels.  The  laminated  pearlite  which  is  so  typical  a  constituent 
of  well-annealed  steels  containing  very  little  manganese,  appears  to  be 
broken  up  by  this  rather  severe  treatment,  so  that  for  such  steels  the 
method  is  not  so  suitable. 
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Monntinff,  etc. 

When  the  specimen  has  parallel  plane  faces,  it  may  easily  be 
attached  to  the  ordinary  glass  slide  by  means  of  Canada  balsam  or 
*  plasticene.'  It  should  then  be  thoroughly  examined  and,  if  required, 
a  permanent  record  of  the  structure  obtained,  by  drawing  or 
photography,  before  the  etched  surface  begins  to  rust.  The  surface 
may  then  be  protected  by  a  coating  of  paraffin  wax  dissolved  in 
benzole ;  this  can  easily  be  removed  subsequently  by  an  application  of 
the  solvent.  A  solution  of  gun-cotton  in  amylacetate,  which  is  sold 
under*  the  names  of  *zapon,'  *  silver  varnish,' etc.,  also  constitutes  a 
serviceable  protective  covering. 

The  authors  have  practised  very  largely  both  of  the  following 
methods  of  mounting  and  preserving  the  etched  specimens : 

1.  The  section  is  attached  to  the  glass  slide  by  means  of  Canada 

balsam  (or  a  solution  of  it  in  benzene),  and  a  brass 
ring  of  exactly  the  same  thickness  as  the  specimen 
is  similarly  fastened.  The  rim  of  the  brass  ring  is 
then  smeared  lightly  with  the  balsam  and  a  cover 

slip  put  on.     Fig.  21  shows  the  arrangement. 

2.  After  attaching  the  specimen  to  the  slide,  the  etched  surface  is 
smeared  over  with  Canada  balsam  which  has  been  thinned  slightly  with 
benzene.  The  cover  slip  is  then  put  on  and  the  mounted  specimen  set 
aside  to  dry.  There  is  no  serious  inconvenience  occasioned  by  the  thin 
layer  of  balsam,  although  it  is  advisable,  when  either  of  these  methods  is 
used,  to  photograph  the  specimen  before  putting  on  the  cover. 

In  mounting  irregularly-shaped  samples  neither  of  the  foregoing 
methods,  for  ob\'ious  reasons,  can  be  used.  In  such  cases  the  following 
procedure,  described  by  Stead,  will  be  found  eminently  satisfactory,  and 
it  may  e>ndently  be  used  for  flat  sections.  "  The  polished  face  of  the 
section  is  placed  on  a  piece  of  plate  glass,  and  over  it  a  short  brass 
cylinder,  accurately  turned,  of  such  depth  that  the  back  of  the  specimen 
does  not  stand  alwve  the  cylinder.  A  piece  of  plastic  wax  (plastieene) 
is  stuck  upon  the  centre  of  a  glass  microscopic  slide,  and  this  is  then 
pressed  upon  the  section  until  the  glass  slide  comes  in  contact  with  the 
brass  ring.  The  specimen  adheres  to  the  wax,  and  the  mounting  is 
complete." 

Microflcoidc  Accessories :  Fhotognphy. 

A  mamiification  of  about  300  diameters  is  sufficient  for  nearlv  all 
purposes,  and  this  is  ejisily  secured  by  a  one-sixth  of  an  inch  objective. 
Occasionally  a  more  powerful  objective  is  useful,  but  for  works'  purposes 
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may  be  considered  unnecessary.  In  addition  to  the  *  sixth/  however,  the 
microscope  should  be  equipped  with  a  one-inch  objective  so  as  to  give 
a  magnification  with  the  eyepiece,  of  from  40  to  60  diameters. 

The  examination  of  opaque  objects  necessitates  their  illumination 
from  above  when  the  tube  of  the  microscope  is  vertical,  and  a  brief 
description  of  the  method  of  illumination  may  be  found  useful. 

The  distance  of  the  low-power  objective  from  the  focussed  object  is 
great  enough  to  admit  a  reflecting  arrangement  between  it  and  the 
object.  A  Nachet  prism  or  a  parabolic  mirror  (Fig.  22)  may  be  used ; 
the  latter  is  attached  by  simply  slipping  it  over  the  tube.  The 
parabolic  mirror  carries  also  a  small  plane  mirror  set  at  an  angle  of  ib'*, 
which  can  be  swung  in  and  out  of  position  as  shown  by  the  dotted  lines. 
Using  the  parabolic  mirror  only,  much  of  the  light  striking  the  specimen 
will  be  reflected  from  its  surface  without  actually  entering  the  micro- 
scope ;  the  plane  mirror  converts  this  oblique  into  a  direct  illumination. 
The  two  kinds  of  illumination  are  very  useful  in  the  identification  of 
hard  constituents,  such  as  cementite. 


Fio.  22.  Fio.  23. 

With  the  high-power  objective,  a  direct  illumination  is  obtained  by 
means  of  a  thin  glass  reflector — an  ordinary  cover  slip  serves  admirably. 
This  is  attached  (Fig.  23)  to  a  small  screw,  which  fits  loosely  into  a  hole 
either  in  that  part  of  the  tube  carrying  the  objective  or  in  an  auxiliary 
piece  into  which  the  objective  can  be  screwed. 

The  ordinary  incandescent  gas  will  be  found  very  suitable  as  a  source 
of  light,  with  or  without  the  intervention  of  a  condenser.  If  an  image 
of  the  incandescent  mantle  is  seen  to  obscure  the  field,  the  light  should 
be  made  to  pass  through  a  screen  of  ground  glass  before  entering  the 
microscope. 

In  photographing  a  section  the  lens  of  the  ordinary  camera  is  screwed 

off  and  the  camera  then  put  over  the  eye-piece  of  the  microscope.     The 

latter  may  be  placed  horizontally  or  vertically;  if  the  vertical  position  is 

used  it  is  not  difficult  to  arrange  the  camera  so  as  to  permit  of  swinging 

it  into  position  after  having  selected  a  suitable  field  for  re-production. 

The  focussing  is  best  done  by  removing  the  ordinary  ground  glass  screen 

of  the  camera  and  substituting  a  piece  of  ordinary  plate  glass ;  an  extra 

eye-piece  is  then  held  on  the  plain  glass  screen,  and  the  image  viewed 

T 
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by  its  means.    Details  concerning  time  of  exposure,  etc.,  are  matters  for 
individual  experiment. 

THE   MICRO-STRUCTURE  OF  STEEL, 

The  micro-structure  of  steels  and  irons  is  determined  not  only  by 
the  amounts  of  the  constituents  other  than  iron,  but  also  by  the  thermal 
and  mechanical  treatment  to  which  they  have  been  subjected. 

Our  present  knowledge  of  steel  micrography  has  necessarily  been 
obtained  synthetically,  and  a  study  of  the  effect  of  the  combination  with 


Fig.  24. — SwediAh  Bar  Iron.    (Transverse  section.    }  in.  objective.) 

iron  of  gradually  increasing  amounts  of  carbon,  whilst  the  other  elements 
are  kept  as  small  in  amount  as  possible,  constitutes  the  best  method  of 
dealing  with  the  subject.  The  authors  are  of  opinion  that  Arnold's 
paper  on  "The  Influence  of  Carbon  on  Iron"  (Froc,  Inst.  CivU  Eng. 
cxxiii.  p.  127,  1895)  is  one  of  the  most  valuable  contributions  to  this 
branch  of  metallurgical  research,  and  the  reader  may  recognize  its 
imprint  in  the  following  pages. 

Figs.  24  and  25  exhibit  the  micro-structure  of  the  purest  Swedish  bar 
iron ;  the  former  is  a  transverse,  and  the  latter  a  longitudinal  section  of 
the  same  bar.  Both  sections  exhibit  roughly  polygonal  crystals  of 
practically  pure  iron,  micrographically  termed  ferrUe,  whilst  the 
transverse  section  shows  rounded  dots  and  the  longitudinal  section 
drawn-out  threads  of  slag.  Fig.  26  shows  the  structure  of  a  specimen 
of  the  best  English  wrought  iron ;  the  amount  of  slag  is  much  greater 
than   in  the  pure  Swedish  material.     All  three  sections  were  etched 
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sufBciently  long  with  dilute  nitric  acid  to  develop  the  junctions  of  the 
ferrite  crystals. 

Parenthetically  it  may  be  observed  that  the  presence  of  slag/  which 
generally    shows    in    unmistakable    masHea,    conatitutea    a    meana   of 


Flo.  23.— SwediihBarlron.    {lAngitudliul  section,    t  in.  ubjautlic.) 


!i).-Bngllah  Puddlsd  Iron,    (tiu- ol>]wUvg.) 


'  Slog  and  sulphide  of  iniuigaiiMe  of  iron  niky  be  distinguished  from  each  other 
by  the  spplicfttion  of  &  dilute  acid  solution  of  cadminm  sulphate  (Report  of  the 
Committee— appointed  by  the  Board  of  Trade— on  "  The  Loss  of  Strength  in  Steel 
R«iU  throagh  use  on  Railways,"  1900). 
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distinguishing  wrought  iron  from  steel.  Wrought  iron  often  contains 
as  much  carbon  as  very  mild  steel,  but  the  latter  very  rarely  contains 
slag  in  appreciable  amounts. 

I.  Pore  Iion-Oarboa  Steels. 

(a)  Nonoalized. — Fig.  27  shows  the  structure  of  a  steel  containing 

nearly  0'5  per  cent,  of  carbon.    The  section  was  cut  from  a  round  bar 

which  had  been  forged  from  an  ingot  of  crucible  steel  of  the  highest 

degree  of  purity,  and  the  structure  is  typical  of  all  mild  steels,  which 


after  being  heated  to  full  redness  are  allowed  to  cool  in  air.  Such 
steels  may  be  conveniently  termed  "normalized."  In  addition  to  ferrite, 
which  etches  nearly  white,  there  is  a  dark-etching  constituent,  micro- 
graphically  termed  pmrlik.  This  consists,  in  steels  containing  negligible 
amounts  of  foreign  elements,  of  carbide  of  iron  (FcjC)  in  intimate 
association  with  iron  itself,  and  contains  practically  0'9  per  cent,  of 
carbon.  This  corresponds  to  13  per  cent,  of  the  carbide  and  87  per 
cent,  of  iron.  In  normalized  steels  pearlite  has,  when  viewed  by  direct 
illumination,  the  granular  appearance  depicted  in  the  figure. 

It  follows  that  0-9  per  cent,  of  carbon  combined  with  iron  yields  a 
steel  which  consists  practically  of  pearlite  only.  Such  a  steel  is  shown 
in  Fig.  28.  'When  the  amount  of  carlion  exceeds  0'9  per  cent.  th» 
excess  makes  its  appearance  as  a  new  constituent  micrographieally 
termed  cementUe.  This  is  the  definite  chemical  compound  Fe^C ;  it  is 
very  hard,  and  appears  under  the  microscope  as  a  very  bright  con- 
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etituent.     Fig.  29  ehovB  such  a  steel  containing  abottt  1'4  per  oent.  of 
carbon.     The  cementite  may,  in  certain  cases  of  well-forged  steels, 


segregate  into  rounded  masses  or  dots,  giving  the  micro-section  an 
appearance  very  much  resembUug  that  of  a  mild  at«el  containing  free 
ferrite. 


Ciirl»i..    (i  hi,  oliJKtivc, 


We  thus  arrive  at  the  generalization  that  the  micro-stmctnrc  of  steel. 
containing  less  than  0*9  per  cent,  of  carbon  consists  of  ferrite  and 
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pearlite,  whilst  steela  containing  more  than  0*9  per  cent,  of  carbon  con- 
sist of  pearlite  and  ccmentite,  and  steels  containing  0'9  per  cent,  of 
carbon  exhibit  pearlite  only.  The  last  of  these  are  sometimes  tenned 
'saturated'  steeln. 

(6)  Annealed.— A  steel  is  annealed  by  slowly  heating  up  to  full  red- 
ness and,  after  maintaining  this  temperature  for  some  time,  slowly  cool- 
ing again  ;  the  steel  throughout  the  operation  being  shut  off  practically 
from  the  air.  The  time  occupied  in  actual  practice  by  the  annealing 
process  is  variable,  and  whilst  there  can  be  no  doubt  that  excessive 
annealing  does  no  good  and  may  do  harm,  a  good  proportion  of  the 
unsatisfactory  steel  castings  is  accounted  for  by  erring  on  the  other  side. 


The  most  striking  change  induced  in  such  steela  as  the  three  already 
described,  by  annealing  them,  is  exhibite<i  by  the  pearlite.  The  com- 
ponents of  this  constituent  are  separated  and  re-arrangcd  in  more  or 
less  parallel  plates  constituting  the  true  "pearly  constituent"  first 
described  by  Sorby.  This  banded  structure  is  highly  characteristic  of 
slowly  cooled  steels ;  very  light  etching  with  the  weakest  nitric  acid 
develops  interference  colours  on  such  steels,  due  to  the  presence  of  the 
laminated  pearlite.  Figs.  30,  31,  and  32  show  the  micro-structures  nf 
annealed  iron-carbon  steela  containing  0'5,  0-9,  and  1-3  per  cent,  of 
«arbon  respectively.  The  etching  of  the  mildest  of  these  was  stopped 
before  the  junctions  of  the  ferrite  crystals  developed. 

The  section  of  the  'saturated'  steel  will  be  seen  to  consist  almost 
entirely  of  'true'  pearlite.      It  may  happen  in  some  cases,  however. 
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that  the  aegregatlon  of  the  conatituentB  of  pearlite  during  the  annealing 
process  passes  beyond  the  phase  of  lamination,  resulting  in  the  pro- 


duction of  isolated  patches  of  cementite.  This  is  shown  to  some  extent 
ill  Fig.  30,  and  it  is  very  often  noticeable  in  cemented  bar  steels. 
The  precise  conditions  under  which  well-laminated  pearlite  is  formed 


have  not  yet  been  satisfactorily  determined,  nor  have  those  under  which 
the  phenomenon  mentioned  in  the  following  paragraph  takes  place. 
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With  '  super-saturated '  steels  in  particular,  it  may  happen  that  free 
carbon  actually  eeparatos  during  the  annealing  process,  and  we  then 
encount«r  a  new  micro-constituent  in  the  form  of  graphite^    TIub  is 


illuBtrat«d  in  Fig.  33  which  represents  the  structure  of  an  annealed 
steel  containing  1'80  per  cent,  of  carbon.     Figs.  34  and  36  are  respec- 
tively high  and  low  power  micrographs  of  the  same  steel  as  cast. 
'  Also  cftlled  amteaiittg  carbon.      It  is  the   '  temper-carbon '  of  Ledebur — see 
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It  will  be  noticed  that  nearly  all  the  graphite  is  located  in  the  ferrite 
areas. 

The  separation  of  graphite  from  hard  steels  during  rolling  is  a  not 
uncommon  occurrence,  and  is  often  the  result  of  rolling  at  too  low  a 
temperature. 


(c)  Eatdened. — The  authors  confess  to  a  feeling  of  diffidence  in 
handling  this  part  of  the  subject.  At  the  time  of  writing  {March, 
1902)  the  metallographic  nomenclature  of  hardened  steels  and  their 
actual  micro-structure  are  matters  of  controversy.  The  brief  account 
which  follows  embodies  the  results  of  the  authors'  persona]  observa- 
tiona,  and  the  opinions  expressed  have  been  formed  from  them ;  these 
opinions  will  be  recognized  as  being  at  variance  with  those  of  many 
eminent  metallographers. 

Pure  iron-carbon  steels,  quenched  at  the  lowest  temperature  that  will 
confer  flint  hardness  on  the  '  saturated '  and  '  super-saturated '  members 
of  the  series,  that  is,  quenched  at  the  temperature  employed  by  the 
best  skilled  hardeners  of  tool  steel,  contain  a  new  micro-constituent 
which  has  been  conveniently  termed  hardenUe.  In  addition,  the  mild 
steels  contain  structurally -free  ferrite,  and  the  super-saturated  steels 
cementite.  It  is  evident  therefore  that  hardeiiite  may  be  considered  as 
pearlite  that  has  been  heated  and  afterwards  qtienchcd  so  as  to  give  its 
maximimi  degree  of  hardness.  As  previously  stated,  the  etching  of  a, 
hardened  steel  with  nitric  acid  develops  a  fine  carbonaceous  deposit  on 
the  face  of  the  section.  On  gently  rubbing  this  away,  examination 
under  the  microscope  reveals  the  hardeniteas  a  dark,  homogeneous,  and 
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apparently  structureless  \)ody.  It  is  intensely  hard  and  very  unstable. 
It  is  the  sub-carbide  of  Arnold.  The  accompanying  figures  3fi,  37,  38. 
and  39  represent  the  micro-structure  of  specimens  of  properly  hardened 
steel. 


Small  specimens  of  stwl  that  are  lerj-  suddenly  quenched  from 
teiiipemtuivs  excelling  UXtO*  C,  yield  a  stnietiire  called  marUngUf. 
This  oi>nsists  of  a  system  of  tnterlariii-;  needles,  but  nutrtensite  can 
soan-ely  be  called  a  definite  micro-constituent,  as  its  composition  wieft 


IRON-CARBON  STEELS.  299 

in  carbon  content  from  01  per  cent,  to  nearly  2  per  cent.,  according  to 
some  authorities ;  its  hardness  varies  too  from  about  5  to  more  than  7. 
The  needles  may  be  conveniently  termed  marUnsile  structure. 


In  connection  with  this  part  of  our  subject  a  brief  reference  to  two 
other  constituents,  which  Osmond  has  called  sorbiie  and  troosiile,  becomes 
necessary.  These  are  supposed  to  be  recognized  by  certain  etching 
peculiarities,   and  the  former  is  described  as  representing  a  zone  of 
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transition  1  between  ferrite  and  cementite  in  unhardened  steel  and 
between  cementite  and  martensite  in  quenched  steel,  whilst  the  latter 
is  described  as  existing  in  steel  quenched  during  the  critical  points  and 
is  also  a  transition  form  between  martensite  and  ferrite. 

Lastly,  a  brief  reference  to  another  micro-constituent  of  quenched 
steel  must  be  made ;  it  is  termed  austeniie.  If  certain  special  material 
formed  by  subjecting  small  bars  of  ordinary  commercial  dead-mild 
steels  to  cementation,  until  they  hold  about  1*7  per  cent  of  carbon,  be 
rapidly  quenched  froin  a  temperature  exceeding  lOOC  C,  a  broken 
sample  after  grinding  on  an  emery  wheel,  polishing  and  etching,  some- 
times exhibits  under  the  microscope  a  white  angular  structure 
(austenite)  on  a  dark  groimd  of  martensite  structure.  Austenite  is 
stated  to  be  softer  and  less  magnetic  than  martensite  or  hardenite,  the 
hardnesses  having  been  compared  by  drawing  the  point  of  a  needle 
across  the  etched  face  of  the  section. 

The  loss  of  magnetic  properties  may  not  be  unconnected  with  the 
cracking  generally  exhibited  by  such  material  after  this  severe  treat- 
ment. Moreover,  the  needle  test  for  discriminating  between  the 
hardness  of  martensite  and  austenite  is  by  no  means  an  ideal  one.  The 
hardnesses  of  two  needles  from  the  same  packet  are  not  necessarily 
identical ;  one  may  be  as  low  as  6  and  the  other  more  than  7.  And, 
further,  it  is  by  no  means  easy  to  compare  the  scratches  on  martensite 
and  austenite,  as  the  former  etches  nearly  black  and  the  latter  white. 
When  it  is  remembered  that  an  ordinarily  hardened  steel,  ten  per  cent, 
below  saturation,  will  not  retain  a  good  cutting  edge,  the  fact  that  a 
sample  prepared  (for  exhibiting  austenite)  according  to  the  specified 
instructions,  and  containing  50  per  cent,  of  that  constituent,  would 
scratch  quartz  at  any  and  every  part  of  the  section,  is  not  easily 
reconciled  with  the  properties  supposed  to  be  associated  with  this 
constituent. 

The  opinions  expressed  above  may  not,  as  already  indicated,  meet 
with  very  much  favour.  The  authors'  aim  throughout,  however,  has 
been  to  make  this  section  useful  to  practical  workers,  and  so  far  as  they 
know,  the  conditions  under  which  martensite  and  austenite  are  formed 
do  not  obtain  in  practice,  whilst  sorbite  and  troostite  are  too  much 
of  the  nature  of  rarae  aces  to  merit  much  consideration  here.  Diagrams, 
illustrating  austenite  and  martensite  structures  will  nevertheless  be 
found  at  the  end  of  this  section. 

*  Mttailo^jraphiM^  vol.  i.  p.  37 


MANGANIFEROUS  STEELa 


II.  BlanganiferoM  Steels. 

The  main  facta  staled  above  are  applicable,  with  Blight  modificatioiiB, 

to  the  ordinary  manganiferous  steela  of  commerce.     The  amount  of 

manganese  in  good  crucible  Bt«el  ia  rarely  more  than  0'35  per  cent., 


in  acid  open  hearth  steel  about  0*5,  and  in  Bessemer  steel  about  1*0 
per  cent.  The  tendency  of  this  element  seems  to  be,  micrographically, 
a  lowering  of  what  has  been  termed  above  the  saturation  point.    The 
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pearlite  areas  of  an  etched  inicro-seetion  of  a  manganiferous  steel 
therefore  are  greater  than  in  a  pure  iron-carbon  steel  of  the  same 
<^rbon  contents.   This  is  shown  by  the  accompanying  figures  40  and  41. 

The  whole  question  of  the  constitution  and  properties  of  the  double 
carbides  of  iron  with  the  metals  used  in  steel-making  requires  thorough 
investigation :  from  a  metallographic  point  of  view,  in  particular, 
present-day  ignorance  may  be  safely  termed  colossal. 

Manganiferous  pearlite,  in  a  steel  etched  with  dilute  nitric  acid,  is 
distinctly  darker  in  colour  than  pure  pearlite.  There  seems  further  to 
be  a  decided  tendency  during  annealing  to  the  suppression  of  the 
formation  of  true  or  laminated  pearlite  in  manganiferous  steels.  It  is, 
as  a  matter  of  fact,  much  more  common  to  see  no  lamination  in  the 
pearlite  areas  of  a  highly-manganiferous  annealed  steel  than  to  find  it. 

The  sulphur  of  an  ordinary  steel  is  generally  in  chemical  union  with 
the  manganese  and  not  with  the  iron.  Manganese  sulphide,  for  which 
no  micrographic  term  has  yet  been  adopted,  is  recognized  readily  by 
its  occurrence  in  rounded  spots  of  a  dove-grey  or  lavender  colour. 
(The  section  of  the  St.  Neot's  rail  shows  these  sulphide  particles.) 
This  is  noticeable  before  as  well  as  after  etching;  the  spots  in  an 
etched  specimen  are  frequently  surrounded  by  a  coloured  halo.  In 
steel  rolled  from  a  high  temperature  the  manganese  sulphide  is  found 
in  elongated  threads  when  a  vertical  longitudinal  section  is  examined. 

III.  Steel  Castings. 

The  micro-structure  of  steel  as  cast  differs  from  that  of  forged  and 
annealed  steels  in  the  arrangement  of  the  ferrite  and  pearlite. 
This  difference  is  particularly  noticeable  in  mild  castings,  as  a 
glance  at  the  accompanying  figures  (42  and  43)  will  show.  The  pearlite 
and  ferrite  are  seen  to  be  arranged  in  lattice  form.  Fig.  43  also  shows  a 
streak  of  a  brown  body  generally  found  in  the  ferrite  areas.  There 
can  be  no  doubt  that  this  body  contains  sulphur,  and  from  the  fact  that 
in  highly  siliceous  castings  the  number  of  these  thread-like  bodies  is 
very  considerable,  it  is  probable  that  the  substance  is  a  sulpho-silicide 
of  iron.  Fig.  44  shows  an  example  of  a  highly  siliceous  steel  casting, 
and  furnishes  a  case  in  point. 

The  flame  annealing  to  which  steel  castings  are  subjected  effects  not 
only  a  re-arrangement  of  the  'pattern'  of  the  micro-structure,  but 
probably  also  decomposes  the  sulpho-silicide  with  absorption  of  the 
silicon  into  solid  solution  with  the  iron.  The  structure  of  a  well- 
annealed  steel  casting  is  well  shown  in  Fig.  45,  from  which  it  will  be 
seen  that  the  pearlite  and  ferrite  areas  become  rounded  and  the  sulpho- 
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eilicido  etreake  digappear,  being  replaced  by  small  globules,  wbjch 
probably  contain  all  the  sulphur  and  none  of  the  silicon  of  the  original 
substance. 


The  brief  account  thus  rendered  oE  steel  micrography  directs  atten- 
tion only  to  the  salient  features  of  the  subject.  The  authors  are  of 
opinion  that  a  more  complete  account  would  be  out  of  place  in  a  book 
purporting  to  deal   with  the  "Analysis  of  Steel-Works'  Materials." 
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They  have  pleasure  in  appending,  however,  a  bibliography  of  the 
subject,  which  constitutes  a  complete  record  of  the  published  work 


Fto.  «4.-8twl  OuMa( 


(1  In.  DtitocUTe.) 


executed  prior  to  the  foundation  of  the  MelaUogmphul.  In  doing  so 
they  desire  to  thank  its  compiler,  A.  L.  Colby,  and  the  editor  of  the 
journal  alluded  to,  for  permission  to  reproduce  it  here 
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The  accompanying  illustrations,  Figs.  46  to  70,  are  appended  for 
the  sake  of  completeneas.  Most  of  them  are  photographed  (with  the 
J'  objective)  from  the  actual  specimens. 
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PART  XIL    PYROMETRY. 

The  heat  treatment  of  metals  in  general,  and  of  steel  in  particular,  has 
become  a  very  important  matter,  so  that  a  brief  account  of  the  method 
of  manipulating  the  Le  Chatelier  Pyrometer  is  introduced  in  this  book 
for  the  assistance  of  the  increasing  number  of  steel-works'  chemists  who 
are  being  called  upon  to  handle  it.  The  recent  publication  of  Le 
Chatelier's  book  on  High  Temperature  Meamremenis  renders  it  un- 
necessary to  deal  with  the  subject  of  pyrometry  exhaustively. 

To  intelligently  apply  the  Le  Chatelier  and  similar  pyrometers, 
under  varying  conditions,  it  is  necessary  to  keep  in  mind  the 
principles  underlying  their  use.  When  two  dissimilar  metals  are 
joined  together  so  as  to  form  a  complete  circuit,  there  must  be 
two  junctions.  If  one  of  the  junctions  be  made  hotter  than  the 
other  a  current  of  electricity  passes  round  the  circuit,  and,  with 
the  same  couple  and  circuit,  for  each  difference  in  temperature  there 
is  a  definite  strength  of  current  generated.  In  the  Le  Chatelier 
P3rrometer  a  couple  is  used  in  which  the  dissimilar  metals  are 
platinum  and  platinum  alloyed  with  ten  per  cent,  of  rhodium.  The 
current  produced  by  known  differences  of  temperature  is  passed 
through  a  d'Arsonval  dead-beat  galvanometer  and  the  deflection  of  the 
galvanometer  mirror  in  each  case  is  noted  in  the  usual  way  from  the 
movement  of  a  spot  of  light  on  a  millimetre  scale.  By  taking  these 
observations  through  the  required  range  of  temperature  and  drawing 
a  fair  curve  through  the  points  obtained,  plotting  temperatures  as 
ordinates  and  the  corresponding  actual  movement  of  the  spot  of  light 
on  the  scale  in  millimetres  as  abscissae,  a  calibration  curve  is  made 
from  which  an  unknown  difference  of  temperature  between  the  hot  and 
the  cold  junction  may  be  read  off  from  the  deflection  given,  and  hence, 
the  temperature  of  the  cold  junction  being  known,  the  actual  tempera- 
ture of  the  hot  junction  is  determined  by  addition.     Again,  to  bring 
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the  hot  junction  to  a  given  temperature  it  ia  obvioueiy  only  necessary 
to  find  from  the  curve  the  millimetres  corresponding  to  the  required 
temperature  less  the  temperature  of  the  cold  junction,  and  the  result  is 
the  actual  distance  the  spot  of  light  must  move  from  the  zero  for  the 
hot  junction  to  be  at  the  required  temperature.  These  are  practically 
the  only  three  types  of  problem  that  occur,  namely,  calibrating  the 
instrument,  finding  an  unknown  temperature,  and  bringing  the  hob 
junction  to  a  required  temperature. 

If  it  were  necessary  to  have  the  galvanometer  in  the  platinum  and 
platinum-rhodium  circuit  the  usefulness  of  the  instrument  would  be 


much  curtailed.  It  is  found,  however,  both  theoretically  and  practi- 
cally, that  if  the  ends  of  the  wires  forming  the  cold  junction,  instead  of 
being  joined  together,  be  each  soldered  to  a  copper  wire,  these  two 
junctions  kept  at  the  same  temperature,  and  the  circuit  completed,  the 
two  junctions  become  the  cold  junction,  and  then  sufficient  copper  wire 
may  be  employed  to  form  leading  lines  from  any  required  number  of 
furnaces  to  one  galvanometer,  which,  by  the  aid  of  a  switch,  may  be 
used  for  any  of  these  furnaces  in  turn  without  the  observer's  leaving 
his  place.  To  form  the  hot  junction  the  wires  need  not  be  either  fused 
or  soldered  together,  but  only  closely  twisted  round  each  other,  not  one 
round  the  other,  as  in  this  way  they  are  apt  to  come  apart  on  heating. 
This  point  must  be  carefully  watched,  as  the  platinum-rhodium  wire 
Iwing  stronger  than  the  pure  platinum  there  is  a  tendency  for  the 
latter  to  twist  round  the  former,  and  this  tendency  should  be  counter- 
acted by  handicapping  the  platinum-rhodium  wire,  bending  it  back 
l>efore  each  twist  is  made.  Two,  or  at  most  three,  twists  will  generally 
be  found  sutiScient.      This  is  the  most  convenient  method  for  experi- 
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mental  purposes,  but  where  a  couple  is  fixed  in  a  furnace  and  left  for 
prolonged  periods  it  is  safer  to  just  fuse  the  ends  of  the  wires  together 
by  placing  them  for  an  instant  in  an  oxy-hydrogen  flame  (see  Fig.  71). 

The  wires  should  be  protected  from 
contact  with  metals  which  would  alloy 
with  the  platinum  and  from  such  sub- 
stances as  fused  magnetic  oxide  of  iron 
or  carbonaceous  matter,  which  render 
them  brittle. 

Where  a  considerable  degree  of 
accuracy  is  required  the  cold  junction 
is  conveniently  kept  in  water  in  a 
glazed  earthenware  vessel  with  a  lid 
made  of  sheet  lead.  A  large  hole  is 
cut  in  the  centre  of  this  lid  for  the 
thermometer  for  convenience  in  stir- 
ring before  taking  the  cold  junction 
temperature;  three  small  holes  for 
6"  X  \"  test  tubes,  in  two  of  which  are 
the  soldered  junctions  of  the  copper 
wires  with  the  platinum  and  platinum- 
rhodium  wires  respectively  (the  solder 
being  preserved  from  disintegration  by 
half  filling  the  test  tubes  with  alcohol) ; 
the  third  to  keep  the  hot  junction  dry 
when  taking  the  zero  of  the  instru- 
ment, and  to  prevent  possible  breakage 
of  the  protecting  glass  tubes  during 
subsequent  calibration  or  similar  work 
<Fig.  72). 

For  ordinary  furnace  work  the  cold 
junction  is  contained  in  a  hinged 
wooden  case  and  the  temperature  of 
the  surrounding  air  may  be  taken  as 
that  of  the  cold  junction  (Fig.  73). 

The  diagram  Fig.  74  indicates  how 
the  temperatures  of  two  and  similarly 
several  furnaces  may  be  read  in  turn 
on  the  same  scale  with  only  one  galvanometer.  HI  and  J?2  are  the 
hot  junctions,  CI  and  C2  the  cold  junctions.  A  wire  joins  the  -H  or 
platinum-rhodium  terminal  of  the  galvanometer  to  the  centre  D  oi  & 
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switch  board  B  placed  under  the  scale  S.  The  movable  contact  arm 
DO  is  in  electric  contact  with  the  centre,  and  brass  pieces  1,  2,  etc., 
are  insulated  from  D  and  from  one  another,  but  joined  to  their  respec- 
tive wires  from  furnaces  1,  2,  etc.  A  common  wire  is  carried  from  the 
-  or  platinum  terminal  of  the  galvanometer  and  is  connected  to  the  - 
terminals  throughout  the  system.  The  direction  of  the  current  is  from 
the  Pi  to  the  Pt-Rd  through  the  hot  junction.  It  will  be  seen  by 
following  the  wires  round  the  only  possible  circuit  that  if  the  arm  DO 
be  turned  to  No.  1  the  reading  will  be  that  of  No.  1  furnace ;  if  to 
No.  2,  of  No.  2  furnace,  and  so  on. 
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Oaliliration  of  the  Pyrometer. 

As  the  calibration  '  curve '  is  found  to  be  practically  a  straight  line 
above  about  550*  C,  it  is  generally  quite  sufficient  to  use  as  standards  the 
melting  points  of  tin  (232"  C),  lead  (327*  C),  and  potassium  sulphate 
(1015*  C),  and  the  boiling  points  of  water  (100*  C),  sulphur  (445*  C), 
and  selenium  (665*  C). 

The  zero  of  the  instrument  is  noted  by  bringing  the  two  junctions  to 
the  same  temperature,  generally  by  placing  the  hot  junction  in  a  dry 
test  tube  in  the  water  containing  the  cold  junction,  or  in  the  case  of 
the  wooden-cased  cold  junction  by  leaWng  the  instrument  in  the  air  in 
such  a  position  that  the  two  junctions  will  reach  as  nearly  as  possible 
the  same  temperature,  and  taking  the  reading  on  the  scale  when 
constant.  In  all  experiments  it  is  necessary  to  arrange  that  the  wires 
shall  not  touch  except  at  the  hot  junction,  and  they  must  therefore 
always  be  suitably  insulated,  as  by  running  one  or  both  through  quill 
glass  tubing,  thin  pipe  stems,  or  two-hole  pipe-clay  tubing  manufactured 
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for  the  purpose.  The  reading  for  boiling  water  can  be  taken  with  an 
ordinary  wash  bottle,  the  jet  tube  being  replaced  by  a  closed  glass  tube 
and  the  water  allowed  to  boil  till  the  reading  is  constant^  as  in  all  the 
other  boiling-point  determinations.  For  lead  and  tin,  small  fireclay 
crucibles  holding  a  few  ounces  are  used,  and,  after  melting  the  metal 
over  a  bunsen  and  inserting  the  couple,  protected  by  a  closed  hard 
glass  tube,  into  the  molten  metal,  the  flame  is  removed,  and  the  spot  of 
light  on  the  scale  watched.  It  generally  rises  a  few  millimetres  owing 
to  the  heat  in  the  bottom  of  the  crucible,  then  turns  and  begins  to  fall 
steadily,  becomes  stationary  when  the  metal  begins  to  solidify,  remains 
so  till  all  the  metal  is  solid,  and  then  begins  to  move  steadily  down 
again.  The  exact  point  is  thus  easily  determined.  Similarly,  the  point 
for  potassium  sulphate  is  obtained,  only  a  platinum  crucible  is  used, 
the  wires  are  bare,  and  the  oxy-hydrogen  flame  is  required  for  melting 
the  salt.  The  sulphur  point  is  best  done  in  a  small  registered  pattern 
flask,  with  an  asbestos  jacket  extending  from  the  level  of  the  liquid  to 
the  top  of  the  flask,  a  bunsen  burner  being  the  most  suitable  source 
of  heat^  and  the  selenium  in  a  -  hard-glass  test  tube  similarly  covered, 
and  using  an  ordinary  foot  blowpipe.  In  the  last  two  cases,  for  a 
stopper  the  protecting  tube  and  two  open  tubes  are  packed  in  the 
mouth  of  the  vessel  with  asbestos,  which  is  soon  bound  into  a  solid 
mass  by  the  condensation  of  vapour  among  the  fibres. 


Example  of  CalibratioiL 


Zero, 

Boiling  Water,  - 


Zero, 

Tin  (solidifying), 


Zero, 

Lead  (solidifying), 


Zero, 

Salphur  (boiling), 


Zero, 

Selenium  (boiling), 


14*6  mm. 
29-0 

Cold  Junction, 
Temperature, 

18' C 
100" 

14-5 

82* 

14-5 
56-5 

Cold  Junction, 
Temperature, 

18" 
232" 

42-0 

214" 

14-5 
79-0 

C!k>ld  Junction, 
Temperature, 

18" 
327" 

64-5 

309" 

14-6 
109-0 

Cold  Junction, 
Temperature, 

19" 
445" 

94-5 

426" 

14-5 
172-0 

Cold  Junction, 
Temperature, 

19" 
665" 

157-5 


646' 
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Zero, 21-0 

Potassium  Sulphate  (solidifying),  291  "O 

270-0  mm. 


Cold  Junction,       15* 
Temperature,     1015* 

1000* a 


/oao 


30 


tfO         30         /^O        /SO        ISO        2iO        24-0 

Fio.  75.— GaUbntion  Curve.    ("C."  couple ;  March,  1902.) 


Tyixical  ProUems. 

1.  "The  recalescence  of  a  0*9  per  cent,  carbon  steel  on  cooling  was 
found  to  take  place  at  181  mm.  on  the  scale,  the  temperature  of  the 
cold  junction  being  15*  C,  and  the  zero  of  [the  instrument  17  mm. ;  at 
what  temperature  was  the  recalescence  exhibited  ?  ^ 

181  mm.  — 17  mm.  =  164  mm.,  corresponding  to  a  temperature  of 
665*  C.     Then  665*  +  15*  =  680*  C,  the  required  temperature. 
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2.  "The  zero  and  oold  junction  being  the  same  as  in  problem  1, 
what  should  the  scale  reading  be  in  order  to  indicate  a  temperature  of 
950*  C,  at  which  it  is  required  to  maintain  the  annealing  furnace  for  so 
many  hours  ] " 

950*  - 15*  =  935*  C,  corresponding  to  a  scale  reading  of  250  mm., 
and  250  mm.  +  17  mm.  =  267  mm.,  the  required  reading. 


Bbcording  ObservatibiiB. 

The  critical  points  in  the  heating  or  cooling  of  metals  or  alloys  are 
most  clearly  shown  by  noting  the  number  of  seconds  the  spot  of  light 
takes  to  pass  each  millimetre  on  the  scale,  the  hot  junction  being 
carefully  fixed  in  a  suitable  receptacle  in  the  piece  of  metal  to  be 
examined.  This  may  be  done  by  two  observers,  one  watching  the 
scale  and  the  other  a  centre  seconds  watch,  the  observer  at  the  scale 
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calling  out  as  each  millimetre  mark  is  reached,  and  the  other  noting 
the  number  of  seconds  between  each  call.  The  record  is  more  easily 
made  by  one  observer  with  the  aid  of  a  chronographic  recorder 
marking  seconds  continuously  on  a  tape  throughout  the  experiment^ 
and  fitted  with  two  electric  signals,  marking  at  will  one  on  each  side  of 
the  seconds'  marks  on  the  same  tape.  One  of  these  signals  is  used  for 
the  passing  of  a  millimetre  in  falling  and  the  other  in  rising.  This  tape, 
marked  with  the  name  or  number  of  the  sample,  the  scale  readings  for 
the  start  and  finish  of  the  recording,  the  zero  of  the  instrument,  the 
temperature  of  the  cold  junction,  and  a  means  of  identifying  the  proper 
calibration  curve  to  use,  contains  all  the  necessary  information  for 
plotting  the  curves  and  studying  the  critical  points,  if  any,  of  the  metal 
or  alloy,  as  shown  in  Fig.  76. 
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Cooling  of  Plumber's  Solder  (8  of  Lead  to  1  of  TlnX 

from  49  mm.  to  24  mm.    G.  J.  17°  C. 

Dead  stop  at  31  mm. 


mm. 


49 
48 
47 
46 
45 
44 
43 
42 
41 
40 
39 
38 
^7 
36 
35 


Sees. 

Total 

1 

per  mm. 

Sees. 

mm. 
34 

0 

0 

11 

11 

33 

11 

22 

32 

11 

33 

31 

14 

47' 

■  31 

31 

78 

I  32 

30 

108 

!  32 

30 

138 

31 

23 

161 

30 

22 

183 

29 

21 

204 

28 

22 

226 

27 

21 

247 

26 

21 

268 

<  25 

20 

288 

24 

CooUnff  of  0*9  per  cent.  GariMn 

Steel  from  171  to  158  mm. 

C.  J.  15"  C. 


tt^TOi 


The  zero  ia  deducted  from  the  scale  readings 
before  entering  in  the  record  book. 


171 

170 

169 

168 

167 

166 

165 

164 

164 

165 

165 

164 

163 

162 

161 

160 

159 

158 


per  mm. 


Total 
Secft. 


0 

9 

18 

27 

36 

45 

56 

70 

104 

126 

20O 

238 

260 

275 

285 

295 

305 

315 


The  number  of  millimetres  passed  in  a  minute  would  represent  the 
rate  of  fall  in  temperature,  hence  the  number  of  seconds  taken  to  pass 
a  millimetre  is  the  inverse  of  a  rate  and  the  curve  formed  by  plotting 
millimetres  (representing  temperatures),  and  seconds  per  millimetre  is 
called  an  inverse  rate  curve.  This  curve  shows  best  the  slightest 
change  in  rate  of  heating  or  cooling  which  might  pass  unnoticed  in  the 
ordinary  time-temperature  curve.  While  the  metal  acts  as  an  ordinary 
cooling  body  the  inverse  rate  curve  is  a  slowly  and  evenly  rising  line, 
but  if  any  change  takes  place  within  the  metal  with  evolution  of  heat, 
as  at  the  carbon  change  point  in  cooling  steel  or  during  the  solidifica- 
tion of  the  eutectic  in  plumber's  solder,  then  the  curve  rises  abruptly, 
but  resumes  its  original  direction  when  the  action  is  complete.  It  need 
hardly  be  mentioned  that  the  cooling  sample  must  be  shielded  from 
draughts  or  other  external  causes  which  would  tend  of  themselves  to 
change  the  rate  of  cooling,  and  similarly  a  sample  being  heated  must 
be  subject  to  a  constant  source  of  heat  (a  much  more  difficult  problem), 
and  hence  the  cooling  curve  is  chosen  whenever  it  will  serve  the 
purpose. 

The  ordinary  time-temperature  curve,  plotted  with  time  in  seconds 
and  millimetres  or  temperatures  as  coordinates,  shows  if  any  actual  rise 
or  fall  has  taken  place,  and  is  the  curve  given  by  the  Roberts-Austen 
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recording  pyrometer.  This  is  a  Le  Chatelier  pyrometer  with  aa 
automatic  photographic  recorder  attached  to  keep  a  continuous  record 
of  the  temperature  of  a  furnace  during  twenty-four  hours.    The  spot  of 


/70 


J60 


150 


Pio.  77. — Inverae>Rate  Curve  of  Plumber's 
Holder. 


Fio.  78.— InTerm-Rjite  Cooling  Curve  of 
0'9  per  cent.  Carbon  SteeL 


light  leaves  its  record  on  a  piece  of  bromide  paper  stretched  on  a  drum 
and  revolved  by  clockwork,  the  bromide  paper  being  taken  off  and 
afterwards  developed  in  the  usual  way. 


^OO  ^¥if^  7f09  eOO 

Fio.  79.— Tlme-Tenjperaturo  Curve  of  Plumber'8  Solder. 
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160 


O  100  200  500  MO 

Fio.  80. — Time-Temperature  Curve  of  0*9  per  cent.  Carbon  SteeL 


The  two  appended  figures  (81  and  82)  represent  the  cooling  curves 
of  steels  containing  0*4  and  1*3  per  cent,  of  carbon  respectively 
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200        IPO 


J80 


J70 


I60 
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Fio.  81. 
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163 


155 


Fio.  82. 


PART  XIIL     MISCELLANEOUS  NOTES. 

1.  Speed  and  Efficiency  of  Carbon  Oombastion. 

Two  and  a  half  litres  of  air  were  passed  in  eight  minutes  through 
the  combustion  furnace  and  a  caustic  potash  bulb  with  a  prolong 
holding  only  2  inches  of  calcium  chloride.  The  loss  from  imperfect 
dehydration  was  *0017  grams.  A  carbon  residue  from  five  grams  of 
steel  burned  at  the  same  rate,  the  carbon  dioxide  being  absorbed  in 
the  same  bulb»  yielded  1'17  per  cent,  of  carbon :  numerous  previous 
determinations  had  fixed  the  percentage  at  1*18. 


2.  Imperfectly-filtered  Carbon 

Ttmgsten  steels  in  particular  which  have  been  much  worked  may 
give  a  turbid  filtrate  when  free  acid  and  alkaline  salts  are  nearly 
washed  from  the  carbon  residue.  The  turbidity  is  yellow,  grey,  or 
black,  and  may  or  may  not  contain  carbon.  Washing  with  alcohol  or 
very  dilute  ammonium  nitrate  has  been  suggested  to  obviate  this,  but  as 
the  misfortune  cannot  be  predicted  it  is  as  well  when  it  does  occur  to 
complete  the  washing  regardless  of  the  turbidity,  and  then  to  pass  the 
turbid  liquid  through  a  fine-grained  and  compact  filter  made  from 
asbestos  fibres  which  have  been  ground  with  a  little  water  in  a  mortar. 
The  small  residue  thus  collected  is  burnt  with  the  main  carbonaceous 
mass,  unless  curiosity  demands  a  separate  combustion.  The  turbidity 
is  frequently  due  to  oxides  of  tungsten  only. 

3.  Continued  Use  of  the  Solution  of  the  Double  Copper  Salt. 

Iron  dissolves  in  copper  solutions  according  to  the  following 
equations  :  ^^^  j,^  ^  ^^^^^  ^^^^  p^^.^^ 

(b)  Cu4-CuCl2  =  Cu2Cl2. 

The  ammonium,  sodium,  or  potassium  chloride  is  present  chiefly  for  the 
purpose  of  retaining  the  cuprous  chloride  in  solution. 
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The  green  copper  solution  begins  to  darken  almost  immediately  it  is 
brought  into  contact  with  the  iron.  This  shows  that  the  second 
reaction  follows  close  on  the  heels  of  the  first,  because  it  is  to  the 
action  between  the  copper  and  the  copper  ammonium  chloride  that 
the  blackening  is  due,  or,  more  strictly  speaking,  to  the  formation  of 
cuprous  in  the  presence  of  cupric  chloride. 

On  dissolving  metallic  copper  in  an  acid  solution  of  cuprammonium 
chloride  the  colour  changes  are :  Bright  green,  olive  green,  light  brown 
{black  in  the  mass),  dark  brown,  and  then,  if  the  copper  be  in  excess, 
reddish  brown  to  a  practically  colourless  solution  of  cuprous  chloride. 
Both  cuprous  chloride  and  ferrous  chloride  oxidize  readily  in  the  air,  so 
that  when  the  dissolving  steel  is  pneumatically  agitated  the  reduced 
metallic  salts  get  partially  re-oxidized.  By  continuing  to  pass  air  the 
oxidation  becomes  so  far  complete  that  the  solution  regains  its  original 
green  colour.  The  solution  is  also  re-oxidized  by  simple  exposure  to 
the  air.     (S.ee  Bibliography,  No.  62.) 

The  same  300  c.c.  of  a  saturated  acid  solution  of  cuprammonium 
chloride  were  used  to  dissolve  six  separate  five-gram  lots  of  the  same 
steel;  the  results  obtained  were  1-21,  M9,  M8,  120,  1-20,  and  119 
per  cent,  carbon.  After  the  operation  has  been  repeated  four  or  five 
times  there  is  a  decided  decrease  in  the  rate  at  which  the  solution  can 
be  filtered,  and  during  the  dissolving  of  the  eighth  five  grams  the 
operation  came  to  an  end  on  account  of  the  separation  of  crystals  of  the 
copper  salt. 

If  neutral  solutions  of  the  double  copper  salt  are  used  the  oxidized 
iron  is  thrown  out  and  makes  a  mess  on  the  flask  and  tubes ;  if,  how- 
ever, the  sample  is  dissolved  by  shaking  in  a  stoppered  flask  the  solution 
may  be  filtered  without  any  appreciable  amount  of  iron  being  thrown 
out.  The  filtrate  can  then  be  oxidized  by  the  air  current^  the  iron  oxide 
allowed  to  settle,  and  the  clear  green  solution  used  again.  The  follow- 
ing results  were  obtained  by  re-using  the  same  solution  for  separate  lots 
of  the  same  steel :  1*184,  1-184,  1*178,  1-184  per  cent,  carbon. 

By  a  system  of  fractional  crystallization  the  bulk  of  the  iron  can  be 
concentrated  in  a  volume  of  mother-liquor  some  five  or  six  times  less 
than  the  original  volume  of  the  filtrates.  Crops  of  crystals  of  more  or 
less  pure  cuprammonium  chloride  which  may  be  used  again  for  dissolv- 
ing steels  are  thus  obtained. 

4.  Bottle  Labels. 

The  ordinary  unprotected  adhesive  label  does  not  long  resist  the 
attack  of  damp  acid  fumes  which  are  always  in  the  air  of  an  active 
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laboratory.  Of  the  varnishes,  balsams,  etc.,  used  to  coat  the  surface, 
paraffin  wax  is  about  the  most  handy  and  serviceable.  This  may  be 
brushed  over  the  label  after  melting,  or  the  label  itself  after  it  has 
dried  on  the  bottle  may  be  heated  in  the  bunsen  flame  and  rubbed  over 
with  a  piece  of  wax.  Faraday  recommended  a  mixture  of  Bnmswick 
black  with  half  its  bulk  of  oil  of  turpentine ;  the  mixture  to  be  kept  in 
a  bottle  whose  stopper  was  perforated  with  a  thick-nibbed  pen. 

A  most  elegant  label  may  be  made  by  grinding  sealing  wax  first  dry 
and  then  mixed  with  a  little  alcohol  and  ether  in  such  proportions  as 
make  a  thick  liquid.  The  lettering  is  done  by  means  of  a  piece  of 
glass  tube  drawn  out  at  one  end,  the  other  end  being  attached  to  the 
mouth  by  a  piece  of  rubber  tubing,  so  that  the  wax  can  be  gently 
forced  out  as  needed.  As  the  wax  is  not  brittle  when  dry,  it  may  be 
used  for  lettering  note-books,  etc. ;  it  may  also  be  used  for  waxing 
such  joints  of  glass  apparatus  as  might  be  fractured  by  heating. 


5.  Bedncing  Action  of  Filter  Papers. 

The  action  of  paper  on  permanganate  solutions  cannot  be  overlooked, 
but  the  reducing  action  of  paper  on  hot  dilute  chromate  solutions  not- 
only  often  passes  unnoticed,  but  is  occasionally  said  to  be  of  no  moment 
when  pure  papers  are  used.  The  following  tests  bearing  on  this  point 
were  made  by  Mr.  Jervis. 

25  C.C.  potassium  bichromate  (1  c.c.  =0'01  gram  of  iron)  were  diluted 
to  200  c.c,  heated  in  the  water  oven,  a  12^  cm.  paper  added,  and  the 
digestion  continued  for  half  an  hour.  The  acid  series  contains  50  c.c* 
normal  sulphuric  acid,  the  alkaline  series  50  c.c.  normal  sodium 
hydrate.     In  a  few  cases  the  paper  was  added  to  the  cold  solution. 


Anh. 

ac.  KaCrsOy  after  digeating. 

12|  Centimetre  Paper. 

Hot. 

Cold. 

Acid. 

23-7 
23-8 
24-2 
23-6 
24-6 
24-3 
22-6 
22-9 

Alkaline. 

Acid. 

r 
Alkaline. 

English  (Ford  Mill,  428),  • 
Schleicher  &  Schiill,  No.  589,   - 
Thin  German  (S.  &  8.),     - 
Ordinary  German,     .        -        .        . 
Swedish  (Munktell),- 

French  white, 

French  grey, 

White  blotting  paper  (Ford  Mill,  428), 

©©oooooo 

24-8 
24-2 
24*6 
24-6 
24-9 
24-7 
241 

25  0 
25  0 

24-4 

25-0 
25-0 

24-7 
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6.  The  Care  of  Platinnm  Apparatus. 

Salts  of  easily  reducible  metals,  such  as  tin,  antimony,  lead,  etc., 
should  never  be  heated  in  platinum  vessels ;  nor  should  phosphates,  as 
they  tend  to  make  the  metal  brittle.  The  element  silicon,  or  rich 
ferro-silicon  alloy,  together  with  a  flux,  may  also  destroy  platinum. 
Tungsten  powders,  too,  or  some  constituent  of  them,  will  sometimes 
superficially  attack  or  alloy  with  the  platinum  dish  in  which  the 
roasting  is  made.  Stains  on  crucibles  and  dishes  are  generally  removed 
by  digesting  with  hydrochloric  acid  alone,  by  digesting  with  hydro- 
chloric acid  after  fusion  with  sodium  carbonate,  or  by  fusion  with  acid 
potassium  sulphate. 

The  grey  appearance  of  platinum  which  has  been  ignited  for  a  long 
time  has  been  shown  by  Erdmann  to  be  really  a  superficial  loosening  of 
the  texture  of  the  platinum  in  consequence  of  the  strong  heat.  This 
grey  coating,  which  under  the  microscope  appears  rough  and  almost 
warty,  disappears  when  the  utensil  is  polished  with  fine  sand,  the 
weight  lost  in  the  operation  being  really  insignificant.  The  regular 
cleaning  of  crucibles,  therefore,  not  only  retains  a  beautiful,  smooth 
surface,  pleasant  to  work  with,  but  also  preserves  the  metal. 

Dishes  and  crucibles  should  never  be  needlessly  bent  out  of  shape. 
Small  plugs  or  lasts  for  straightening  them  when  crooked  are  cheap 
luxuries  which  the  mental  stimulus  of  working  with  trim  and  clean 
apparatus  makes  it  worth  while  obtaining. 

Small  holes  in  the  sides  or  other  accessible  places  on  dishes  and 
irucibles  can  easily  be  patched  with  platinum  foil  as  follows: 
Support  the  crucible  over  a  clean  iron  rod  of  about  its  own  curva- 
;ure,  clean  with  sand,  lay  on  a  piece  of  foil  considerably  larger  than 
.he  hole,  and  direct  a  blow-pipe  flame  on  the  spot.  By  gently  tapping 
vith  a  hammer  the  weld  becomes  so  perfect  as  to  be  scarcely  dis- 
inguishable.  In  the  same  way  scrap  platinum  can  be  made  to  serve 
nany  a  useful  end. 

7.  Filters  and  Filtering  Operations. 

Pulp  Filters. — In  some  cases,  mainly  when  large  sticky  precipitates 
re  being  dealt  with,  the  cone  filter,  plain  or  ribbed,  is  very  necessary, 
•ut  for  the  majority  of  operations  the  pulp  filter  does  the  work  more 
uickly  and  better.  The  pulp  is  made  by  tearing  soft-textured  ashless 
aper  (we  use  Schleicher  &  Schiiirs  No.  589)  into  small  pieces  and 
baking  well  with  water  in  a  stoppered  flask;  or  to  make  large 
uantities  the  paper  is  kneaded  in  a  jar  with  water  and  the  small  flask 
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filled  up  as  required.^  To  make  a  filter,  place  a  porcelain  disc  (a 
button  is  useful  when  discs  are  scarce)  in  the  throat  of  the  funnel, 
cover  it  with  water  and  pour  on  the  pulp ;  when  the  excess  of  water 
has  run  away  press  down  the  edges  of  the  filter  to  prevent  it  rising 
during  the  filtration.  If  the  filter  is  made  at  twice,  it  is  easy  when 
removing  it  from  the  funnel  to  split  it,  the  upper  part  holding  all  the 
precipitate,  and  the  lower  being  quite  clean  paper;  it  is  sometimes 
convenient  to  do  this. 

The  special  advantages  of  pulp  filters  are : 

1.  A  filtering  medium  of  any  desired  texture  can  be  made  by  apply- 

ing more  or  less  pressure. 

2.  The  greater  effect  of  a  given  amount  of  wash  water,  since  every 

portion  must  pass  through  the  precipitate.^ 
•  3.  No  fear  that  the  precipitate  may  creep  over  the  edges  of  the 
paper. 

One  drawback  to  the  use  of  pulp  is  the  impossibility  of  separating 
the  precipitate  from  the  paper.  Happily  the  necessity  of  doing  so  is 
comparatively  rare;  much  rarer  in  fact  than  is  generally  believed. 
Having  regard  to  the  ignition  of  a  precipitate,  pulp  has  this  advantage : 
that  by  thorough  aspiration  the  precipitate  is  sucked  firmly  on  if  not 
into  the  paper  and  is  much  less  likely  to  spatter  when  dried  hurriedly 
at  the  mouth  of  the  mufile. 

In  transferring  the  filter  to  the  crucible,  which  is  done  by  turning  up 
one  edge  of  the  filter  with  the  leg  of  a  pair  of  forceps,  lifting  it  out,  and 
cleaning  with  a  piece  of  paper  pressed  against  the  revolving  funnel,  it  is 
by  no  means  easy  to  prevent  the  precipitate  from  touching  the  crucible 
at  some  point,  and  in  this  way  the  glaze  is  soon  destroyed.  To  avoid 
this  place  a  piece  of  ashless  filter  paper  in  the  crucible  and  put  the  filter 
on  it. 

In  handling  an  appreciably  soluble  precipitate,  the  beaker  or  flask 
should  be  cleaned  with  portions  of  the  filtrate  (which  are  already 
saturated  solutions  so  far  as  the  precipitate  is  concerned),  and  water  or 
other  wash  liquid  proper  used  to  displace  the  mother  liquor.  It  is 
better  to  wash  many  times  with  small  quantities  of  liquid  rather  than  a 
few  times  with  large  quantities. 

Acceleiated  FiltratioiL — Pulp  can  be  used  under  pressure  with  less 
than  the  usual  danger  of  pulling  the  precipitate  through  or  breaking 

^  Filter  paper  clippings  are  obtainable  from  S.  &  S.  at  less  than  one-tenth  the 
price  of  the  ordinary  circles,  and  of  course  serve  this  purpose  equally  well. 

^See  theory  of  the  washing  of  precipitates  in  Ostwald's  Scientific  Fowidations 
of  AfutlffticcU  Chemistry. 
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the  filter.  An  extempore  suction  can  be  provided  by  arranging  a 
flask  as  usual  for  pressure  filtering  and  sucking  with  the  mouth  through 
a  piece  of  rubber  tubing  which  is  attached  to  the  bent  glass  tube  in 
the  rubber  stopper.  In  this  way  with  a  flask  of  several  hundred  c.c. 
capacity  it  is  possible  to  obtain  a  vacuum  equal  to  12  inches  of 
mercury,  and  as  the  vacuum  is  destroyed  only  by  the  wash  water 
passing  through  the  precipitate,  one  rarefaction  can  be  made  to  serve 
for  one  complete  washing.  Ordinary  rubber  tubing  closes  up  under  a 
pressure  of  9  to  12  inches  of  mercury. 

There  is  a  most  excellent  paper  by  Fairley  (Journal  Soc.  Chem.  Ind, 
1887,  page  64),  "On  the  Various  Forms  of  Filter  Pumps  or  Water  Jet 
Aspirators." 

A  Syphon  Filter. — For  the  filtration  of  large  volumes  of  reagents 
a  syphon  filter  (see  Fig.  83)  is  very  useful.  A  perforated 
plate  in  the  neck  of  the  filter  tube  supports  either  paper 
or  asbestos  pulp.  The  syphon,  on  one  leg  of  which  is  a 
rubber  stopper,  is  filled  with  water,  immersed  in  the  liquid 
to  be  filtered,  and  then,  as  soon  as  all  the  water  has  been 
driven  out,  joined  by  the  stopper  to  the  filter  tube. 

The  Gooch  Crucible. — An  important  form  of  filtration 
was  suggested  by  Grooch,  which  involves  the  use  of  a 
platinum  crucible  having  a  perforated  bottom  on  which 
is  laid  a  coating  of  asbestos  felt.  Although  for  certain 
purposes  it  is  invaluable,  it  is  too  expensive  a  piece  of 
apparatus  to  be  stocked  for  every-day  use.  A  description  of  the 
crucible  and  the  mode  of  using  it,  together  with  a  few  other  of  the 
numerous  suggestions  for  filtering  liquids,  will  be  found  in  Crookes' 
Select  Methods  in  Chemical  Analysis, 

Adsorption  of  Salts  by  Filters. — The  adsorption  of  a  salt  from  a 
solution  during  filtration  can  only  very  rarely  occur  to  a  noticeable 
extent.  During  fractional  filtrations,  however,  it  is  well  to  bear  the 
possibility  of  it  in  mind.  Paper,  for  instance,  adsorbs  (Le,  takes  up 
proportionally  more  of  the  salt  than  of  the  solution  it  is  dissolved 
in)  nickel  and  lead  acetate;  and  sand  filters  adsorb  the  acetates  of 
chromium,  iron,  and  copper.  It  sometimes  happens  that  a  salt 
adsorbed  in  this  way  cannot  be  removed  by  washing,  and  almost 
invariably  it  happens  that  when  a  precipitate  has  been  washed  with 
water  whose  volume  is  (wi-1)  times  the  mother  liquor  held  by  the 
precipitate  and  filter  the  impurity  still  remaining  has  not  been 
reduced  to  the  mth  part.  The  reason  for  this  is  that  in  contact  sur- 
faces between  solids  and  liquids  the  concentration  of  the  dissolved 


Fig.  83. 
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substance  is  diilerent  from  and  always  greater  than  in  the  rest  of  the 
solution.  This  consideration,  by  the  way,  explains  why  the  fine 
powder  of  a  crystalline  precipitate  gradually  becomes  coarser  by 
digestion  in  the  liquid.  (See  Ostwald's  Scientific  Foundations  of  Andy- 
tical  Chemistry.) 

Preparing  Asbestos  for  Filters. — Gut  the  asbestos  fibre  into  pieces 
half  an  inch  long,  cover  with  concentrated  hydrochloric  acid  and 
keep  in  a  warm  place  for  several  hours.  Then  transfer  the  asbestos 
to  a  funnel  which  contains  a  large  filter  plate  and  drain  off  and 
squeeze  out  the  excess  of  acid.  Transfer  the  asl^estos  to  a  sieve 
of  about  twenty  meshes  to  the  inch  and  vigorously  agitate  ^nth  a 
strong  current  of  water  until  all  free  acid  is  washed  out.  Now 
squeeze  as  dry  as  possible,  break  into  small  pieces  and  ignite  very 
strongly  in  the  muffle.  The  ignited  material  may  be  used  at  once 
after  shaking  up  with  water;  or  if  a  more  open  filter  is  desired 
it  is  again  washed  into  the  sieve  to  get  rid  of  the  powdered  portion. 
A  filter  made  up  with  hot  water  acts  more  rapidly  than  if  made 
with  cold. 

8.  Perforating  Glass:  A  Qba  (Generator:   Breaking  Tubes. 

Knowing  how  to  make  a  hole  through  a  glass  plate  or  bottle  enables 
one  to  build  up  neat  arrangements  of  apparatus  from  common  materials 
never  intended  for  the  purpose.  To  put  a  hole  through  a  cover  glass 
constitutes  the  simplest  case  and  one  often  required  where  electrolytic 
analysis  is  practised ;  this  is  done  as  follows :  Make  a  few  scratches 
in  the  form  of  an  asterisk  with  the  point  of  a  broken  triangular 
file  dipped  in  turpentine.  Rest  the  cover  on  a  wooden  block  or 
piece  of  cork,  and  turn  the  sharp  point  of  the  file  backwards  and 
forwards :  a  hole  will  be  obtained  in  a  minute  or  two.  With  sheet 
glass  it  is  usually  better  to  do  the  boring  from  each  side.  To  pierce 
the  side  of  a  bottle  make  the  asterisk  and  start  the  hole  with  the 
point  of  a  triangular  file.  Then  break  the  point  off  and  work  with  the 
new  and  larger  point  until  the  indent  is  |  or  J  inch  in  diameter.  A 
smart  tap  will  break  the  file  as  required,  and  the  new  edges  are  very 
able  cutters.  When  the  indentation  is  thus  enlarged  one  of  the  sharp 
comers  of  a  broken  file  can  be  used  to  groove  it  towards  the  centre 
with  almost  as  much  facility  as  a  bradawl  could  be  used  on  hard  wood. 
A  few  turns  of  the  file  clears  off  the  ridges  and  leaves  the  indent  much 
deeper.  When  the  hole  is  much  cupped  and  nearly  through  strike  it 
in  the  centre  with  the  file  tang ;  there  must  be  no  hesitation  in  giving 
the  tap,  and  no  blundering  brute  force.     The  hole  is  then  widened  by 
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working  with  a  tapering  file ;  preferably  a  flat  one,  as  it  does  not  jam 
so  readily.     Porcelain  can  be  similarly  perforated. 

Throughout  the  operations  the  tool  should  be  moistened  with 
turpentine  or  turpentine  and  camphor.  Such  articles  as  bottles  are  con- 
veniently fixed  in  position,  resting  on  a  partly-opened  heavy  drawer. 
As  an  alternative  the  boring  may  be  done  under  water  in  a  wash  basin 
or  deep  sink.  In  this  way  it  is  possible  to  shape  sheet  glass  with  a  pair 
of  scissors,  but  one  must  make  haste  carefully. 

The  gas  generator  (Fig.  84)  is  made  in  the  above 
fashion  from  old  reagent  bottles,  and  it  is  as  eflicient 
as  a  Kipp. 

Thick  glass  combustion  tubing  may  be  broken  by 
heating  a  nicked  portion  between  coils  of  wetted 
filter  paper,  by  soaking  twine  with  alcohol,  wrapping 
it  on  the  tube  and  lighting  it,  and  in  other  ways. 
None,  however,  give  such  good  results  as  the  follow- 
ing: 

Make  a  decided  nick,  and  then  complete  the  circle 
in  a  fainter  line.     Lay  on  the  deeply-notched  point  a 
red  hot  quarter-inch  iron  rod,  and  keep  it  there  until 
it  blackens ;  if  the  fracture  has  not  already  occurred 
touch  the  glass  with  the  tip  of  a  wetted  finger.     The  fracture  is  in 
most  cases  as  even  as  possible,  but  occasional  irregularities  are  levelled 
up  with  the  pliers ;  the  effect  is  greater  and  the  danger  of  fracture  less 
if  the  pliers  are  used  from  the  outer  diameter  of  the  tube. 

When  working  thinner  tubing  before  the  blow-pipe  it  may  be 
broken  by  drawing  the  sharp  wetted  edge  of  the  file  lightly  over  the  still 
hot  glass. 

9.    Hastening  EvaiK>ration8. 

Evaporations  in  either  crucibles,  dishes,  or  beakers  may  be  hastened 
by  blowing  a  stream  of  air — better  if  heated — over  the  surface  of  the 
boiling  liquid ;  in  this  way  the  operation  may  be  safely  conducted,  when 
otherwise  a  great  deal  of  spattering  would  occur.  When  a  solution  is 
being  evaporated  with  a  view  to  ignition  of  the  residue,  the  evaporated 
surface  may  be  increased  by  placing  a  piece  of  crumpled  ashless  paper 
so  that  it  shall  be  almost  wholly  above  the  surface  of  the  liquid. 

10.  Mixing  Dry  Powders. 

Dry  powders  are  more  easily  and  thoroughly  mixed  by  shaking  in  a 
stoppered  bottle  than  by  turning  over  and  over  again  with  a  spatula. 
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The  tall  fomis  of  weighing  bottle  are  very  convenient  for  use,  and  we 
find  it  well  to  retain  a  small  one  solely  for  shaking  up  powdered  alloys 
which  need  combusting  with  some  oxidizing  reagent ;  and  a  larger  one 
for  mixing  powdered  materials  with  sodium  carl)onate,  the  tribaaic 
reagent,  etc. 

11.  Powdering  Samples. 

For  crushing  metallic  alloys  a  steel  mortar  is  indispensable.  One 
of  a  convenient  shape  is  shown  in  Fig.  85.  It  wears  well  if  made 
from   the    best   procurable    chisel    steel    containing   about    1*10    per 

cent.  carl)on.  The  separate  parts  are  made  to  fit 
easily,  and  the  faces  of  the  mortar  and  pestle  are 
hardened. 

The  pestle  of  an  agate  mortar  can  be  used  more 
effectively  and  with  less  labour  if  it  is  fitted  into  a 
file  handle  and  fastened  with  shellac.  The  grinding 
of  some  powders  in  the  *  agate'  is  much  facilitated 
by  moistening  with  water. 

Earthenware  mortars  are  generally  too  soft  to  be 
safely  used  for  grinding  samples ;  but  it  must  not  be 
forgotten  that  in  this  respect  even  they  should  some- 
times be  used  in  preference  to  the  common  bowl- 
shaped  iron  mortar.  Both  kinds  are  apt  to  be  con- 
siderably abraded  by  the  samples  ground  in  them,  and  the  nature  of 
the  impurity  thus  introduced  is  sometimes  of  great  moment.  For 
instance,  magnesia  or  silica  bricks  crushed — ^as  is  by  no  means  un- 
common— in  an  iron  mortar  would  pick  up  a  considerable  amount  of 
metallic  iron:  the  harder  portion  of  the  magnesia  might  be  quite 
grey  even  through  admixed  iron  before  it  was  fine  enough  to  pass  a 
sixty-mesh  sieve.  In  the  subsequent  analysis  the  ferric  oxide  would 
be  considerably  increased  by  this  means,  and  a  determination  of  the 
ferrous  oxide  would  be  hopelessly  wrong.  To  minimize  this  error 
one  may 

1.  Use  a  mortar  made  of  hardened  steel. 

2.  Powder  as  much  as  possible  by  stamping  rather  than  grinding. 

3.  Go  through  the  powdered  sample  with  a  magnet  if  it  contains  no 
other  magnetic  constituents. 

By  grinding  ten  grams  of  glass  to  a  uniform  size  in  mortars  made  of 
agate,  bottle  glass,  hardened  steel,  and  cast  iron,  Hempel  found 
hardened  steel  to  be  undoubtedly  the  ])est  material.  The  agate  mortar 
lost  eight  times  as  much  in  weight  as  the  steel  mortar. 
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12.  Bepairing  Furnace  Casmgs  (Fletcher's  Instructions). 

All  internally  fired  refractory  casings  crack  in  use,  generally  at  the 
first  heating.  The  cracks  are  usually  of  no  importance,  and  do  not 
affect  the  working  or  permanence  of  the  casing.  Any  repairs  necessary 
can  be  made,  or  broken  parts  joined  together  by  a  freshly  mixed  paste 
of  fluid  silicate  of  soda  with  ordinary  fire  clay,  the  surfaces  of  the 
fracture  being  6rst  moistened  M^th  the  silicate  solution  to  ensure 
adhesion.  For  furnaces  working  at  very  high  temperatures  no  more  of 
the  solution  should  be  used  than  is  absolutely  necessary.  The  furnace 
can  be  used  at  once  without  drying. 

13.  Saah  Cords. 

Even  if  no  account  be  taken  of  the  inconvenience  of  ha^dng  repairs 
done,  it  is  more  economical  to  replace  the  ordinary  sash  cord  by  catgut 
of  about  the  same  thickness.  The  pulley  over  which  the  cord  runs 
should  be  made  entirely  of  brass.  Friction  may  be  minimized  by 
coating  the  parts  with  black-lead. 

14.  The  Goiifltitation  of  Iron  and  SteeL 

During  recent  years  the  researches  of  Carnot  and  Goutal  have 
elucidated  many  points  in  the  constitution  of  iron  and  steel  materials. 
Their  chief  conclusions  have  been  summarized  as  follows:^ 

Sulphur  is  usually  combined  nearly  entirely  with  manganese  as  MnS, 
the  excess,  if  any,  being  present  as  FeS. 

Phosphorus  is  combined  directly  with  iron  as  FcjP. 

Arsenic  is  nearly  always  free,  or  exists  as  a  solid  solution,  but  after 
hardening  it  is  partially  combined  with  iron  as  FcgAs. 

Silicon  is  usually  in  the  free  state  in  cast  irons.  It  can  also  unite 
with  iron  and  manganese  to  form  MnSi  and  FeSi,  but  the  latter  is  dis- 
sociated on  slow  cooling  or  at  least  cannot  then  be  isolated.  The 
silicide  MnSi  is  not  dissociated  by  cooling.  Ferro-silicons  contain  both 
FeSi  and  FcjSi. 

Carbon  is  combined  with  both  iron  and  manganese.  In  ferro-man- 
ganese  it  forms  double  carbides  four  of  which  the  authors  (C.  &  G.) 
have  isolated:  Fe3C.4Mn3C;  Fe3C.2Mn3C;  2Fe3C.Mn8C;  and 
4Fe3C .  Mn3C.  The  latter  appears  to  exist  in  pig  irons  and  speigel- 
eisens ;  the  excess  of  carbon  exists  in  combination  with  iron  as  FcjC. 

^  Journal  Iron  and  Steel  InstituUt  1901,  i.  509. 
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The  result  is  very  striking  if  the  ordinary  analysis  of  a  pig  iron  is 
arranged  in  accord  with  the  above  statements,  thus : 

Per  oeut 
Combined  Carbon, 2*45 

Graphite, O-gO 

Silicon,  --------..  0*63 

Manganese, 2-00 

Sulphur, ().12 

Phosphorus, q.15 

Arsenic, 0-05 

Iron* 94-00 

100-00 
becomes  .^^_ 

Percent. 

Manganese  Sulphide  (MnS) 0*33 

Iron  Phosphide  (Fe,?), 0«9g 

Manganese  Silicide  (MnSi), 0*62 

Carbide  of  Iron  and  Manganese  (4Fe3C.  MnjC),  7*48 

Carbide  of  Iron, 24*70 

Carbon  as  an  indefinite  Sub-Carbide,      -                         .  0*32 

„    as  Graphite, 0*60 

Silicon,  non-combined, 0*42 

Arsenic,  free, q-qq 

Iron,  free  or  as  indefinite  Hydride  or  Carbide,       -        -  64*52 

100-00 

15.  Abstract  of  Franz  Hnndeshai^en's  iMiper :  ''  Analytical  Studies  on 
Phospho-dodecamolybdic  Acid,  the  Conditions  of  its  Formation, 
and  its  separation  as  an   Ammonium  Salt."    {Zeit,  fur  AnaL 
ChemUy  xxviii.  141,  and  Chmicitl  Xfics,  Ix.  169,  177,  188,  201 
and  215.) 

1.  Influence  of  th^  Xaturf  of  the  Solution  upon  th^  Composition  of  the 

Precipitate. 

The  composition  of  the  precipitate  obtained  under  the  most  varying 
conditions,  if  only  free  from  molybdic  acid  and  other  impurities,  after 
washing  with  cold  dilute  nitric  acid  and  drying  at  130**- 150**,  is  in  all 
cases  (XH^)3P04. 12MoO^  whether  the  precipitation  has  been  effected 
in  strongly  or  slightly  acid  nitric,  hydrochloric,  or  sulphuric  solutions, 
containing  more  or  less  ammoniacal  salt,  dilute  or  concentrated,  hot  or 
cold  solutions;  and  whether  the  phosphoric  or  molybdic  acid  was 
present  in  excess  or  not,  or  the  solution  contained  a  foreign  salt  (e,g. 
potassium)  or  not. 

The  precipitate  obtained  with  excess  of  acid,  washed  with  cold  dilute 
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acid,  and  dried  in  the  desiccator  over  calcium  chloride  or  caustic  potash 
to  constant  weight,  contained  two  molecules  of  the  acid,  in  the  presence 
of  which  the  precipitation  ensued  and  which  served  for  washing,  and 
also  one  molecule  of  water ;  thus 

I2M0O8 .  P04(NH4)3 .  2NO3H .  HjO  or 

I2M0O3 .  P04(NHJ8  •  2C1H .  H2O. 
Both  acid  and  water  are  expelled  quickly  and  completely  at  tempera- 
tures exceeding  130**  C, 

The  methods  of  analyzing  the  phospho-molybdate  are  given  here. 

2.  Influence  of  the  Proportion  of  Ammonium  Nitrate  in  the  Solution  upon 

the  Separation  of  the  Precipitate. 

Phosphoric  acid  (sodium  hydrophosphate)  and  molybdic  acid  (sodium 
molybdate)  were  present  in  some  experiments  in  the  proportion  of  1 :  24, 
and  in  some  cases  in  different  proportions.  The  solutions  were  vari- 
ously diluted,  a  measured  amount  of  nitric  acid  added,  the  yellow  liquid 
heated  nearly  to  boiling,  and  a  solution  of  ammonium  nitrate  gradually 
run  in  until  the  precipitate  of  phospho-molybdate  no  longer  increased. 
The  following  phenomena  were  observed  : — At  first  the  precipitate  dis- 
appeared again  regularly  a  short  time  after  the  addition  of  every  drop 
of  the  ammonium  nitrate.  It  did  not  become  permanent  until  a  con- 
siderable part  of  the  solution  had  been  added,  though  it  still  increased 
visibly  with  every  drop,  and  soon  gave  the  solution  a  pale  yellow  milky 
appearance.  In  this  state  the  liquid  did  not  clear  in  the  slightest  even 
after  prolonged  heating,  and  on  attempting  to  filter  it  ran  through 
very  turbid.  A  few  more  drops  of  ammonium  nitrate  condensed  the 
precipitate  and  caused  it  to  deposit,  so  that  when  viewed  against  a  blue 
glass  it  appearied  clear,  and  fmther  addition  of  ammonium  nitrate 
caused  no  precipitate  :  the  phospho-molybdic  acid  was  completely 
precipitated. 

From  these  experiments  it  appears  that,  independent  of  the  propor- 
tion of  phosphoric,  molybdic,  and  nitric  acids,  the  amount  of  ammonium 
nitrate  required  was  essentially  the  same,  i.e,  about  0*4  to  0*5  gram 
per  100  c.c.  Below  0*4  gram  the  solution  was  milky ;  with  more  than 
0*5  gram,  the  separation  of  the  precipitate  (except  when  less  than  0*01 
gram  of  phosphoric  acid  per  100  c.c.  was  present)  was  the  more  rapid 
the  more  phospho-molybdic  acid  was  present. 

In  order  to  effect  the  most  rapid  separation  of  the  phospho-molybdate, 
it  seemed  most  convenient  to  have  from  5  to  10  per  cent,  of  ammonium 
nitrate.     About  three  times  as  many  molecules  of  potassium  nitrate  as 
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ammonium  nitrate  are  needed  to  completely  precipitate  the  phospho- 
molybdate. 

3.  Conditions  of  Temperature  and  Conceniraiion. 

Under  otherwise  favourable  conditions  the  temperature  has  no 
influence  upon  the  completeness  of  the  separation  of  the  phospho- 
molybdate.  The  precipitation  was  the  more  rapid  the  more  of  the 
elements  of  phospho-molybdic  acid  were  present,  and  the  more  strongly 
it  was  heated ;  0*010  gram  phosphoric  acid  (P2O5)  in  100  c.c.  of  liquid, 
which  were  completely  precipitated  from  a  hot  solution  in  a  few 
minutes,  formed  at  common  temperatures  the  first  traces  of  a  precipitate 
in  the  shape  of  delicate  stripes  and  veils  on  the  side  of  the  glass  after 
ten  minutes  with  frequent  stirring.  (These  cloudings  appear  most 
plainly  on  those  parts  of  the  vessel  most  heated  by  the  proximity  of 
the  body.)  The  separation  then  became  more  copious  and  was  almost 
complete  in  2  J  hours.  Under  certain  circumstances  a  mechanical  im- 
pulse is  necessary  to  set  the  reaction  going. 

As  to  the  physical  properties  of  the  precipitates  obtained  at  different 
temperatures  and  under  varying  conditions,  those  thrown  down  from 
very  hot  and  not  too  acid  solutions  }>y  an  excess  of  molybdic  acid 
seemed  on  microscopic  examination  to  be  the  most  perfectly  crystalline. 
The  presence  of  a  sulphate  seems  to  favour  the  crystalline  development 
of  the  precipitate,  but  delays  its  separation.  The  precipitate  from  a 
cold  solution  is  composed  of  spheroidal  granules  of  very  different  sizes : 
that  from  hot  solutions  is  very  uniform  in  its  grain  and  consists  of  dis- 
tinctly formed  octahedra.  This  is  the  reason  why  the  precipitate  from 
a  hot  solution  settles  more  quickly  and  completely,  and  can  l>e  more 
easily  filtered  and  washed. 

4.  Influence  of  the  Acidity  of  the  Solution  on  the  Formation  of  the 

Phoapho-dodecamoiyhda  te. 

If  nitric  acid  is  added  to  a  hot  neutral  solution  containing  the 
elements  of  phospho-dodecamolybdic  acid  along  with  a  suitable  quantity 
of  ammonium  nitrate  we  obser\'e  : 

At  the  first  the  liquid  remains  clear  and  coloiu*less,  but  on  further 
addition  of  acid  there  appear  yellow  colourations  and  turbidities,  which 
disappear  on  stirring.  Then  follows  a  yellowing  colour,  growing  more 
intense  with  incipient  precipitation,  then  copious  yellow  deposits,  which 
subside  more  and  more  perfectly  as  the  acid  is  added.  Finally,  a  visible 
precipitate  is  no  longer  produced  ;    the  separation  is  complete.      A 
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further  slight  addition  of  the  nitric  acid  has  no  influence  on  the  pre^ 
cipitate,  but  a  considerable  excess  produces  a  decomposition.  This 
decomposing  action  is  more  manifest  if  the  nitric  acid  is  added  to  the 
phosphoric  or  molybdic  acid  before  they  are  mixed. 

The  formation  of  the  phospho-molybdate  by  adding  nitric  acid  to  a 
neutral  mixture  of  phosphate  and  molybdate  in  molecular  proportions 
is  shown  to  take  place  in  three  phases  corresponding  to  the  addition  of 
15,  23,  and  26  molecules  respectively  of  nitric  acid.  Twenty-four 
molecules  only  should  be  required  to  form  (NH4)8.P04, 12Mo08;  the 
additional  two  are  combined  in  an  unstable  form,  as  is  represented  at 
the  beginning  of  this  abstract.  An  excess  of  either  component  of 
phospho-dodecamolybdic  acid  in  the  original  neutral  solution  involves 
an  increased  consumption  of  nitric  acid ;  so  that  for  every  six  molecules 
of  ammonium  molybdate  there  are  required  eleven  molecules  of  nitric 
acid,  and  for  each  molecule  of  ammonium  hydrophosphate  about  two 
molecules  of  nitric  acid  for  the  separation  more  than  if  the  substances 
had  been  mixed  in  the  exact  proportion  of  P2O5 :  24MoOg.  This  addi- 
tional amount  of  nitric  acid  forms  with  the  ammonium  molybdate  an 
acid  ammonium  molybdate  containing  only  one  molecule  of  the  l>ase  to 
six  of  the  molybdic  acid,  and  with  the  hydrophosphate  a  dihydrophos- 
phate.  From  these  data  the  author  concludes  that  the  yellow  pre- 
cipitate should  be  a  phospho-dihexamolybdate. 

In  examining  the  dissociation  of  the  phospho-molybdic  acid  under 
the  influence  of  an  excess  of  nitric  acid  by  adding  the  required  quantity 
of  nitric  acid  to  the  mixture  of  ammonium  molybdate  and  nitrate, 
running  in  the  measured  amount  of  phosphate  solution  and  heating,  it 
was  found  that  the  proportion  P2O5 :  24M0O3  was  maintained  as  before. 
When  no  further  precipitate  was  deposited  the  filtrate  was  neutralized 
to  the  most  desirable  point  of  acidity,  and  any  further  precipitate 
determined.  When  from  26  up  to  80  molecules  of  nitric  acid  were 
added  no  dissociation  could  be  observed.  With  100  molecules  the 
dissociation  was  perceptible,  and  from  this  point  it  increased  con- 
tinuously and  rapidly ;  in  the  presence  of  1900  molecules  no  precipitate 
was  formed,  the  dissociation  being  complete. 

In  parallel  experiments  made  to  determine  how  much  molylxiic  acid 
was  needed,  at  different  degrees  of  acidity,  to  complete  the  precipitation, 
it  was  found  that  an  excess  (beyond  the  normal  24M0O3  to  IP2O5) 
almost  exactly  equal  to  the  molybdic  acid  which  remained  in  solution 
through  dissociation,  was  sufficient.  In  a  solution  of  phosphate  there- 
fore which  contains  an  excess  of  nitric  acid  there  must  exist,  besides 
the  quantity  of  MoOg  required  to  form  the  phospho-dodecamolybdate,. 
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1900  -  26 
one  molecule  of  M0O3  to  every  ———=156  molecules  of  free  nitric 

acid  in  excess,  in  order  that  the  separation  of  the  phosphorus  may  be 
complete. 

5.  Influen4x  of  Foreign  Salts  upon  the  FomuUion  and  Separation  of  the 

Phospho-molybdaie. 

As  an  excess  of  phosphate  or  molybdate  in  a  neutral  saline  mixture 
involves  an  increased  consumption  of  acid  in  the  precipitation  of  the 
phospho-molybdate,  so  other  salts  of  polybasic  acids  have  a  similar 
action.  Indifferent  salts  of  monobasic  acids,  e.g.  chlorides  and  bromides, 
have  no  influence  on  the  course  of  the  reaction. 

Of  the  former  salts  the  author  has  studied  ammonium  sulphate  and 
borax.  He  finds  that  sulphuric  acid,  added  to  a  neutral  solution 
containing  the  elements  of  phospho-dodecamolybic  acid  completes  the 
formation  when  as  many  molecules  were  present  as  were  required  of 
nitric  acid  in  previous  experiments,  but  the  conclusion  of  the  reaction 
was  not  so  distinct.  Any  excess  of  ammonium  sulphate  present 
necessitated  the  conversion  of  one-tenth  part  of  it  into  ammonium 
hydrostdphate  by  the  addition  of  extra  acid  before  the  precipitation 
could  be  completed.  In  the  other  case  with  borax,  the  additional  acid 
required  must  be  enough  to  convert  the  borax  to  boric  acid. 

6.   Action  of  Salts,  Water,  and  Acids  upon  the  pre-formed 

Fhospho-  molybdate. 

Perfectly  neutral  and  cold  solutions  of  ammonium  nitrate  and 
ammonium  chloride  do  not  dissolve  any  appreciable  quantities  of 
ammonium  phospho-molybdate,  but  they  eliminate  the  two  loosely 
combined  equivalents  of  acid,  so  that  the  precipitate  after  washing 
with  the  neutral  saline  solution  is  saturated  by  23  molecules  of  alkali 
like  the  phospho-molybdate  dried  at  150°.  Very  dilute  solutions 
dissolve  the  phospho-molybdate  without  decomposition,  but  it  is  re- 
precipitated  on  adding  ammonium  nitrate. 

Nitrates  and  chlorides  of  sodium  and  of  (in  lesser  degree)  potassium 
transform  the  precipitate  to  a  soluble  phospho-molybdate,  re-precipitated 
by  ammonium  salts. 

By  heating  with  water  considerable  amounts  of  phospho-molybdate 
cart  be  dissolved  in  a  short  time ;  ammonium  nitrate  and  nitric  acid 
effect  re-precipitation.  Salts  of  organic  acids  dissolve  the  phospho- 
molybdate  ;  it  is  re-formed,  however,  when  the  organic  acid  is  monobasic 
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if  it  be  set  free  by  a  mineral  acid  in  the  presence  of  ammoniacal  salts. 
Polybasic  organic  acids,  e,g,  tartaric  and  oxalic,  entirely  prevent  the 
re-union  of  the  elements  of  the  phospho-molybdate. 

The  precipitate  is  attacked  by  nitric,  hydrochloric,  and  sulphuric 
acids  in  the  order  named.  The  most  suitable  acid  and  neutral  solutions 
for  washing  the  phospho-molybdate  are  given. 

The  paper  closes  with  particulars  of  the  estimation  of  phosphoric 
acid  by  titrating  the  neutral  or  faintly  acid  solution  with  definitely 
acidified  solutions  of  molybdic  acid.  In  an  appendix  there  are  parti- 
culars of  Finkener's  method  of  direct  weighing  of  the  phospho-molybdate 
and  two  indirect  means  of  estimating  it  depending  on  (1)  saturation 
with  an  alkali ;  (2)  precipitation  of  the  neutral  solution  with  standard 
nitric  acid. 
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TABLE  OF  APPROXIMATE  ATOMIC  WEIGHTS. 
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— 
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Zinc, 
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412° 
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TABLE  OF  FACTORS. 
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A  BIBLIOGEAPHY  OF  STEEL-WORKS'  ANALYSIS 

BY 

HARRY  BREARLEY. 


PREFACE. 

The  following  Bibliography  was  originated  by  an  ambition  to  become 
personally  acquainted  with  every  known  process  for  the  estimation  of 
manganese  in  minerals  and  metals,  but  particularly  in  steel-works' 
materials.  Before  the  ambition  cotdd  be  realized  it  appeared  that 
greater  advantage  was  obtainable  by  taking  in  all  the  elements 
generally  estimated  in  steel-works'  materials  and  making  only  such 
experiments  as  were  needed  to  assist  the  understanding. 

In  order  to  carry  out  the  above  idea,  such  sets  of  jomnals  as  were 
available  were  gone  through  and  an  orderly  arrangement  made  of  all 
relevant  papers.  Many  irrelevant  papers  and  series  of  lectures  were 
also  read,  either  because  they  were  comprehensive  demonstrations  of 
every-day  phenomena,  or  of  physical  and  chemical  laws,  or  because 
they  were  models  of  prolonged  and  delicate  investigations. 

Such  a  Bibliography  is  necessarily  of  most  value  to  the  compiler  of 
it,  but  it  may  be  of  considerable  value  to  others  also,  and  therefore  the 
various  parts  were  published  in  the  Chemical  News  at  intervals  between 
November,  1899,  and  March,  1902.  They  are  collected  here  and 
brought  up  to  the  end  of  1901  at  the  request  of  many — often  per- 
sonally unknown — friends  who  wished  to  have  the  complete  Biblio- 
graphy in  a  handy  f  onn. 

The  compilation  is  made  from  the  following  journals : 

Chemical  News,  from  vol.  i.  (1860). 

Journal  of  the  Society  of  Chemical  Industry,  from  vol,  i.  (1882). 

Journal  of  the  Iron  and  Steel  Institute,  from  1880. 

Journal  of  the  Chemical  Society,  from  vol.  xlvii.  (1885). 

Owing  to  the  numerous  reprints  and  abstracts  these  journals  contain 
the  area  covered  is  a  very  large  one.  The  source  of  the  reprint  or 
abstract  is  not  given ;  this  is  a  serious  bibliographical  error,  but  the 
aim  of  making  the  work  of  practical  value  is  probably  more  nearly 
reached  than  it  would  be  by  numerous  references  to  foreign  journals, 
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which  even  if  they  were  accessible — as  is  rarely  the  case  in  the  neigh- 
lx)urhood  of  steel  works — would  be  unintelligible  to  many  analysts. 
It  will  of  course  often  be  found  necessary  to  refer  through  the  abstract 
to  the  original  paper. 

K  a  reprint  is  available  it  is  referred  to.  WTiere  there  are  only 
abstracts  reference  is  made  to  one  journal  only,  but  in  many  cases  a 
similar  abstract  may  be  found  in  the  corresponding  volume  of  the 
other  journals. 

H.  B. 
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Papers  on  the  relation  of  carbon  to  iron,  its  mode  of  existence  after  various 
kinds  of  physical  treatment,  etc.,  have  been  almost  entirely  neglected. 

The  processes  for  estimating  OOg  in  various  solid,  liquid,  and  gaseous 
compounds  and  mixtures  have  also  been  neglected,  either  because  they  are 
more  properly  treated  in  another  section,  or  are  only  of  second-rate  interest 
in  the  steel  works'  laboratory.  For  a  like  reason,  a  large  number  of  papers 
on  organic  analysis — of  which  the  estimation  of  carbon  after  its  separation 
from  iron  is  but  a  particular  case — are  not  referred  to.  These  omissions  are 
not  intended  to  suggest  what  may  and  what  may  not  be  neglected  in  an 
analyst's  equipment.  Some  such  omissions  were,  however,  necessary  in  a 
compilation  which  aims  at  making  each  reference  bear  directly  on  the 
practice  of  steel  works'  laboratories. 

The  following  is  the  classification  adopted  : 

I.  Direct  CoMBUSTioNa 

a.  Dry  Way. 

b.  Wet  Way. 

II.  Modes  of  BsLBASiyo  the  Carbon. 

III.  Estimating  the  Liberated  Carbon. 

a.  By  Weighing  the  Dried  Residue. 
6.  Dry  Combustion  of  the  Residue. 

c.  Wet  Combustion  of  the  Residue. 

d.  Volumetric  Estimation  of  the  Residue. 

IV.   COLORIMBTRIO  ESTIMATION. 

a.  Eggertz  Process  and  Modifications. 

b.  Tintometers  and  other  Apparatus. 

y.  Other  Processes  for  Estimating  Carbon. 
VI.  Estimation  of  Graphite. 
YII.  Miscellaneous  Notes. 
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I.  Direct  Oombustioii  of  the  Sample. 

a.  In  the  Dry  Way  (see  also  58,  84,  126,  184) : 

1.  Mulder  (C.  N.,  v.,  6  and  210). — Cast-iron  mixed  with  pumioe  stone  is 

burned  in  oxygen.  Begnaiilt's  mixture  of  KCIO3  and  PbCr04  ^^^^  ^^^ 
liberate  chlorine. 

2.  Hermann  (C.  N,^  xl.,  263). — Direct  combustion  in  O  in  a  short  platinum 

tube.    The  Fe^Os  formed  verifies  completeness  of  the  combustion. 

3.  FSrster  {J.  I.  S,  /.,   1896,  iL,  588).— Ignite  with  PbCr04  ^  small 

porcelain  retort.  Large  pieces  of  iron  are  oxidized  more  readily  than 
very  fine  powder. 

4.  LoRENz  (J.  C.  8,^  Ixiv.,  ii.,  291  ;  and  Ixvi.,  ii.,  119). — Mixture  of  steel  and 

FbCrO^  ignited  to  white  heat  in  oxygen. 
6.  Ljubavin  {C,  N,^  Ivii.,  221). — PbCr04  may  evolve  COj  on  ignition;  it 
should  be  fused  in  a  Cu  crucible.     Or  KHO  (Phipeon,  C.  N.y  xxL,  263), 
which  causes  low  results. 

6.  Pettersson  {J.  L  S.  /.,  1890,  ii.,  852).— Steel  decomposed  with  KHSO4 ; 

CX),  and  SO,  absorbed  in  NaHO  and  Ba(H0)2 ;  SO,  oxidized  to  SO,, 
and  CX)2  liberated  with  acid.  Graphite  is  collected  in  a  Ft  funnel  and 
burned  in  air  and  nitrous  fumes.  Later  («/.  /.  S,  /.,  1893,  iL,  627),  SO, 
is  retained  by  CrOs  and  gases  passed  over  CuO  into  Ba(HO)^ 

7.  Blair  (J,  S,  C.  /.,  1901,  70). — C  in  ferro-chromium  estimated  by  fusing 

with  KHSO4. 

8.  Schneider  {J,  L  8,  /.,  1894,  ii.,  488). — ^The  filings  are  indirectly  oxidized 

by  igniting  with  metallic  Fb  or  Cu.  Carbide  carbon  is  separated  from 
iron  with  very  dilute  H2SO4.  Later  («/.  /.  8,  /.,  1896,  i.,  531),  purified 
phospho-copper  is  used  instead  of  powdered  Cu. 

9.  Brearlet  and  Leffler  {C,  N,^  Ixxv.,  241,  263,  etc.)— Carbon  in  ferro- 

chromium  can  be  estimated  by  igniting  with  FbCr04,  CuO,  or  FbO^ 
FbCr04  and  CuO  require  high  temperatures,  PbO,  does  not. 

10.  RozYETTi  {J,  8,  C.  /.,  1899,  865). — Direct  ignition  of  fine  steel  borings  or 

powdered  ferro-chromium  with  pure  AI2O3  ;  the  process  completed  in 
thirty-five  to  ninety  minutes. 

11.  San  ITER  {C,  N,,  Ixxv.,  287  and  311). — Ignites  with  a  mixture  of  litharge 

and  CuO. 

12.  Brearlet  {C.  ^.,lxxxi.,  91). — Distinguishes  between  steel-making  alloys 

where  C  is  obtainable  by  direct  ignition  alone  and  those  requiring  a 
reagent. 

13.  Brearlet  {C.  iV.,  Ixxxiv.,  23,  46,  and  59). — Summarizes  reagents  pro- 

posed for  direct  combustion.     Advantages  of  Fbs04  and  BijO^. 

14.  Blount  {J,  L  8.  /.,  1900,  ii.,  573). — Steel  filings  are  completely  decar- 

bonized at  1100-1200'*  C.  Tubes  are  liable  to  fracture  at  such  tempera- 
tures. 

15.  Farrt  (J.  I.  8.  /.,  1880,  442).— Has  always  been  able  to  detect  00  in 

steel.  (Would  this  heighten  the  results  obtained  by  direct  combustion? 
— H.B.). 
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16.  Funk  {J,  C,  S.^  Ixx.,  ii.,  274). — The  C  in  Zn  is  determined  by  direct  com- 

bustion in  oxygen. 

b.  In  the  Wet  Way : 

17.  JuPTNER  (J.  /.  S,  /.,  1883,  779).— The  sample  is  digested  with  CrOs  and  a 

large  amount  of  H2SO4.  The  evolved  gases  are  dried  and  passed 
through  KHO  (see  184). 

18.  Gmelin  {J,  I.  S.  /.,  1885,  246).— Very  much  like  Juptner's  process. 

19.  Hempel  («/.  /.  S.  /.,  1895,  i.,  503). — Decompose  sample  with  CrOs  and 

H2SO4  in  the  presence  of  Hg ;  measure  the  CO2  evolved,  after  exploding 
in  a  pipette  to  destroy  hydrocarbons.  No  hydrocarbons  are  evolved  on 
treating  grey  pig-iron. 

20.  WiBORO  {J.  S.  a  /.,  1887,  748 ;  and  1890,  768).— Treat  Fe  with  CUSO4, 

and,  without  filtering,  oxidize  C  with  OrOj+HjSOf ;  measure  CO^  in 
tube.  The  deposited  Cu  protects  Fe  from  acid  until  a  high  tempera- 
ture is  reached  ;  at  lower  temperatures  hydrocarbons  are  evolved. 

21.  VoN  Reis  (•/.  /.  S,  /.,  1888,  i.,  376 ;  and  1889,  ii.,  475).— Describes  and 

commends  Wiborg's  process. 

22.  JuPTNER  {J.  C,  S.f  Ivi.,  186). — Describes  Wiborg's  process. 

23.  LuKQS  and  Marculewski  (J.  C.  ^.,  Ixiv.,  ii.,  45 ;  Ixxiv.,  ii.,  188 ;  and 

J.  L  S,  /.,  1894,  ii.,  484). — Modified  Wiborg  process.  H^Oj  is  used  to 
generate  O  in  the  liquid,  so  as  to  expel  CO2.  Separation  of  Fe  with  Cu 
solution  and  wet  combustion  of  residue  inaccurate  (see  also  J.  C.  S.^ 
Ixii.,  531). 

24.  Donate  and  Erlbnhofer  {J.  I.  S.  /.,  1897,  ii.,  496). — A  modification  of 

Wiborg's  process. 

25.  Rbinhardt  {J.  I.  S.  /.,  1892,  ii.,  511). — Gases  burned  to  CO2  by  passing 

over  electrically  heated  Fd  spiral,  and  measured  over  Hg.  Later 
(J,  L  S.  /.,  1893,  i.,  403)  uses  heated  platinized  asbestos  or  prepared 
pumice. 

26.  Blair  (J.  C,  S.,  Ixx.,  ii.,  544). — A  modified  Wiborg  process.    Combustion 

made  with  Cr03  +  H2S04-HHsP04,  and  CO2  measured  over  Hg. 

27.  RouFF  (J.  S,  C,  /.,  1899,  176).— Sample  decomposed  with  CUSO4  and  a 

mixture  of  sulphuric,  chromic,  and  phosphoric  acids.  The  evolved  CO2 
is  measured.     Not  so  good  for  ferro-alloys  as  for  steels. 

28.  Campredon  (J.  S.  C,  /.,  1898,  ii.,  84). — Uses  Wiborg's  process  after  sepa- 

rating the  C  or  graphite. 

29.  Koch  (t/1  S,  C.  /.,  1894,  979). — Like  Juptner,  but  passes  gases  over  hot 

CuO.  Special  apparatus  illustrated.  See  also  Wust  {J.  8.  C,  Ixx.,  449); 
GocKEL  {J.  S.  a  /.,  1900,  1041);  and  Schmitz  (J,  S.  C.  /.,  1901,  934). 

30.  VoN  Reis  {J,  L  S.  /.,  1894,  ii.,  486). — Hydrocarbons  are  given  off  from 

direct  combustion  with  CrOs  and  H2SO4  ;  H2SO4  absorbs  them  ;  there- 
fore dries  with  phosphoric  anhydride  instead.  Addition  of  CUSO4 
lessens  evolution  of  hydrocarbons.  A  constant  error  of  2  per  cent,  is 
allowed  for.  (See  also  J.  L  S.  /.,  1888,  i.,  374.)  Pumice  moistened 
witli  KHO  a  better  CO,  absorbent  than  KHO  bulb. 
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31.  Wood  {J,  S.  C.  /.,  1884,  652). — Decompose  sample  with  acid,  pass  gases 
through  H2SO4,  alkaline  Pb  solution,  and  combu^tion  tube  into 
KHO.    (See  also  68,  70.) 


n.  Modes  of  Beleasing  the  Oaxbon. 

32.  Wetl  {C.  N.,  v.,  170).— The  sample  is  made  the  +  pole  of  a  dilute 

HCl  cell.  C  residue  retains  form  of  the  sample.  The  process  was 
previously  suggested  by  Binks  (C.  N.,  v.,  262). 

33.  Osmond  and  Wbrth  (C.  iV.,  Ivi.,  35). — Re-heated  steel  attacked  by 

Weyl's  process  leaves  a  C-Fe  residue  which  is  explosive  or  spontaneously 
combustible. 

34.  Blount  {C.  N.,  Ivii.,  28). — Place  borings  on  Pt  plate  in  Gu  solution,  and 

suspend  Cu  plate  thereover.  Pass  current  so  that  Cu  is  removed  from 
borings  nearly  as  quickly  as  it  is  deposited  on  the  upper  plate.  Escape 
of  hydrocarbons  thus  obviated. 

35.  JcTTSUM   (C.   jy.,  xli.,  17). — Solution  in  acid  Cu  solution  leads   to   loss 

through  evolution  of  hydrocarbons.  Uses  Weyl's  process.  Rubber  to 
limit  action  to  a  portion  of  the  rod.  Filters  through  a  straight  tube 
plugged  with  muslin,  sand,  etc.  KHO  containing  KNO^  absorbs  O^ 
and  unduly  increases  the  result. 

36.  Hartley  (C.  N,y  xvi.,  157). — The  gas  liberated  in  WeyPs  process  may  be 

such  as  was  occluded  by  the  iron. 

37.  BoussiNOAULT  (C.   N,,  xvii.,  267). — Powdered  sample  triturated  with 

HgClg,  the  HgOlj  volatilized  in  a  current  of  H,  and  dried  residue 
weighed. 

38.  BoussiNOAULT  (./.  7.  S,  /.,  1886,  822). — Above  process  fails  if  more  than 

2  per  cent.  Or  is  present.  Bums  directly  in  O  for  thirty  hours,  or 
separation  of  Fe  with  CI.  FeW  and  FeMn  are  decomposed  by  the 
latter  method. 

39.  Fbesenius  (C  iV\,  xxi.,  167). — Volatilize  Fe  with  CI.    The  chlorine  must 

be  thoroughly  dry.  See  also  Naumann  and  Mudford  (J.  C.  S.,  Ixxii., 
ii.,  209). 

40.  Fresbnius  and  Hintz  (C.  N.,  Ixi.,  67). — Release  the  C  from  FeCr  in  & 

current  of  CI,  and  bum  with  CrO,  and  B2SO4.  Graphite  is  determined 
on  10  grms.  of  the  sample  after  digesting  for  weeks  in  oft-renewed  HCl. 

41.  Watts  (C.  N.y  xlv.,  279). — Discusses  various  modes  of  releasing  the  C. 

Volatilize  Fe  with  CI  in  fifteen  minutes ;  describes  apparatus  and  pre- 
cautions. 

42.  GiNTL  (J.  I.  S.  /.,  1885,  589). — Chlorine  should  be  passed  over  heated 

charcoal  before  being  used  to  decompose  the  sample.  When  Fe  is  rich 
in  manganese  MnCl2  envelopes  the  C  residue,  and  necessitates  the 
subsequent  use  of  a  CI  absorbent. 

43.  ScHUTZENBKRGER  and  Bourgeois  (C.  N.j  xxxi.,  207.) — White  cast-iron 

decomposed  with  CuSO^  and  an  acid  solution  of  FejClg.  The  dried 
residue  is  a  hydrate  of  carbon. 
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44.  Hooo  {C,  N.f  Iviii.,  199). — Fe^Cl^j  may  be  used  to  decompose  the  pre- 

cipitated Cu,  or  initially  with  the  heated  copper  solution.  If  used  alone 
it  CHUses  loss  of  C.    Siliceoas  steels  filter  badly  after  standing. 

45.  Zaboudskt  (C,  N.^  1.,  57). — Triturates  in  a  pasty  mass  of  cuprasodium 

chloride.  Cu  dissolved  with  FejCl^.  Results  of  the  colour  process  not 
comparable  if  metals  are  of  different  origin. 

46.  Lanolst  {C,  N,^  Izii.,  227). — *'  International  Standards' "  work.    Values 

from  1'02  to  1*15  per  cent,  due  to  use  of  variously  crystallized,  acidified^ 
etc.,  Cu  solutions. 

47.  Laxolet  (•/.  /.  S.  /.,  1891,  ii.,  321). — Above  results  due  to  tarry  matter 

(pyridine)  in  cuprammonium  salts.    Recommends  cuprapotassium  salts. 

48.  Drown  (C  N.^  Ixix.,  5). — Acidified  CuCl^  promptly  dissolves  the  iron 

and  gives  good  results. 

49.  Arnold  {Sud  Works  Arialysisy  p.  29).— Has  observed  bubbles  of  gaseous 

hydrocarbons  on  using  acid  CuClj  (see  337). 

50.  Dudley  and  Pease  (•/.  /.  8.  /.,  1894,  i.,  609). — Decompose  Fe  with  cupra- 

potassium chloride.    Duplicates  agree  to  0*005  per  cent. 

51.  Carnot  and  Goutal  {J,   C.  S,y  Ixxii.,   ii.,   520). — Dissolve  in  cupra- 

potassium chloride  in  an  atmosphere  of  COg  at  90**  C.  I'he  moist  residue 
is  burned  in  oxygen. 

52.  Carnot  and  Goutal  (Jl  S.  C'  /.,  1899,  521). — Blair's  recommendation- 

dissolving  in  an  HCl  solution  of  cuprapotassium  chloride — leads  to 
loss  at  temperatures  of  70°  and  over.  Dissolving  in  faintly  acid 
solutions  at  95''  in  atmosphere  of  COs  rapid  and  reliable,  except  for 
Fe-Mn. 

53.  Galbraith  (C.  N,^  xxxv.,  151). — The  iron  of  chromium  steels  refuses  to 

replace  copper  in  the  solution.  (This  certainly  is  not  the  case  with 
cuprammonium  chloride. — H.  R).  ' 

54.  FoBRSTER    ((7.    N.y  Ixxii.,  293). — Some  kinds    of    wrought    iron,  and 

tungsten  steels  especially,  evolve  hydrocarbons  on  being  dissolved  in  a 
quite  neutral  solution  of  cuprammonium  chloride.  Cuprammonium 
oxalate  is  suggested. 

55.  Brand  {J.  /.  S.  /.,  1887,  ii.,  364). — ^On  separating  the  C  with  neutral  or 

basic  cuprammonium  chloride,  hydrocarbons  are  evolved,  and  tungsten 
steels  are  hardly  worse  than  other  kinds.  The  loss  is  very  serious  in 
low-carbou  steels. 

56.  Brand  (J.  C.  <S'.,  Hi.,  866). — Decompose  with  HCl  containing  24  per  cent. 

Br ;  destroy  Br  with  ammonium  oxalate.  Use  Ag  spiral  in  com- 
bustion-tube to  retain  traces  of  Br. 

57.  M0188AN  {J,  C.  S,y  Ixx.,  ii.,  339).— Carbon  is  liberated  from  Al  with 

HgCl^  Hg  volatilized  in  H,  and  residue  burned  in  oxygen  (see  37). 
GoNTBiERE  {J,  S,  C.  /.,  1896,  830)  uses  cuprammonium  chloride  and 
wet  combustion  for  Al  and  alloys. 

58.  Blair  (C,  N.^  Ixiv.,  66). — The  HCl  solution  gives  higher  results  than  the 

neutral  solution  of  cuprammonium  chloride.  Determines  C  by  direct 
combustion    and    volatilizing    Fe  in    HCl.      Cuprous   chloride    and 
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anhvdroiM  CnSO|,  the  m^^t  effideiit  pnriliers  of  CO^.     Repetition  of 

Dntlley's  work  (46Jl 
59.  GiajLRD  {J,  L  <5.  I^  I8d9,  L,  464)l — Uses  the  cnpraaunoaiam  chloride 

process   for  estimating  C  in  FeC'r  or  FeSi,  for  which  the  chrome^ 

anlphnric  acid  process  ia  not  satiafactorv. 
^/X.  BKCAU.ZT  (C  JT^  Ixxir.,  63)l    The  disdolvin^  sun  pie  is  kept  stirred  Lj 

attaching  the  containing  tfasksv  fitted  with  tabes,  to  the  filter- pomp. 

Tigorons  shaking  in  a  cl«)«ed  fbL«k  prepare^  a  aanipie  for  wet  cooi- 

bii.<4tion  in  fifteen  miatites. 
<51-  J.  T-  {C.  jr.,  Ixxix.,  \^y — Accessory  to  above  stirrer.     EsaniiuatioQ  of 

the  decom position  of  steeU  with  cnprammoQiam  chloride  and  coiitinced 

re-i]2<e  of  the  same  liqnor. 
^2-  Saruest  (J.  S.  C.  /,  19»>">,  6DiX — Re-oiidize»  cuprap^taasio  chloride  for 

farther  ose  bj  pa^in^r  CT. 
63l  BecncLi^GHAUSEir  (J,  C.  S.^  Ixiii.,  ii.,  ll>). — A  shakin:^  apparatus^  driveu 

bv  a  jtmall  motr>r. 

64.  DcssTAS  and  Im«05D  (C.  Ju  Ixv^  14S|. — A  simple  shaker,  aLio  drireu 

bv  a  mot<'»r. 

65.  Wdowiszewski  (J.  I.  S.  I^  I'^ljw^,  ii-,  o-^o). — Di-^si^Ives  the  sample  of  i»teel 

in  cnpramm«^ni>im  chloride  with  a  shaking  apparatus  in  five  to  ei^ht 
minutes. 

66.  Zabocd6KT  (J.  I.  S.  /.,  I'^-^i  357 . — After  treating  white  pig-iroa  with 

CuCU  the  residue  is  ^-nH^O,.     It  can  be  eaailv  nitrated. 

67.  Z-%B'>rMrr  r/.  /.  5.  /.,  1N34,  2!>7X— Liberated  with  CnS^J^  and  NaCI :  the 

drieil  rej*idae  contains  Tarving  percenta:ies  ot  C,  ajo>r»liug  to  the 
iiatnre  of  the  sample.     Extremes,  65-5  to  71  per  cent. 

68.  I>»5.iTH   {J.   /.  ^.  A,  l'^^^'  i-  4::<Ji.— EiamiLAtiou   of   the   C   residue. 

Nitro-derivative  prepared  therefrom  id«fntii.-al  with  the  sul^taiice  iriving 
Ecrj^Ttz  coloar.  All  the  cr.mbined  carb^^n  L*  not  evulveii  ou  di:5ci5oiving 
in  diinte  acid. 

69.  JrjPT^ER  (J.  I.  S.  /..  1*96.  ii-,  422>— ^f^wwi^'of  the  examination*  made  of 

thr-  carij«»nace«jas  re^iidue,  gases  liberate*!  on  dissi'Iving  steel  and  the 
state  in  which  C  exists  in  str^L 

70.  BacksTRoM  and  Paijctix  (J.  C.  51,  liv^  4£t:a — V.^Iume  aL.l  character  of 

^-•es  evolved  on  decomposing  steel  with  acids  ;  liquid  hTdixcarbocs 
f*  •rt.i»r«L 

ITT-  EBtinutiiig  the  Libented  Cubon. 

a.    W^t'ghifig  the  DnWl  R-*riili^  : 

71.  E»>^ERTZ  iC.  X,  Til..  254).— Ir^n  «.*r<»ratal  with  iodine  ai.d  dried  residue 

weizhel,  or  Fe  striarateii  with  C  :CU  and  resid-s*?  cciubrste«L  Graphite 
separated  with  HCl ;  rwidae  drie»i,  wri^-hed,  and  ijuit^d.  I>e:«cribes 
a:«o  the  colour  process  and  some  of  its  liniitati^-iis.  Later  (C  S^ 
x.iv.,  173)  ases  i'j^line  di'*^jlved  in  ferric  u.<i:de  for  seraniting  the 
carb  n. 
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72.  WiTTSTEiN  ((7.  N,^  xxii.,  311). — Dissolve  in  CUSO4+CUCI2,  weigh  dried 

residue.    Loss  on  ignition  ==C  (see  67). 

73.  BoussiKQAULT  (C.  N.^  xxii.,  317). — Separates  with  HgGj  (37)>  ignite 

residue  at  dull  red ;  loss = carbon.    Ignite  in  O  current ;  loss  =  graphite. 

74.  Heid  {C.  N.^  Ixxvi.,  183). — ^After  treating  with  alcohol  and  ether,  the 

residue,  dried  at  120*"  C,  is  ignited ;  lo8s=C.  Graphite  estimated 
similarly.     See  also  Hertino  {J,  C,  5.,  78,  11,  245). 

75.  Dougherty  (C,  N.^  Ixxx.,  121,  146,  242,  and  266). — Liberated  carbon 

washed  with  hot  dilute  HNO3,  dried,  and  ignited;  1ossxO'675bC. 
Graphite  similarly.  Not  available  for  FeMn.  See  also  Aucht  {J,  L 
S,  /.,  1900,  674). 

b.  Dry  Combustion  of  the  Residue  : 

76.  Abel  {C,  N,^  vi.,  133). — Dissolve  in  acid  CuCli  (see  49),  and  bum  residue 

with  CuO.  Liberate  graphite  with  HCl,  separate  SiO.^  with  KHO, 
dry,  and  weigh. 

77.  Tosh  {C.  N.,  xvi.,  67). — Describes  Regnault's  (combustion  with  PbCrO^ 

and  KCIO3),  Fresenius's  (dissolve  in  H2SO4,  pass  gases  over  CuO,  and 
estimate  C  in  residue),  Wohler's  (separation  of  Fe  with  CI,  and  com- 
bustion of  the  residue),  and  Weyl's  (32).  Critical  remarks  on  each 
process. 

78.  Forbes  {C,  N.^  xvi.,  105). — Mainly  like  Abel  (76).    Dissolving  for  ten  days. 

79.  PiESSE  (C.  iV^.,  xxviii.,  198). — Decompose  with  warm  acid  cuprasodium 

chloride  (see  52).    Bum  residue  with  CuO. 

80.  Turner  {C,  N.,  lii.,  15). — Decompose  with  cuprammonium  chloride  (see 

184).  The  filter-tube  is  also  the  combustion  tube  when  resting  on  a 
small  sheet-iron  stand. 

81.  Clemence  {C.  A^.,  idviii.,  206). — Also  burns  the  C  in   the  (platinum) 

filtering-tube. 

82.  Dbvillb  and  Troost  (C.  JV.,  vii.,  294),  and  Randall  (C.  N.,  76,  168).— 

Platinum  tubes  are  porous  to  gases  and  vapours  at  high  temperatures. 

83.  Lanolet  {C,  N,,  Ixii.,  218,  and  J.  L  S.  /.,   1890,  ii.,   583).—"  Inter- 

national Standards' "  work.  The  CO2  is  purified  with  CuO,  Ag,  AgjSO^ 
or  CUSO4  pumice,  and  CaCla  before  being  absorbed.  An  acid  Cu 
solution  gives  higher  results  than  a  neutral  one.  Anhydrous  CUSO4 
pumice  soon  becomes  inefficient. 

84.  Shimer  (C,  N.J  Ixiv.,  43). — Akin  to  Langley's  paper.     Direct  combustion 

of  the  same  samples.  After  liberal  use  of  HCl  all  chlorides  may  be 
washed  from  the  C  residue. 

85.  Drown  (C  N,^  Ixix.,  4). — Oxygen  passed  over  hot  CuO  before  using.    CI 

retained  by  Ag,  FeSO^,  and  anhydrous  CUSO4.  KHO  bulb  absorbs  all 
the  CO2  (see  113),  and  CaCla  prolong  all  the  moisture. 

86.  Sbimer  (•/.  S,  C.  /.,  1899, 863,  and  J,  (7.  S,,  Ixxx.,  ii.,  477).— The  combustion 

is  successfully  made  in  an  ordinary  platinum  crucible  fitted  with  a 
water-cooled  stopper.  Apparatus  serviceable  for  other  operations 
generally  requiring  a  tube. 
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87.  DuFRi  axbd  Hake  (C.  X,  xliiL,  6&> — Ahuorb  COj  in  barrta  water,  eooTert 

BbCX>|  to  BtSO^     BaSOf  weighs  19'4  tinm  as  much  as  the  original 

carbon. 
SB.  GtxMTH  and  Pkbus  (C  JT,  Ixtti.  194V— Estimation  of  CO,  as  in  87. 

Special  apfMuataa  to  collect  CO,.     BaCO,  washed  amier  a  protecting 

laTer  of  XTleae. 

89.  PKKLn  (C  X.  IxxiT^  65X-  Edtimates  excess  of  Ba(HO)s  ^^  iodine 

and  araenioos  acid^ 

90.  R:cHARD603r  (J,   C   S.,  \jlw^  469> — ^Apparatus  for  absorbing  CU^  in 

Bs(HO)2. 

91.  HjkSDT  {J.  L  S.  A  1*^95,  iL,  5^9).— Absorbs  CO,  in  Ba(HO)^  and 

weighs  BaCO,  or  titrates  excess  with  H^SO^ 
92L  Moia:iA7  {€.  Jf^  IxxiL,  2). — Carbon  is  separated  firom  Mo  with  CI,  and 
the  residue  combusted ;  or  aampie  decomposed  with  acid  in  a  stream  of 
oxyzen  which  passes  over  CuO  into  KHO.    The  graphite  »  deter- 
mined in  the  resiidne. 

93.  Bktsytillm  (J.  L  &  /,  1896,  i.,  230).— C  liberated  with  CI,  mixed  with 
PbCrO,  and  KjCr^iJu,  and  burned. 

^4.  Bloc3T  (  C  X,  IviL,  27). — Irregular  results  of  Fresenios's  process  (77)  due 
to  formation  of  liquid  hjdrocarbona.     (See  66  and  70.) 

9o.  Philufs  {J.  L  S.  /.,  1*^7,  ii,  372,. — A  solution  of  KfiO  in  glycerin  is 
used  to  absorb  COj. 

96.  Backe  (J.  C.  A,  IL,  253)l — Carbon  contaioing  moi:«tTire  gives  rise  to  Cpj 

when  heated  at  1(>>'  C. 

97.  Stokbs  (C.  X,  Ivii-,  150). — Uses  asl:)est«Ds  instead  of  clay  tilea>  and  an  iron 

crmbustii>n  tnbe  cl«jsed  with  brass  cap  and  leaden  washer. 
9>?.  jERyis   (C.  X,   IxxviL,  5,. — Arched    asbestos  cover  for  combostion 

furnace. 
f/O.  White  (C.  X,  xliv.,  ♦>.'^>.— An  a-*b«stos  stopper  made  by  pressing  the 
moistened  fibres  into  a  mould. 

10»'-  Driiws  (C.  y^  IviL,  223). — Uses  a  funnel  with  so  wide  a  stem  that  the 
dried  asbe3*tos  and  residue  can  be  poshed  down  it  into  the  combustion- 
tube. 

101.  Baz:ffE3tJL3^  (CS^  xlviii.,  16^)u — A  puitiaum  cylinder  fitted  with  a  per- 
forated disc  acts  both  as  filter  atd  b«  at. 

1'^  CAUCg  (C.  X,  iiL,  66,.— The  COj  is  freed  from  SO,  by  passing  through 
heated  Pb^.rO^ 

103.  Etard  (C  X.,  xlvii,  17**  . — Uses  pumice  s«>ak^  with  Cu(X03)j.  and 
ignited  to  provide  the  Cu<J. 

104-  Kjop  (C.  X-,  iv.,  13>— C«'ilects  rapidly  evolved  COj  in  a  rubber 
ba?.  and  subsequently  passes  it  tiiri>u«:h  KHO  (see  C  S^  Ixxv^ 
241  > 

I'jSi.  Rc^ELL  {C.  Jt\  XV ii,  2»->'A — Ir.diiirubb^fr  ar<s4.rl»  m  talie  XEi^ouuts 
of  Cl  J^ 

l"*x  WiLLiAJia  «C  X,  xliiL.  *:•:>,». — Bl^ok  rib''--er  is  very  pervkus  to  iX^ 
Sre  also  KoBBE  iJ,  S.  C  /-  l"^!**.',  1'-72)l 
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107.  EiLOART  (C.  N.,  Iviii.,  284). — ^Tlie  calorimetric  bomb  suggested  as  a  com- 

bustion-furnace. 

108.  Sarqent  (J.  S,  C.  I.,  1900,  692). — Uses  a  special  furnace  arrangement 

for  rapid  combustions.  Betains  01  or  HCl  in  column  of  wet  sand. 
Modifications  by  Job  and  Davis  (J.  C.  S,,  Ixxz.,  ii.,  127). 

c    Wet  Combustion  of  the  Residue: 

109.  Elliot  {C,  ^.,  xix.,  152).  —Liberate  C  with  CUSO4  and  acid  CuClj,  and 

burn  residue  with  CVO3  and  HSO^. 

110.  Cairns  (C.  N,,  xxv.,  271).— Oxidation  with  CrOg  used  for  graphite  and 

for  varieties  of  coal.    See  also  Wiksner  {J,  C.  S,y  Ixii.,  1273). 

111.  Packer  (C.  N.,  xxviii.,  282).--Like  109,  COj  passed  through  H2SO4  into 

the  KHO.     (See  30  and  114.) 

112.  Lanolet  (C.  iV.,  Ixii.,  219). — "International  Standards'"  work.     A 

chlorine  compound  passes  both  Ag^SOf  and  anhydrous  CUSO4  into  the 
KHO.    Precautions  devised. 

113.  Parry  and  Morgan  {C,  N.^  Ixvii.,  175). — Liberate  C  with  neutral  and 

acid  cuprammonium  chloride.  A  little  COj  passes  the  Geissler  bulb, 
and  is  retained  by  soda-lime  (see  85). 

114.  Sarnstrom  {J,  L  S.  /.,  1886,  1016). — The  iodine  carbon  residue  (71)  is 

not  of  constant  composition,  and  hydrocarbons  are  evolved  during  the 
dissolving.  Hydrocarbons  are  evolved  during  combustion  with  CrOg  ; 
these  are  burned  to  CO2  with  CuO. 

115.  Galbraith  {J.  /.  S,  /.,  1897,  i.,  567).— A  process  like  Sarnstrom's. 

116.  KoNiNCK  (J.  C,  S.y  liv.,  1341). — AggSOf  added  along  with  the  CVOg  pre- 

vents even  a  trace  of  chlorine  being  evolved. 

117.  Blum  ((7.  N,^  Ix.,  167). — Ag2S04  does  not  retain  the  chlorine  if  strong 

n2S04  is  used.^ 

118.  AucHY  (•/:  S,  C.  /.,  1898,  604).— The  KHO  should  have  a  sp.  gr.  of  1-40. 

Occasionally  chloro-chromic  compounds  not  oxidized  by  Langley's 
"pyro''  (112)  are  formed.  In  the  wet  combustion  of  graphite  CO  ix 
given  off. 

119.  AucHY  (J.  C,  S.,  Ixxiv.,  ii.,  534). — The  error  due  to  condensation  of 

moisture  on  the  KHO  bulb  cannot  be  allowed  for  by  using  a  ''dummy" 
bulb. 

120.  WiDMER  (C.  N.y  Ixii.,  274). — The  C  of  organic  bodies  is  not  completely 

oxidized  to  COj  by  CrOj  and  H2SO4.    Some  CO  is  formed. 

121.  LuDWiQ  (C.  N.,  XXV.,  227). — CO  is  readily  oxidized  to  CO2  by  saturated 

solutions  of  CrOg. 

122.  Allen  {C,  N.,  Iviii.,  21). — CO2  is  always  evolved  on  heating  pure  HgSOi 

and  commercial  CrOg. 

^  Blum  cays,  "  According  to  Volhard,  HsSO^  diluted  with  half  its  Tolume  of  water, 
doeit  not  attack  AgCl.  ThiB,  however,  is  a  degree  of  dilution  which  never  occurs  in  the 
combustion  of  carbon  in  iron."  It  has  since  been  shown  that  sulphuric  acid,  even  more 
dilute  than  Volhard 's,  effects  the  combustion  most  rapidly.     (See  125  and  128.) 
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123.  Phelps  (C.  N.,  Ixxvi.,  256).— Oxidizes  manj  organic  bodies  with  CrOj, 

and  after  acting  on  Ludwig's  suggestion,  estimates  the  C0».    Estimates 
the  combined  oxygen  also,  by  titrating  the  residual  CrOj. 

124.  Anon.  {J,  S.  C.  /.,  1886,  617).— Combustion  with  CrOj.     Chlorine  is 

absorbed  by  powdered  metallic  antimony. 
126.  Lord  {Metallurgy  Anal.^  p.  62). — The  proper  strength  of  HjSO^  in  the 
mixture  is  from  50  to  70  per  cent    Fused  CaClg  usually  contains  CaO 
and  so  can  absorb  CO^  in  the  drying  tube. 

d.    Volumetric  Estimation  of  the  Carbon — see  also  19,  20,  25,  etc  : 

126.  Parry  (C.  N.,  xxv.,  301). — ^Besidue  combusted  with  CuO  in  vacuum  and 

COj  measured.    Direct  combustion  of  Fe  gives  low  results. 

127.  Imbert  and  Compan  (C.   N.j   Ixxix.,  267).— Carbon   (lamp-black)   is 

digested  with  H2SO4  and  CrOj,  and  residual  CrOj  estimated  with  Kl 
and  Na2S20s. 

128.  J.  T.  (C,  N.f  Ixxx.,  52  and  210).— Carbon  liberated  with  Cu  solution 

may  be  estimated  by  a  modification  of  the  above  process,  but  not  if  Cr 
is  present.  Combined  C  is  oxidized  most  rapidly  by  mixtures  con- 
taining 50  to  70  per  cent  HgSO^,  and  graphite  by  mixtures  containing 
90  per  cent.  H2SO4.  Mixtures  of  K2Cr207  containing  60  per  cent,  or 
over  of  H2SO4  are  slowly  decomposed  at  100'  C. 


IV.  Colorimetric  Estimation  of  Carbon. 

a.  Eggertz  Process  and  Modifications — see  also  45  : 

129.  Eggertz  {C.  N.^  xliv.,  173).— Desirable  relation  between  C  in  steel, 

HNO3,  and  state  of  dilution.     Daylight  bleaches  colour.    Comparison 
made  in  camera.     Likely  amounts  of  Mn,  P,  Si  (see  144),  S  (see  134) 
W,  Cr  (see  135),  Va,  Ni,  Co,  and  Cu  are  without  influence.     Perma- 
nent artificial  standards.     (See  also  71.) 

130.  Hermann  (C.   N,,   xxi.,   295).— Artificial  standards  not   satisfactory. 

Process  not  suitable  for  high-carbon  steels. 

131.  Greiner  (C.  N.^  XX.,  286).— The  nitric  acid  sohition  of  the  steel  is  kept 

for  four  hours  at  80"  before  comparing  with  the  standard. 

132.  Rossi  {J.  L  S,  /.,  1891,  i.,  43.3).— Samples  dissolved  at  80—85'  C,  and 

the  colours  compared  in  a  Duboscq  colorimeter,  which  is  described. 

133.  Britton  (C.  N,,  xxvi.,  139).— Use  1  grra.  of  material ;  dissolve  without 

heat,  filter,  and  compare  with  series  of  standards  (coflFee  in  alcohol). 
Sample  loses  colour  on  standing. 

134.  Hogg  (C  N,,  Iviii.,  175).— The  S  of  a  sample  is  liberated  as  such,  and 

has  a  very  marked  influence  on  the  tints. 

135.  ZiEGLBR  {J.  L  S.  /.,  1890,  i.,  373).— Chromium  gives  a  grey  tone   to 

Eggertz  colour  solution. 

136.  Troilius  (C.  N.y  xliv.,   292).— Compares  between  two  standards  not 

diflFeriug  much  in  percentage  from  the  sample. 
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137.  Spullbr  (J,  L  S.  /.,  1899,  ii.,  482).— After  dissolving  in  HNO3,  the 

samples  are  boiled  in  a  paraffin  bath  (135''  C.)  before  comparing. 

138.  Stbad  {J,  I.  8,  /.,  1883,  213 ;  and  C.  K,  xlvii.,  286).— Dissolve  1  grm. 

in  HNO3,  add  excess  NaHO,  and  compare  filtrate  with  similarly 
treated  standard  steel.  Moderate  excess  of  heating,  HNO3  and 
NaHO  are  without  influence.  HCl  must  be  avoided.  Hardened 
steels  give  less  colour. 

139.  Hunt  (J.  I,  S.  /.,  1883,  764).— The  mechanical  state  of  division  of 

standard  and  sample  should  be  alike.  Stead's  modification  the  more 
reliable  under  variable  conditions.  The  colour  is  darker  the  more 
quickly  the  sample  is  dissolved.     Instructions  for  very  quick  testing. 

140.  Parker  (C.  N.,  xlii.,  88). — C  exists  in  difierent  conditions,  so  that  steels 
containing  same  percentage  give  varying  degrees  of  colour.  The  test 
is  modified  to  meet  this  difficulty. 

141.  Hooo  (C.  iV^.,  xlii.,  131). — Paper  on  same  lines  as  Parker's.    In  hardened 

steel  there  is  a  form  of  C  and  iron  '*  which  is  decomposed  by  HNO3 
without  communicating  any  colour  whatever." 

142.  HoGO  (J,  L  8,  /.,  1896,  ii.,  179).— Classification  of  0  existing  in  steel. 

Speculation  concerning  the  carbon  of  hardened  steel  which  evades  the 
colour  test.  Eggertz  colour  is  destroyed  by  continued  heating  and 
CX)s  evolved.  Saniter  connects  the  missing  C  with  the  sub-carbide 
Fe24C,  Sauveur  with  the  presence  of  martensite. 

143.  Galbraith  {J.  I.  S.  /.,  1881,  234). — Hanmiering,  rolling,  hardening, 

and  annealing  interfere  with  the  colour  test.  Conditions  must  be 
strictly  comparative. 

144.  Woodcock  (•/.  L  S,  /.,  1882,  111). — Both  P  and  Si  introduce  negative 

errors.     Carbonaceous  gases  are  given  off  on  dissolving  hardened  steel. 

145.  Parry  and  Morgan  (C.  JV.,  Ixvii.,  176). — Not  reliable  for  hardened  or 

high  per  cent,  steels.    Artificial  standards  no  use. 

146.  EoBiNSON  (J.  I.  S,  /.,  1887,  ii.,  363).— Artificial  standards  made  from 

CoClj,  ChiClg,  FcjCle,  and  HCl. 

147.  Ukbna  {J.  I.  S.  /.,  1891,  ii.,  323). — Samples  cooled  in  hot  soapy  water 

can  be  drilled  as  though  cooled  in  air. 

b.  Tintometers  and  other  Apparatus  : 

148.  Leeds  (C,  N.y  xxxvii.,  229). 

149.  Stead  [j,  L  S.  /.,  1883,  217  ;  and  C.  N.,  xlvii.,  285). 

150.  Ridsdale  {J.  S.  C.  /.,  1886,  585). — With  some  notes  on  Stead's  modi- 

fied colour  process. 

151.  EiDSDALE  {J,  S.  C.  /.,  1888,  70). — A  simplified  apparatus  for  deep  tints. 

152.  LoviBOND  (•/.  S.  a  /.,  1888,  424). 

153.  M*MiLLAN  (J,  I.  S.  /.,  1894,  ii.,  157).— Refers  to  previous  instruments 

and  describes  two  new  ones. 

154.  KRiJSS  {J.  C.  S.y  Ixvi.,  ii.,  158). 

155.  Zanqemeister  {J,  C,  S,,  Ixx.,  ii.,  404). 

2a 
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166.  Redwood  (J.  S,  C.  /.,  1885,  76). 

157.  Abnold  (C.  N.,  L,  25). — Bath  of  glass  ;  perforated  lid  of  glazed  earthen- 
ware.   Tubes  can  be  suspended  any  depth  in  the  solution. 

168.  KsLSALL  {C,  ^.y  1.,  56). — A  copper  bath.  Burnt  sugar  standards  keep 
for  years. 

V.  Other  Processes  for  Estimating  Oarbon. 

159.  Dtjpbb  (C.  N,y   xxxix.,   39). — Pass   CO,   into    solution   of   basic  lead 

acetate.  The  cloud  formed  is  compared  with  standard  clouds.  Very 
delicate. 

160.  Clbrc  {J,  L  8,  /.,  1886,  274).— Liberate  C  with  CUSO4,  oxidize  with 

CrOs,  and  pass  COj  through  tubes  containing  KHO  and  a  little 
manganate.  An  excess  of  CO2  forms  permanganate  ;  the  number  of 
tubes  thus  changed  indicates  the  amount  of  C. 

161.  YoLMEB  {J,  L  S,  /.,  1895,  ii.,  687). — Peiper's  process  consists  in  making 

a  metallic  streak  on  unglazed  porcelain,  treating  it  with  cnpram- 
monium  chloride,  and  comparing  with  standards. 

162.  Tbopenas  and  Wblls  (J.  S.  C.  /.,  1892,  636).— The  COj  in  converter 

gases  is  proportional  to  the  C  in  the  metal.  This  CO3  is  determined, 
and  the  C  deduced  in  less  than  a  minute.    The  process  is  patented. 

VI.  Estimation  of  Oraphite. 

See  also  6,  40,  71,  73,  74,  75,  76,  92,  110,  184. 

163.  Shimbb  {C.  iV.,  Ixxiii.,  31). — By  decomposing  with  HCl  or  HjSOi  high 

results  are  obtained  due  to  titanium  and  other  carbides  in  the  residue. 
These  carbides  are  easily  soluble  in  HNO3. 

164.  Tosh  {C,  J^,,  xvi.,  168).— Separate  Fe  with  HCl,  and  wash  residue  with 

alcohol  and  ether  to  remove  hydrocarbons.    In  separating  Si  with 
NaHO  there  is  always  effervescence  due  to  oxidation  to  silicic  acid.    - 
164a.  DoNATH  and  Hailsig  (J.  I.  S.  /.,  1897,  ii.,  488).— Graphite  iu  FeSi  is 
determined  by  dissolving  in  HF  +  H2SO4.    Combined  C  exists  in  a 
form  analogous  to  carborundum.    (See  232.) 

165.  EoGEBTz  (C.  N,,  xviii.,  232). — Decompose  with  H2SO4  and  HNO3,  evap- 

orate, and  re-dissolve  in  HCl.  Dry  filtered  graphite  and  SiOj  on  tared 
filter  at  100°  C.     Loss  on  ignition = graphite. 

166.  PiESSE  (a  K,  xxix.,  57).— Very  much  like  165.    Dries  at  212^ 

167.  Allbn  (<7.  N.y  xxix.,  91).— Criticism  of  Piesse's  paper.    Dissolve  in  HCl. 

Silicon  and  carbon  compounds  removed  with  KHO,  and  graphite  de- 
termined by  loss  on  igoition  of  the  strongly  dried  residue. 

168.  Mackintosh  ((7.  K^  Ii.,  147).— To  estimate  graphite  iu  minerals,  fuse 

with  KHO,  wash  residue  with  HCl,  etc,  dry,  and  weigh. 

169.  Hock  {J,  L  8,  /.,  1882,  324).— Ignite  residue  under  charcoal  cover  in  a 

tared  crucible  ;  weigh,  ignite,  and  determine  graphite  by  loss.    Ignite 
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the  separated  filter- paper,  and  from  the  residue  calculated  the  graphite 
which  adhered  to  the  paper  according  to  the  ratio  &^V^_^  established 

by  the  burning  of  the  bulk  of  the  graphite. 

170.  Crobauoh  (</.  /.  S,  /.,  1894,  ii.,  488). — Collect  on  counterpoised  filters ; 

remove  SiOj  with  HF  and  HNO3 ;  digest  with  (NHJHO  to  remove 
carbonaceous  compounds. 

171.  Tamm  (J.  L  S.  /.,  1887,  ii.,  361).— Dries  separated  graphite  at  100%  and 

divides  residue,  after  ignition,  by  0*94  to  allow  for  water  in  Si02.    See 
also  Ford  and  Breoowskt  (</.  C.  S.^  Izxviii.,  ii.,  168). 

172.  AucHY  (</.  S.  C.  /.,  1900,  276). — Graphite  as  prepared  for  estimation  by 

loss  on  ignition  may  contain  H,  O,  N,  and  S. 

173.  Parry  (C,  N,y  Ixvii.,  247).— Separate  Fe  with  HCl,  wash  residue  with 

KHO,  alcohol,  and  ether ;  mix  with  CuO  and  burn  in  O,  or  dry  on 
weighed  paper  at  100—120*'  C. 

174.  Stolba  {J.  S.  C.  /.,  1888,  235). — The  combustion  of  graphite  is  pro- 

moted by  mixing  with  silver  dust. 

175.  WiDMER  {J,  C.  S.y  Iviii.,  923). — Cross  and  Bevan's  observation  that  with 

C1O3  part  of  the  C  is  gasified  as  CO  is  true  for  graphite.    To  avoid 
error  (5  per  cent.)  the  gases  are  passed  over  CuO. 

176.  Shimer  {C,  N.y  Iv.,  231). — To  sample  graphitic  irons  moisten  borings 

with  alcohol,  remove  a  portion,  dry  and  weigh.    (See  also  J.  L  8,  /., 
1889,  ii.,  472). 


Vn.   MiBcellaneons  Notes. 

177.  Warren  {C.  N.^  xiv.,  86). — An  interesting  account  of  the  combustion  of 

organic  bodies  in  oxygen. 

178.  Berthblot  ((7.  iV.,  xix.,  113). — "Immediate  Analysis  of  Different  Vari- 

eties of  Carbon." 

179.  Ledbbur  (C.  N.^  xlvii.,  107). — ^To  remove  grease  from  the  sample  ignite 

in  a  current  of  dry  nitrogen. 

180.  Rawson  (C.  N,y  xlix.,  161). — "The  Estimation  of  Cuprous  Chloride  in 

Copper  Liquors." 

181.  Donald  (C  N,,  Ixiii,  73). — By  rusting,  pig-iron  drillings  lose  a  portion 

of  their  graphite. 

182.  Leeds  {J.  I.  S,  /.,  1881,  658). — "  Bumf  steel  contains  the  same  amount 

of  C  as  the  same  steel  before  burning. 

183.  Hempel  (C.  N.,  Ixix.,  277). — Processes  for  estimating  C  classified  and 

criticised.  Ullgren  (109),  Weyl  (32),  and  Wehler's  (77)  processes 
preferred. 

184.  Ledbbur  (J.  1. 5.  /.,  1894,  i.,  603). — Direct  combustion  of  grey  pig  gives 

low  results.  Juptner's  method  (17)  gives  low  results,  due  to  escape  of 
hydrocarbons.  With  Sarnstr5m's  modification  (114)  the  results  are 
accurate.  Similar  remarks  apply  to  wet  combustion  of  the  C  residue. 
Removal  of  Fe  by  cuprammonium  chloride  unsatisfactory.     Separa- 
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tion  of  Fe  with  CI  most  accurate  if  well  done.     HNO3  preferable  to 
HCl  for  separating  Fe  and  graphite. 

185.  GoTTio  {J.  L  S.  /.,  1894,  i.,  607). — Dry  direct  combustion  inaccurate. 

Juptner's  process  (17)  available  if  much  CrOs  is  used.  Cu  and 
C  need  not  be  separated  for  wet  combustion ;  must  be  for  dry. 
Processes  separating  the  iron  and  burning  the  residue  in  the  dry  way 
are  inaccurate. 

186.  DouoHERTT  {J.  L  S.  /.,  1897,  i.,  573). — In  FeSi  compounds  determines 

Fe,  Si,  Mn,  S,  and  P,  and  then  calculates  the  carbon  by  difference. 
(See  164a.) 

187.  Tabart  (J.  /.  S,  /.,  1895,  L,  492). — Irregular  distribution  of  carbon  in 

pig-iron. 

188.  Luzi  (J.  L  S.  /.,    1893,   ii.,  334). — Graphite,  so-called,  may  contain 

"  graphitite  "  also.    They  behave  differently  with  nitric  acid. 

189.  Ledebur   (•/.  /.  S.  /.,  1889,  i.,  368 ;    and  1893,  ii.,  53).— Distinguishes 

hardening  C,  carbide  C,  graphitic  temper  C,  and  graphite ;  their 
properties  and  means  of  estimating  them.    (See  also  8.) 

190.  Ledebur  {J.  I.  S.  /.,  1891,  i.,  364). — Analysis  of  variously  treated  irons 

and  steels,  including  graphite,  graphitic  temper  carbon,  hardening 
carbon,  and  carbide  carbon. 

191.  Juptner  (J.  L  S.  /.,  1897,  i.,  248). — Estimates  hardening  and  carbide 

C  by  a  modification  of  the  colour  test.  Summary  of  Osmond  and 
Werth's  investigation  of  the  colour  test.  Graphite  is  oxidized 
on  boiling  with  HNO3.  Bamber  (p.  266)  vigorously  criticises  the 
methods.    (See  also  p.  554.) 

192.  Dizon  (J.  C.  S.,  Ixix.,  774). — "  Mode  of  Formation  of  CO2  in  the  Burning 

of  Carbon  Compounds.*' 

193.  Abel  and  Deerino  {C.  N.,  xlvii.,  200). — Carbon  exists  in  cold  rolled 

steel  as  FegC.  It  is  separated  with  a  dilute  solution  of  CrOs  and 
H2SO4.  See  also  Mullbr  (/.  /.  S.  /.,  1888,  ii.,  295,  and  1895,  i,,  495), 
Arnold  and  Read  (</.  C.  S.,  Ixv.,  788),  and  Mylius,  Foerster,  and 
Schoene  (J.  C.  S.f  Ixxii.,  ii.,  39). 
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snjooN. 

The  items  are  arranged,  as  sharply  as  possible,  under  the  following  heads  : 

I.  The  Estimation  of  Silicon  in  Metals. 
a.  Iron  and  Steel. 
6.  Alloyp. 
c.  Aluminium. 

II.  The  Estimation  of  Silica  in  Befractory  Materials^ 

III.  The  Estimation  of  Silica  in  Slaos  and  Silicates. 

IV.  Miscellaneous. 

I.  The  Estimation  of  Silicon  in  Metals. 

a.  In  Iron  and  Steel : 

194.  Abel  {C.  iV.,  vi.,  124) ;  and  Forbes  (C.  iV.,  xvi.,  106). — Pig  dissolved  in 
HCl,  evaporated ;  Si  dissolved  from  the  graphite  with  KHO,  and 
recovered  again  by  evaporation  with  HCl. 

196.  Allen  ((7.  N,^  zxiz.,  91). — Similar  to  Abel.  When  iron  is  dissolved  in 
HCl  or  H2SO4,  the  silicon  is  liberated  not  as  SiOj,  but  as  leucon.  (See 
also  164  and  Schafhautl,  C,  N.,  iv.,  165.)  For  particulars  of  leucon 
see  W5hler((7.  iT.,  viii.,  171  and  182,  and  Bradley,  C,  N.,  Ixxxii.,  160). 

196.  Schneider  (/.  C.  S.,  Ixvi.,  ii.,  162). — Dissolve  in  HCl,  and  evaporate 

with  H2SO4  to  dehydrate  the  silica. 

197.  Blum  ((7.  N.y  liii.,  300).  —Dissolve  in  HCl  and  evaporate.    The  addition 

of  (NH4)C1  increases  the  rapidity  of  evaporation. 

198.  RuBRicius  (</.  /.  S,  /.,  1893,  i.,  411). — Dissolve  pig  in  small  excess  of 

HCl,  filter  at  once,  ignite  residue  with  KNO3,  ^^^  ^*^^  (NH4)C1,  and 
collect  the  hydrated  silica. 

199.  Schneider  (J,  L  8,  /.,  1893,  ii.,  632)t — Processes  of  evaporation  with 

HCl,  or  solution  of  the  baked  residue  in  HCl,  are  erroneous.  Si02  is 
markedly  soluble  in  HCl :  it  should  be  dehydrated  by  evaporation 
with  H2SO4. 

200.  Drown  (C.  iV.,  xlii.,  299). — On  dissolving  Fe  in  HCl,  the  less  Si  passes 

into  solution  the  stronger  the  acid.  High  Si  irons  may  be  fused  with 
K:HS04,  digested  with  HCl,  and  SiOa  filtered  off. 

201.  Allen  (C.  iV.,  xl.,  65). — As  leucon,  the  form  in  which  Si  is  liberated 

from  iron,  is  soluble  in  water,  no  fixed  proportion  of  silicon  invariably 
passes  into  solution.     Means  of  distinguishing  leucon  given. 

202.  Eggertz  (C.  N,^  xvii.,  100  and  116).— Dissolve  Fe  with  Br  or  I  and 

water  at  0°  C,  and  separate  SiO^  from  the  slag  with  Na2C03Aq.  If 
iron  is  dissolved  in  HCl,  very  little  Si  passes  into  solution  ;  if  HNO3, 
much.  By  dissolving  in  H2SO4,  and  evaporating  to  SO3  fumes,  nearly 
all  the  SiOj  is  separated. 
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203.  EoGBRTz  {C.  K,  xviii.,  232).— Dissolve  in  HjSOf  ;  add  HNO,,  evaporate, 

re-dissolve  in  HCl,  and  collect  Si02. 

204.  PiESSE  (C.  N.,  zxix.,  57). — Effect  solution  with  nitro-sulphuric  acid  and 

evaporate  at  100*  C. 

205.  Drown  (C.   N,,  xl.,  40). — Decompose  with  nitro-sulphuric  acid  and 

evaporate  to  SO3  fumes.  By  treating  iron  with  HCl,  H2SO4,  and 
HNO3,  the  Si  passing  into  solution  is  in  the  order  named. 

206.  Drown  (C.  N,^  Ix.,  20). — Nitric  acid  of  sp.  gr.  1-135  dissolves  pig-iron 

completely  without  causing  any  SiO^  to  separate. 

207.  Lanomuir  {C.  N.^  Ixxix.,  216). — To  effect  a  more  complete  dehydration 

in  (205)  a  strap  is  passed  round  the  beaker,  and  the  solution  kept  in 
motion  over  the  naked  flame. 

208.  Jones  (C.  JV^.,  Ix.,  79). — The  nitro-sulphuric  acid  solution  is  evaporated  in 

three  to  five  minutes  by  two  flames,  one  of  which  impinges  on  the 
surface  of  the  liquid. 

209.  AucHT  {J.  L  S.  /.,  1898,  ii.,  559)  ;  and  Crobauoh  {J.  L  S.  /.,  1899,  ii., 

484). — To  use  a  mixture  of  aqua  regia  and  H2SO4  is  more  accurate  and 
convenient  than  nitro-sulphuric  acid.  See  also  Keis  (</.  /.  S.  /., 
1888,  373). 

210.  JtJPTNBR  (J.  L  S.  /.,  1884,  603). — Comparison    of   various   methods. 

Drown's  process  (205)  gives  good  results  in  the  presence  of  Ti.  Esti- 
mating SiOa  by  volatilization  with  HF  is  objectionable. 

211.  Dudley  ((7.  K,  Ixx.,  186). — Silica  dehydrated  by  evaporation  to  SO, 

fumes  is  partially  re-dissolved  when  allowed  to  stand  in  the  acid 
solution. 

212.  Ford  (J.  S,  C.  /.,  1893,  1061).— Silica  dehydrated  by  process  205  is  not 

re-dissolved  as  Dudley  suggests. 

213.  Jbrvis  ((7.  N,^  Ixxviii.,  63). — Dissolve  in  dilute  nitro-sulphuric  acid, 

and  deliver  water  on  to  the  dry  hot  mass  ;  this  avoids  cooling  cracks, 
and  no  SiOg  is  re-dissolved  on  standing. 

214.  Troilius  (C.  N,^  xliv.,  310). — Dissolve  in  dilute  H2SO4,  evaporate  to 

SO3,  dissolve  separated  salt  in  HCl,  filter  off  Si02,  and  wash  with 
HNO5. 

215.  Turner  (C.  N,,  Ivi.,  49). — Phosphoric  irons  evaporated  with  H2SO4  may 

give  a  white,  but  still  impure,  SiOj.  When  evaporated  with  aqua 
regia,  the  colour  of  the  SiOj  is  an  indication  of  purity. 

216.  Tosh  {C,  N.^  xvi.,  168).— Evaporate  aqua  regia  solution,  fuse  Si02  with 

ElNOs,  and  evaporate  the  dissolved  melt  with  HCl. 

217.  MoRQAN  \C,  A'.,  Ivi.,  221  and  244). — Evaporate  aqua  regia  solution  to 

syrupy  condition  only  ;  the  SiO^  from  highly  phosphatic  irons  is  free 
from  phosphide  of  iron. 

218.  Parry  and  Morgan  ((7.  xV.,  Ixvii.,  149). — As  Morgan  ;  but  evaporate 

to  dryness  and  then  re-evaporate  HCl  solution  to  skin  ;  fuse  with 
KHSO4,  to  separate  iron  phosphide.  HjSO^  is  essential  when  Si02  is 
to  be  volatilized  with  HF. 
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219.  LiEBRiCH  {J.  L  S,  /.,  1896,  i.,  532).— After  evaporating  acid  solution  of 

the  pig,  ignite  the  filtered  residue  with  KHSO4  to  bum  off  graphite 
and  separate  Fe  and  Ti. 

220.  LxGLERG  {J,  C,  S.<,  Ix.,  1397). — Dissolve  in  nitro-hydrochloric  acid,  expel 

HNO3,  ^^^  evaporate  after  addition  of  ammonium  chloride  to  prevent 
Mn  contaminating  SiO,,  and  KCl  to  prevent  the  decomposition  of 
FejCl«. 

221.  Turner  (J,  C,  S.j  xlv.,  260). — Various  methods  compared.    Dissolving 

in  HCl  or  HN03+H^04  untrustworthy  for  Si  pigs  or  Si  spiegels. 

222.  Morgan  {C.  N.,  Ivi.,  83). — Boast  finely-divided  sample  in  the  muffle  to 

oxidize  Si,  digest  with  HCl,  and  collect  SiO^. 

223.  Watts  (C.  N,,  xlv.,  279) ;  and  Turner  (C.  iT.,  xlix.,  233).— VolatUize  Si 

along  with  iron  in  CI  at  red  heat,  collect  SiCIf  in  H^O,  and  evaporate 
for  Si02.  Any  slag  or  cinder  remains  with  the  carbon  in  the  boat. 
(See  202  and  281.) 

224.  KoNiNCK  (J,  L  &,  /.,  1894,  i.,  614).— The  solution  of  the  iron  is  precipi- 

tated by  (NH4)H0  or  aoetate,  and  the  ignited  precipitate  heated  in 
HCl  gas ;  SiO,  (and  AI2O3)  remain  in  the  boat. 


&.  In  Alloys: 

226.  Clerc  (J,  I.  S,  /.,  1889,  ii.,  479).— Dissolve  powdered  ferro-silicon  in 
bromized  HCl,  evaporate  one-half,  and  collect  Si02  ;  the  error  is 
insignificant. 

226.  Hooo  (C  N,,  Ixvii.,  27).— Boiled  finely-powdered  Fe-Si  or  Si  spiogel 

with  nitro-hydrochloric  acid,  filter,  and  ignite  to  SiOj.  Only  0*1  to  0*3 
per  cent.  Si  passes  into  solution  when  dealing  with  10  to  15  per 
cent,  alloys. 

227.  Platt  {J.  L  S,  /.,  1893,  i.,  411).— As  Hogg,  but  adds  H28O4  containing 

SO3  to  render  Si  insoluble. 

228.  Murray  and  Maury  (•/.  C.  S,f  Ixxii.,  ii.,  699). — Decompose  silico-spiegel 

with  HCI+H2SO4,  evaporate  to  SO3  fumes,  and  volatilize  Si02  with 
HF.    Done  in  half  an  hour. 

229.  Williams  {J,  L  S.  /.,  1889,  i.,  397).— Fuse  Fe-Si  with  Na^CQ,  and 

evaporate  melt  with  HCl ;  the  SiO^  is  pure. 

230.  ZiEGLEB  (a  K,  Ixvi.,  296).— Fuse  Fe-Si  or  Fe-Cr  with  KHSO4,  dissolve 

melt,  and  collect  SiOj. 

231.  DoNATH  and  Hailsio  (</.  /.  S.  /.,  1897,  ii.,  488). — Ferro-silicons  cannot 

be  dissolved  by  HCl,  HNO3,  or  aqua  regia.  Fuse  with  NaaCOj  and 
NaNOg. 

232.  Ibbotson  and  Brearley  (C.  N,^  Ixxxii.,  269). — Estimation  of  combined 

and  graphitic  carbon,  Si,  Mn,  and  P  in  FeSi  alloys. 

233.  Gray  {J,  S.  C,  1 ,  1901,  638).— Ca  occurs  in  high-grade  FeSL    Mode  of 

analysing  euch  alloys  after  decomposing  with  carbonates. 

234.  Jouve((7.  iV.,  Ixxxiii.,  182). — Explains  how  Si  exists  in  commercial  FeSi 

alloys.    Also  Lebeau  (•/.  C.  S,y  Ixxx.,  ii.,  317). 
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235.  Newmann  {J,  8.  C.  /.,  1900,  1146). — Estimation  of  the  various  im- 

purities in  commercial  silicon  and  their  mode  of  occurrence. 

236.  BoRNTRAOER  {J,  C.  S.,  IxxvL,  ii.,  695). — Silicon  is  analysed  by  dissolving 

in  potash  ;  the  impurities,  AI2O3,  Tefi^  and  Fe-Si  are  left  undissolved. 

237.  Tate  (O.  N,,  Ixxx.,  235).— Fuse    FeCr  with    Na^Og,  evaporate    the 

neutralized  melt,  and  heat  with  H2SO4  to  fuming ;  finally,  vaporize 
SiOs  with  HF.  Much  of  the  Cr  escapes  during  the  'K^O^  treatment 
as  chlorochromic  acid. 

238.  M018SAN  {J,  (7.  S.^  Jxvi.,  ii.,  43). — Carbide  of  silicon  (carborundum)  is 

decomposed  by  fusion  with  KHO.  KNO3  and  KCIO3  have  no  effect 
on  it,  nor  has  any  mixture  of  acids. 

239.  MuHLHAEUSER  {J.  S,  C,  /.,  1894,  402). — Uses  the  elutriated  powder  of 

carborundum,  and  decomposes  with  KNaHO.  Estimates  the  carbon 
by  burning  a  like  powder  with  PbCrOi. 

240.  ScHUTZENBEROER  (</.   (7.  «S.,   IxiL,   1050). — Carborundum  as  Moissan. 

The  volatilization  of  the  Si  in  a  current  of  chlorine  is  not  complete. 

c.  In  Aluminium  : 

241.  Hunt,  Clapp,  and  Handy  ((7.  N,y  Ixv.,  223). — Si  exists  in  Al  in  the 

graphitoidal  and  combined  form.  Dissolve  in  nitro-hydrochloric  acid, 
evaporate  with  H3SO4,  and  collect  Si  +  Si02,  Si02  cannot  be  esti- 
mated by  volatilization ;  Si  is  also  partially  oxidized,  therefore  fuse 
with  NajCOs,  dissolve  in  HCl,  evaporate  with  H2SO4,  and  weigh  total 
Si  as  SiOj. 

242.  Handy  {J,  C.  S.,  IxxiL,  ii.,  191). — To  determine  graphitic  Si  decompose 

Al  with  HCl+HF,  filter  through  paraffin-coated  funnel,  fuse  with 
NajCOs,  and  estimate  as  SiOg. 

243.  Beoelsberger  (J.  C»  S.,  Ixiv.,  ii.,  48). — Decompose  with  aqua  regia 

+H2SO4,  drive  off  HNO3,  collect  Si  +  SiOa,  and  evaporate  with  HF  ; 
loss=Si02.  Evaporate  residue  with  HF-1-HNO3 ;  loss  of  weight = Si. 
(See  241  and  294.) 

244.  Moissan  (J,  C,  5.,  Ixx.,  ii.,  339).— Decompose  with  HCl,  fuse  insoluble 

and  add  to  main  solution  ;  evaporate  at  125°  C.  to  separate  SiOg. 

245.  S1BBER6  (•/.  C,  S,y  Ixxiv.,  ii.,  409). — On  dissolving  Al  in  HCl  appreciable 

amounts  of  Si  are  volatilized.  Dissolve  in  current  of  H,  which  on 
ignition  at  the  delivery  tube  deposits  Si02. 

246.  GoNTHiERB  (t7.  S.  C.  /.,  1896,  83). — Dissolves  in  nitro-hydrochloric  acid 

and  proceeds  as  for  steels,  taking  no  account  of  graphitic  Si. 

247.  ScHWEiz  (/.  5.  a  /.,  1892,  548).— Dissolve  in  KHO,  acidulate  with  HCl, 

evaporate,  and  collect  SiOj. 


IL  The  Estimation  of  Silica  in  Refiractory  Materials. 

248.  Cameron  (C  JVl,  Ixix.,  171). — After  fusion  all  evaporations  should  be 
made  with  HCl  not  H2SO4.    (See  274.)    One  evaporation  does  not 
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make  all  the  SiOg  insoluble.  The  influence  exerted  by  Fe,  Al,  Ca, 
and  organic  matter  is  observed. 

249.  Craio  (C,  N,y  Ix.,  227).— On  account  of  imperfect  dehydration  of  SiO^ 

and  contamination  of  precipitates  with  sodium  salts,  fusion  is  undesir- 
able. Drive  off  SiOg  with  HF  and  H2SO4.  A  simple  apparatus  for 
purifying  HF.    (See  269.) 

250.  Archbutt  (J.  S,  C.  /.,  1892,  215).— Confirms  249.     The  SiOg  of  clays  is 

not  completely  insoluble  after  KHSO4  fusion.  Filtrates  evaporated 
with  HJSO4. 

251.  RocHOLL  (fi,  N,y  xli.,  234). — Limestones,  siliceous  ores,  and  like  minerals 

are  readily  decomposable  with  HCl  after  strong  ignition  ;  the  bases 
already  present  acting  as  flux. 

252.  Kern  (C.  iT.,  xxxv.,  203). — A  process  for  the  estimation  of  SiOg,  FejOj, 

AI2O3,  MnO,  CaO,  and  MgO  in  fire-clay,  etc  Opens  out  by  NajCOj 
fusion. 

253.  Anon.  {C.  N.,  v.,  228). — Comparative  value  of  fire-bricks  determined  by 

heating  simultaneously  under  layer  of  limestone  and  observing  the 
degree  to  which  they  have  been  acted  upon. 


HL  The  Estimation  of  Silica  in  Slags  and  Silicates. 

254.  BosE   (C.  A\  L,   179).  —  Silicates    may   be    decomposed    by   heating 

with  powdered  ammonium  fluoride.  Also  Hoffman  {C,  N.^  xvii., 
94). 

255.  AvBRY  ((7.  N,y  xix.,  270). — Almost  any  acid  with  a  normal  fluoride  will 

completely  dissolve  silicates ;  the  loss  of  Si02  need  only  be  very 
slight 

256.  KuHLMANN  {C.  iVl,  xi.,  194)1 — Silicates  decomposed  in  current  of  HF  at 

dull  redness.    Necessary  apparatus  described. 

257.  Story-Maskbltne  {C.  N,^  xxi.,  27). — Decompose  silicate  in  a  special 

form  of  platinum  apparatus,  collect  volatile  Si02  in  ammonia,  pre- 
cipitate the  neutral  solution  with  KCl  and  alcohol,  and  weigh  as  fluo- 
silicate. 

258.  Allen  (</.  C,  S.^  Ixx.,  575). — ^A  small  crucible  containing  the  powdered 

silicate  moistened  with  H2SO4  is  placed  in  a  larger  one  containing 
HsS04+HF.  A  dish  of  cold  water  placed  over  the  larger  crucible 
causes  re-distilled  HF  to  drop  into  the  smaller.     (See  249.) 

259.  FsLLENBERO  ((7.  iV.,  xiv.,  243).— Fuse  with  CaClj-l-CaO,  leach  with 

water ;  the  solution  contains  only  Ca  and  the  alkalis. 

260.  Glinka  {J,  C.  S,y  Ixiv.,  ii.,  491). — Fuse  with  CaCOj,  decompose  melt 

with  nitro-hydrochloric  acid,  and  proceed  as  usual. 

261.  Bono  {C,  N.y  xxxvii.,  112). — Silicates  are  completely  decomposed  by 

fusion  with  Pb304  at  low  temperatures.  Dissolve  melt  in  HNO3,  ^^^ 
evaporate  for  Si02. 

262.  Jannasch  {C.  N,,  Ixxii.,  51). — As  Bono,  but  uses  lead  carbonate. 
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263.  Lbclsrg   {C.   N,^   Ixxvii.,   27). — ^As   Bono,   but   does   not  appear   to 

evaporate  before  filtering  off  the  "completely  insoluble  hydrated 
silica.'' 

264.  Hempel  ((7.  N,^  xlv.,  81). — Fuse  silicate  with  subnitrate  of  bismuth, 

dissolve  in  HCl,  and  evaporate  for  Si02. 

265.  Chatard  ((7.  N,^  1.,  279). — ^As  Hempel,  but  uses  the  oxide. 

266.  Iles  (C7.  iT.,  xliii.,  78), — Decompose  by  fusion  with  KHO  in  Ag  crucible. 

The  SiOj  is  washed  with  ammonia  to  remove  AgCl.    (See  1279.) 

267.  HoLTHOP  (C.  N.,  li.,  18).-— Fuse  with  NaHCX)3.    At  the  moment  of 

formation  of  the  normal  carbonate  the  base  has  an  intensified  affinity 
for  SiO,. 

268.  Shimer  {C.  N.^  Ixx.,  102). — Spinel  (magnesium  aluminate),  which  may 

occur  in  blast-furnace  slags,  is  not  decomposed  by  alkaline  fusion  nor 
with  HF  +  HjS04  ;  it  is  by  KHSO4.    (See  274.) 

269.  Gilbert  (C.  N.,  Ixi.,  270  and  281).— Evaporation  of  fusion  with  HCl 

does  not  make  all  the  Si02  insoluble.  CaClj  assists  dehydration, 
but  neither  CaO  nor  A\jd^  tends  to  re-form  silicates  at  higher 
temperatures  ;  MgO  does.     (See  290.) 

270.  LiNDo  (C.  N.^  1.,  25). — ^The  character  of  the  SiOj  may  be  vitreous  or 

amorphous,  according  to  the  varying  treatment  of  the  alkaline  melt 
with  acids. 

271.  Iles  ((7.  ^.,  1.,  194). — Hot  slags  plunged  into  cold  water  are  completely 

decomposed  by  HCl.  Complete  analysis  of  slags  ;  lime  is  determined 
in  the  presence  of  the  iron. 

272.  Jones  {J.  I.  8,  /.,  1888,  i.,  383). — ^Compares  the  fusion  process  and 

dissolving  of  chilled  (271)  samples  in  HCl.  Dehydrates  SiOj  in  either 
case  at  120**  C. 

273.  Camp  {J.  I.  S.  /.,  1897,  i.,  578). — Decompose  blast-furnace  slags  with 

HCl,  and  evaporate  twice  for  Si02. 

274.  Meeker  (J.  S.  C,  /.,  1897,  636).— H2SO4  dehydrates  better  than  HCl 

evaporation,  but  the  filtrate  cannot  be  used  for  the  estimation  of  Ca 
and  Al.    Yields  good  results  in  the  presence  of  spinel  (268). 

275.  Jannasch  {J,  C.  5.,  Ixx.,  576  and  C.  N.,  Ixxxii.,  131). — Fuse  with  boric 

acid.  Boric  acid  eliminated  by  evaporation  with  HCl  and  methyl 
alcohol. 

276.  Jannasch  (J,  S,  C,  Ix.,  619). — Decomposed  by  heating  with  HCl  in 

sealed  tubes. 

277.  Winkler  (C.  N.,  i.,  215). — Pyrogenous  silicates  in  fine  powder  are 

dissolved  by  alcohol  saturated  with  HCl. 

278.  HuTCHiNOS  (C,  N.,  liv.,  173). — A  neat  qualitative  analysis  of  silicates, 

chiefly  by  means  of  the  blowpipe. 

279.  Friedburo  {C,  N.^  Ixii.,  22). — A  complete  analysis  (Si,  Fe,  Al,  Mn,  Ca, 

Mg,  Ba,  Sr,  alkalis,  HgO,  P,  F,  and  Ti)  of  insoluble  silicates. 

280.  HiLLEBRAND  {C.  N.^  Ixxviii.,  43,  and   Ixxxiii.,  66,   etc.). — A  lengthy 

review  of  the  analysis  of  silicate  rocks,  paying  much  attention  to  the 
elements  occurring  in  small  amounts. 
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IV.  MuceUaneouB. 


281.  Barrows  and  Turner  {J,  C.  8.^.  Izi.,  551). — Volatilization  of  the  iron 

with  CI  18  not  suited  to  the  estimation  of  slag  containing  iron  com- 
pounds ;  the  sample  should  be  decomposed  by  cupra-sudium  chloride. 
(See  202  and  223.) 
281a.  Schneider   (J.  L  S.  /.,   1900,  ii.,  577). — Critical   examination  and 
resum^  of  the  modes  of  estimating  slag  in  irons. 

282.  Thomas  (J.  I.  S.  /.,  1888,  ii.,  241). — The  percentage  of  Si  in  a  pig  varies  ; 

it  is  higher  at  the  point  of  a  pig  than  at  the  butt. 

283.  Phifson  {C.  y.y  zi.,  278). — Si  exists  in  iron  in  two  states,  distinguished 

by  their  behaviour  with  aqua  regia. 

284.  Tosh  {C,  N.,  xiii.,  145,  178,  and  217).— Discredits  the  existence  of  Phip- 

son's  graphitic  silicon,  and  also  the  later  statement  that  the  two  forms 
are  the  silicide  and  silicate. 

285.  Hooo  {J,  S.  C.  /.,  1895,  245  and  262).— Is  Si  capable  of  existing  in 

two  conditions  analogous  to  that  of  C  in  the  hardened  and  annealed 
steels  ? 

286.  Morton  ((7.  N.^  xxix.,  107). — Experiments  showing  that  Si  exists  in 

pigs  as  a  silicide  of  iron.    Also  Jordon  and  Turner  (J,  C,  S.^  xlix., 
215). 

287.  Carnot  and  Goutal  (</.  C.  S.,  Ixxii.,  ii.,  555). — Si  exists  in  iron  as 

silicides  intermediate  between  FejSij  and  Fe5Si2,  but  it  combines  with 
Mn  in  preference  to  iron. 

288.  Skkt  (C.  N.J  xvL,  187).— SiOj  thrown  down  by  evaporation  with  HCl 

can  retain  small  amounts  of  P. 

289.  Hautefeuille  (C.  N.,  I.,  272).— SiOg  should  not  be  dehydrated  in  the 

presence  of  phosphoric  acid  above  100**  C. 

290.  Lord  {MetaU.  AncU.^  p.  13). — In  the  presence  of  CaClj  dehydrate  SiO,  at 

100^  C. ;  higher  temperatures  may  cause  the  SiOa  to  re-combine  with 
the  bases.    (See  26.9.) 

291.  Laufbr  (C.  y.j  xxxvii.,  162).— By  melting  a  silicate  with  a  salt  of  P, 

the    metallic    oxides  are  dissolved,  but  not   the  quartz ;    separate 
amorphous  Si02  with  NaHO. 

292.  Lunge  (J,  &\  C.  /.,  1897,  762).— Aqueous  soda  attacks  quartz ;  NajCO, 

is  better  for  separating  amorphous  silica. 

293.  Michaelis  (J.  S.  C.  /.,  1895,  1065). — Boiling  ten  per  cent  Na,0  does 

not  attack  quartz.    Quartz  in  clay  is  often  so  finely  divided  as  to 
pass  through  filter-paper. 

294.  Caron  {C.  iV.,  V.  102).— The  only  acids  which  attack  crystallized  silicon 

are  a  mixture  of  nitric  and  hydrofluoric. 

295.  Newth  (J.  S,  C.  /.,  1895,  1074).— Crystallized  Si  bums  in  HF  gas  at  a 

moderate  temperature. 

296.  Fresenius  and  Hintz  (C.  N.,  Ix.,  85).~Cryolite  is  analysed  by  heating 

with  HjS04  in  a  leaden  tube ;  the  volatile  fluorides  are  absorbed  in 
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ammonia.  For  other  means  of  estimating  Si  when  F  is  present  see 
Hampb  (/.  a  S,,  Ixii.,  1127),  Reich  (•/.  a  5.,  Ixx.,  631),  and  Stahl 
{J,  a  S.,  Ixx.,  621). 
297.  HiRSCHWALD  {C,  N,,  Ixii.,  24). — Microcosmic  fusion  is  of  doubtful 
analytical  significance,  because  SiOa  is  appreciably  soluble  in  the  bead 
of  the  double  salt. 


MANGANESE. 

The  following  classification  is  adopted  : 

I.  Separating  the  Iron. 

a.  Precipitating  the  Iron. 

1.  As  Acetate.     2.  Sulphate.    3.  Hydrate.    4.  Other  Beagents. 
6.  Precipitating  the  Manganese. 

II.  Separating  other  Elements. 

III.  Gravimetric  Estimation  of  Manganese. 

a.  As  Mangano-manganic  Oxide. 
6.  As  Manganese  Pyrophosphate. 

c.  As  Manganese  Sulphate. 

d.  As  Manganese  Sulphide. 

e.  As  Manganese  Carbonate. 
/.  Electrolytically. 

g.  Miscellaneous. 

IV.  Volumetric  Estimation  of  Manganese. 

a.  Titrations  with  Standard  Permanganate. 
6.  Oxidations  to  Permanganate. 

c.  Oxidations  to  Higher  Oxides  of  Manganese. 

1.  The  Chlorate  Process. 

2.  Other  Oxidimetric  Processes. 

3.  Available  Oxygen  in  Ores,  etc. 

d.  Indirect  Processes. 

d.  Miscellaneous  Processes. 

V.  Detection  of  Manganese. 
VI.  Miscellaneous  Notes. 

I.  Separation  of  Iron. 

a.  1.  Precipitating  the  Iron  with  Acetate  (Succinate  or  Formate),     See  also 
Nickel  Bibliography. 
298.  Kessler  (C,  JV,,  xxvii.,  14). — Explains  the  state  of  a  solution  of  ferric 
chloride  when  sodium  carbonate  is  added  to  faint  precipitation.    Imper- 
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feet  separations  are  due  to  excess  of  acetate ;  a  nnniraum  quantity 
stated.  ^ 

299.  Rosenthal  (C.  N,,  xxxvi.,  147).-A  re-precipitation  by  the  acetate  pn>- 

cess  is  quite  unnecessary. 

300.  Jewett  (a  N.,  Ix.,  273).~rive  per  cent  free  acetic  acid  causes  complete 

separation  when  large  amounts  of  sodium  acetate  are  used.    The  same 
IS  true  for  zinc  and  nearly  so  for  Ni  and  Co. 

301.  Meinecke  {J.  a  S.,  Ivi.,  309).~The  successful  separation  depends  oa 

perfect  neutralization,  small  amounts  of  acetate  and  acetic  acid,  and 
short  rapid  boiling. 

302.  Brearlby  (C.  N.,  Ixxv.,  13).-rree  acetic  acid  corrects  errors  due  to  large 

excesses  of  acetate.      Separations  complete  with  one  precipitation 
T>^**  ^^®  ****^*^  ^  ®™*"  amount  of  acetate  is  used. 

303.  RioGs  (y.  a  S.,  Ixii.  636).-There  is  a  danger  of  a  little  Mn  sepamting 

as  higher  oxide  when  the  solution  is  neutralized  previous  to  acetate 
separation. 

304.  Tamm  {a  N,,  xxvi.,  37).- Precipitates  with  succinates.     Objects  to  oxi- 

dation of  iron  with  HNO3,  because  part  of  the  Mn  is  then  always  in 
MnjOj  state  and  precipitated  with  the  Fe ;  recommends  KCIO^  or 
evaporation  of  HNO3  entirely. 
306.  Frjbsenius  {Qy^nt  Jna^.).-Basic  formates  are   more  easily   washed 
wS  S  F^^'     Succinates  are  said  to  completely  precipitate  Al  along 

a.  2.  Precipitating  the  Iron  with  Sulphates: 
306.  Kbssler  (^  Z  S.  /.,  1880,  353).-Mixed  chlorides  are  thoroughly 

"'TA^^^uJ't.^'^^' '  '^''  ^^^"*^^  ^*^^"^^^^  i«  precipitated  in  the 
cold  with  Na^O,  and  straightway  filtered.     (A  translation  of  this 
paper  appears  in  Iron^  May  31,  1879  ) 
307.  Me,n«:k.  (J.  C.  &,  Ivi    310).-I.«cipiutes  tnth  (NH,)^,  at  ordinary 

^'  ''dSL^:i''cc'iT'''''^^M^c!""""  -«tral.  but  no  definite  pre- 

a.  3.  Precipitating  the  Iron  as  Hydrate  : 

309.  Sarnstrom  (C,  iT.,  xlvii    177\ TVo^^o^i. 

Guyard-s  iroces;  the  Fel'^pre^SJ^T?;':  ""r"«  ''^  ^"^  ""' 
bicarbonate.     (See  411, 412,  and  413.)  *  ^^^^^  ^^  sodium 

310.  Meinecke  {J.  L  S.  /.,  1888,  ii.,  326) --Fg  «^i.  *.• 

neutralized  with  sodium  bicarbonate  an^  saturated  with  CO^, 

drop  more.  Precipitate  free  from  mL  cS  ""^^^^^^ly  coagulated  with  a 
able  in  presence  of  much  Al.  Phosnh  ♦•  '  *^^  ^**  Process  not  avail- 
worthless  ;  precipitation  with  HirO  of  l>4-i**^^*^^^  ^^  precipitating  Fe 

little  use  ;  BaCX)3  always  leaves 
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Mn  in  precipitate.  See  also  J»  C.  S.,  Ivi.,  310,  for  separation  of  other 
elements  by  a  similar  process. 
311.  Fresbnius  (Qtuint.  Anal.,  p.  437,  7th  ed.). — Add  ammonium  carbonate 
so  that  fluid  loses  its  transparency  and  tends  to  become  more  turbid 
rather  than  otherwise,  then  boil ;  the  iron  is  precipitated.  Described 
also  by  Dittmar  {Quant.  Anal,,  p.  74).  Known  as  Schwarzenberg 
or  HerschelPs  method. 


a.  4.  Iron  Precipitated  by  various  Reagents  : 

312.  Zinc  (9:rMfc.— VoLHARD  {C.  N,,  xL,  207  ;  J.  L  8,  /.,  1880,  366).— Dilute 

H2SO4  solution  of  the  metals  neutralized  with  soda  carbonate  ;  emul- 
sion of  ZnO  added  until  complete  precipitation  of  Fe  is  indicated  by 
sudden  coagulation  of  the  solution. 

313.  Ammomum  Chloride, — Kern  (C.  N,,  xzxiii.,  90). — FegClfl+MnClj  pre- 

cipitated with  KHO,  large  amount  (NH4)C1  added  and  boiled ;  the 
filtrate  contains  the  Mn.  It  is  further  precipitated  as  sulphide  and 
estimated  as  sulphate. 
313a.  Kern  ((7.  N,,  xxxv.,  270). — Powdered  sample  mixed  with  (NB[4)C1 
and  strongly  ignited ;  process  repeated  until  Fe  is  volatilized.  Residue 
separated  from  Si02,  etc.,  is  weighed  as  Mn304.     (See  364.) 

314.  Barium  Carbonate. — Forbes  (C.  N.,  xvi.,  105),  and  Juptner  {J.  I.  S.  /., 

1886,  i.,  247),  separate  Fe  with  BaCOg.      (See  310.) 
316.  Sodium  Phosphate. — Bloxam  {C.  N.,  1.,  112). — Speaks  unfavourably  of  the 
acetate  process.   Precipitates  neutralized  iron  solution  with  ammonium 
acetate  and  excess  of  sodium  phosphate  ;  ferric  phosphate  re-dissolved 
and  re-precipitated  ;  Mn  in  filtrate  estimated  as  MnjPjO;.    (See  310.) 

316.  Chlorine. — Kern  {C.  N.,  xxxv.,  247). — Precipitate  Fe  and  Mn  together 

with  ammonia.  Volatilize  Fe  in  current  of  01 ;  estimate  residue  as 
Mn304. 

317.  Friedmann  {J.  L  S.  /.,  1888,  ii.,  328).— Volatilize  Fe  in  CI.    Gra- 
phite, Cu,  Ck),  Ni,  Mu,  and  slag  in  the  residue. 

318.  Sidphuretted  Hydrogen. — Carnot  {J.  I.  S.  /.,  1887,  i.,  470). — Acetate 

added  to  neutralized  solution  and  HjS  passed  through  ;  Fe,  Ni,  and  Co 
are  completely  precipitated. 

319.  Lead  Carbonate.— -Campbell  {J.  C.  S.y  Ixii.,  ii.,  103). — Ferric  solutions 

are  precipitated  by  PbCOg.  Mn,  Co,  Ni,  and  ferrous  salts  are  not 
decomposed.  Warming  assists  the  reaction ;  nitrates  should  be 
absent. 

320.  Lead  Oxide. — Field  {C.  iV.,  i.,  4). — Mn,  Ni,  and  Co  are  separated  from 

Fe  by  precipitating  with  this  reagent. 

321.  Sodium  Nitrite. — Wynkoop(/.  C.  5.,  Ixxiv.,  ii.,  54). — Fe,  Cr,  Al  are  com- 

pletely separated  from  Mn,  Zn,  Ni,  Co  by  boiling  with  excess  of 
NaNOj.     It  is  better  to  have  Fe  in  the  ferrous  state. 

322.  Ether. — Skey  (C  N.,  xvi.,  201)  suggests  a  separation  by  abstracting  the 

Fe  with  ether  from  a  solution  of  the  sulpho-cyanides. 
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323.  I^Uroio-P-naphthol—KvoKKR  (C.  K,  lix.,  232  ;  J.  L  S.  /.,  1887,  i.,  470).— 

Fe  must  be  preaent  as  sulphate  or  chloride ;  neutralized  solution  pre- 
cipitated with  at  least  ten  times  as  much  of  the  reagent,  dissolved  in 
acetic  acid,  as  there  is  Fe  present.  By  the  same  process  Fe  is  sepa- 
rated from  Or,  Ni,  Zn,  and  Al.  (See  also  De  Koninck,  Cfhem,  Netvs^ 
Ixii.,  19.) 

324.  BuRGASS  (J.  C.  S,,  Ixxii.,  ii.,  162). — Nitro60-)3-naphthol  precipitates 
Cu,  Co,  and  Fe  completely ;  Mn,  Hg,  Ni,  Cr,  !Pb,  Zn,  Al,  Cd,  Mg, 
Ga,  Bi,  Sb,  and  As  remain  in  solution. 

325.  Electrolytic. — Koeppel  {J.  C.  ^.,  Ixxiv.,  ii.,  354). — Solution  of  Fe  and 

Mn  sulphates  are  poured  into  boiling  sodium  pyrophosphate.  The  Fe 
is  deposited  from  the  clear  solution. 

b.  Precipitating  the  Manganese  : 

326.  Beilstein  and  Jawain  {C.  N.,  xl.,  300  ;  /.  /.  S.  /-,  1880,  354).— Solution 

of  the  metals  poured  into  concentrated  KCN  ;  the  Mn  is  precipitated 
with  iodine  and  converted  into  sulphide.  Describes  also  the  chlorate 
process,  which  is  really  a  separation  in  which  the  manganese  is 
precipitated. 

327.  MooRK  (C.  y,.f  Ivii.,  125). — Sodium  carbonate  in  excess  added  to  concen- 

trated solution  of  the  metals ;  dissolve  precipitate  in  KCN,  add  a 
little  KHO,  and  precipitate  Mn  with  Hfif  The  Mn  may  also  be 
precipitated  with  HgS.    Ni  and  Co  are  also  precipitated. 

328.  Classen  {C,  N.y  xL,  33). — Manganous  solutions  ara  precipitated  by 

neutral  potassium  oxalate ;  the  precipitate  being  soluble  in  excess. 
The  potassium  manganous  oxalate  is  decomposed  by  concentrated 
acetic  acid,  but  the  potassium  ferric  oxalate  remains  dissolved.  Zn  or 
Mg  chlorides,  used  to  obviate  influence  of  alkaline  chlorides.  The 
process  separates  Ca,  Co,  Ni,  and  Cu  from  Fe  and  Al,  and  is  later 
elaborated  (C.  ^V.,  xl.,  196)  to  cover  a  number  of  other  separations. 
(See  527.) 

329.  Blum  (C.  N.^  Iv.,  236). — HCl  solution  of  chlorides  mixed  with  tartaric 

acid,  so  that  no  precipitate  is  formed  with  ammonia ;  ferri-cyanide 
added.    Mn,  Ni,  Co,  and  Zn  are  precipitated.     Filters  badly. 

330.  Enqbls  («/.  (7.  5.,  Ixxiv.,  ii.,  192). — MnOj  is  precipitated  by  the  electric 

current  from  an  acidulated  solution  of  the  suplhates. 


IL  Separating  other  Elements  from  Manganese. 

331.  Aluminium. — Bose  {C.  N.y  ii.,  266). — ^Add  (NH4)C1,  boil,  add  ammonia, 

and  boil  off  excess.    Precipitate  perfectly  free  from  Mn. 

332.  Nickel  and  Cobalt. — Terriel  {C,  N.^  xiiL,  133). — Permanganate  com- 

pletely precipitates  manganese  from  ammoniacal  solutions. 

333.  jAifNASCH  and  Franzbk  {J.  I.  8.  /.,  1892,  L,  493). — Solution  of  the 
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sulphates  converted  to  double  cyanides  and  Mn  precipitated  with 
HjOg.    Be-precipitation  recommended  (</.  C,  S.^  Izx.,  ii.,  548). 

334.  Ntckely  CobcUt,  and  Zinc. — Gibbs  {C,  K,  xi.,    148). — Precipitates  in 

acetic  solutions  with  HjS. 

335.  Clark  (J.  C.  S,,  Ixiii.,  1082). — Sodium  peroxide  precipitates  Mn  from 
ammoniacal  solutions  free  from  Zn.  Be-precipitation  is  required 
in  order  to  separate  Ni  and  Co. 

335a.  Tamm  (C.  N,,  xxvi.,  37). — Mn  is  precipitated  with  {'S'H.^jOOs  free 
from  Ni  and  Zn. 

336.  Zinc, — Jannasch  and  Niederhofheim  (C  N.,  Ixv.,  159). — A  mixture  of 

KCN  and  KHO  are  added  until  precipitate  is  re-dissolved.    Mn  pre- 
cipitated with  HjOg. 

337.  Renard  (C.  N.,  xx.,  35). — Mn  precipitated  with  sodium  phosphate 
and  ammonia. 

338.  Baylbt  (J.  S,  C.  /.,  1887,  499).— Zn  precipitated  with  HjS  from  a 
solution  containing  free  phosphoric  acid. 

339.  Neumann  (J.  S.  C.  /.,  1889, 62). — Zn  may  be  precipitated  as  sulphide 
from  formic  acid  solutions  free  from  Mn,  Ni,  or  Fe. 

Separations  with  Hfi^. — Mn  is  separated  from  a  number  of  elements 
by  adding  the  mixture  to  an  alkaline  solution  of  H2O2 ;  the  procedure 
is  very  similar  in  each  case.     The  references  are  : 

340.  Mercury, — Jannasch  {C.  N,,  Ixxii.,  65  ;  and  J.  C.  <S,,  Ixviii.,  ii.,  332). 

341.  Silver. — Jannasch  and  Kammerer  {C,  N.,  Ixxii.,  91  ;  and  J.  C,  S., 

Ixviii.,  ii.,  423). 

342.  Arsenic. — Jannasch  and  Kammerer  {J,  C.  S.y  Ixx.,  ii.,  221). 

343.  Chromium, — Jannasch  and  Cloedt  (J,  C.  S,,  Ixx.,  ii.,  222). 

344.  Zinc. — Jannasch  and  Cloedt  (J,  C,  S.,  Ixx.,  ii.,  220  and  646).    Also 

Jannasch  and  MacGreoort  {J.  C.  S.,  Ix.,  963). 

345.  Copper. — Jannasch  (•/.  C.  S.y  Ixx.,  ii.,  546). 

346.  Copper  and  Cadmium. — Jannasch  and  Rottoen  (J.  C.  S.,  Ixviii.,  ii,, 

331). 

347.  Tungsten. — Taooart  and  Smith  (C.  iV^.,  Ixxv.,  26). — Neither  digestion 
with  ammonium  sulphide  and  (NH4)C1  nor  with  K2COS  effects  a 
complete  separation. 

348.  Phosphorus. — Granger  {C,  N.y  Ixxv.,  95). — Fuse  with  KHO,  evaporate 

acid  solution  to  dryness,  re-dissolve,  and  precipitate  with  anmionium 
sulphide. 

349.  Chromic  Acid. — Brearlet  (C.  A^.,  Ixxvii.,  131). — Add  sodium  carbonate 

to  cold  solution,  and  filter  at  once  or  after  heating  to  boiling- 
point.  Precipitation  with  soluble  phosphate,  using  considerable 
excess,  in  ammoniacal  solution. 

350.  Copper. — Knorre  {J.  C.  S.,  lii.,  530). — To  acid  solution  of  sulphates  or 

chlorides  add  nitroso-j9-naphthol  in  acetic  acid.     Cu  is  precipitated. 

351.  Fernberoeb  and  Smith  (J.  S.  C.  /.,   1900,  53). — Electro'^separatiou 

of  Cu. 
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m.  OntTimetric  Estiiiiation  of  Manganese. 

a.  As  Mangano-manganic  Oxide  : 

352.  EooERTZ  (C.  N.<f  xviii.,  232). — Precipitate  with  Br,  wash  with  cold  1 

per  cent  HCl,  diy  at  100°  C,  and  weigh  as  hydrated  oxide  (59*21  per 
cent.  Mn),  or  ignite  to  Mufi^. 

353.  Kessler  {C.  N.^  xxvii.,  14). — Precipitates  with  Br  and  sodium  acetate. 

354.  Abel  {C,  N,,  vi.,  125). — Precipitates  Mn  from  anmioniacal  solution  with 

bromine. 

355.  PiESSB  {C.  y.^  zxix.,  110). — Precipitates  with  Br  and  ammonia,  and 

allows  to  stand  eighteen  hours. 

356.  Willis  {C.  i^.,  xxix.,  150). — Uses  more  Br  and  ammonia,  and  points 

out  that  the  precipitation  of  the  Mn  is  immediately  complete. 

357.  EiOQS  (J.   C,  S.y  IxiL,  536). — Bromine  should  be  added  to  the  hot 

ammoniacal  filtrate. 

358.  Holthof(^.  S.  C.  /.,  1885, 367).— Precipitate  Mn(H0)2  with  Br  and  large 

excess  (NH4)H0.  Alkalis,  alkaline  earths,  Cu,  Zn,  and  Mg  are  partly 
carried  down.  A  re-precipitation  in  presence  of  much  AmCl  with 
AmgCOj. 

359.  MuLLER  {J.  I.  S,  /.,  1886,  392). — Acetate  separation  of  Fe.    Precipitates 

Mn  with  Hs02  and  (NH4)H0,  and  ignites. 

360.  Meinbcke  (J,  L  S.  /.,  1887,  L,  469).— ZnO  separation  of  Fe ;  filtrate 

mixed  with  HgO ;  heat  to  boiling-point  and  precipitate  with  Br. 
The  precipitate  is  washed  with  dilute  HNO3  (^^ee  from  nitrous)  and 
ignited. 

361.  Juptner  (</.  /.  S.  /.,  1885,  247). — Precipitated  sulphide  dissolved  in 

acetic  acid,  evaporated,  and  ignited  to  '^t.nfi^, 

362.  Kern  (C.  N.y  xxxiL,  100)t— Fe  and  Mn  precipitated  with  KHO,  heated 

in  H ;  mixture  powdered  under  naphtha  oil ;  Fe  separated  with 
magnet,  and  MnO  ignited  to  Mn304. 

363.  Parker  (C  N,y  xxii.,  186). — Spiegels  contain  Cu  up  to  0*5  per  cent. ; 

this  is  precipitated  by  the  Br  and  ammonia,  and  to  some  extent  if  Mn 
is  precipitated  as  phosphate. 

364.  Mathesius  (C.  N.,  liii.,  74). — Oxides  of  Mn  ignited  along  with  NH4CI 

are  partly  volatilized.    (See  313a.) 

365.  Pickering  (C.  K,  xliii.,  189). — ^The  degree  of  oxidation  of  MnOj .  MnO 

compounds  is  influenced  by  heating  in  air  at  100**  C,  or  even  by 
boiling  in  water.  Compounds  variously  oxygenated  are  produced 
when  oxides  of  manganese  are  heated  to  redness  in  a  platinum  dish 
over  a  Bunsen.  Permeability  of  the  platinum  probable  cause  of  the 
error. 

366.  Pattinson  (J.  S.  C,  /.,  1891,  333).— Mn304  formed  only  by  ignition  at 

almost  white  heat,  the  oxide  being  protected  from  reducing  agents ; 
heat  of  a  Buusen  not  sufficient  to  form  Mn304 ;  heating  over  gas 

2b 
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blowpipe  dangerous,  owing  to  reducing  gases  permeating  the  crucible. 
All  ignitions  in  air  need  confirmation  by  a  determination  of  the 
available  oxygen.  Modified  form  and  interference  of  Ni,  Co,  Cu,  Pb, 
and  Cr  with  601. 

367.  GoROBU  {J.  C.  S.,  liv.,  653). — After  heating  to  bright  redness,  Mn304 

absorbs  absolutely  no  oxygen  on  cooling. 

368.  Meineckb  {J,  C.  S.,  Ivi.,  311). — ^To  prevent  the  ignited  precipitate  con- 

taining fixed  alkali,  it  should  be  heated  with  (NH4)C1  and  amroouia 
before  filtering. 

369.  GoocH  and  Austin  (C  If.,  Ixxvii.,  255). — Ignition  to  Mnfi^  may  be 

made  in  strong  Bunsen  or  blast-lamp  in  such  a  way  that  an 
oxidizing  flame  covers  the  entire  wall  of  the  crucible. 

b.  Estimation  of  Mn  as  Pyrophosphate,    (See  also  471.) 

370.  GiBBS  (C,  i^.,  xvii.,  195). — Describes  the  precipitation  as  ammoninm- 

manganese  phosphate.  Befers  to  other  metals  precipitable  as 
ammon  io-phosphates. 

371.  GoocH  and  Austin  {C.  N.,  Ixxviii.,  239). — The  success  of  the  precipita- 

tion depends  mainly  on  the  change  of  MnjPjOs  to  NHfMnPO^ ;  the 
presence  of  (NH|)C1  or  a  substitute  essential  to  completeness  of  this 
change  ;  the  proportion  (NH4)C1  to  final  MngPjO;  should  be  at  least 
50  to  1  ;  large  excess  not  harmful ;  ammonia  used  in  slight  excess  ; 
glass  vessels  available  if  operation  is  rapid. 

372.  McKenna  (C.  N.,  Ixiii.,  184). — Compares  Gibb's  original  process  (370) 

and  Blair's  {Chem,  Anal,  of  Iron)  modification.  The  precipitate 
must  be  quite  crystalline  ;  a  trace  of  Mn  always  found  in  the  filtrate  ; 
hot  water,  (NH4)H0,  and  {J^B.^^0^  all  slightly  dissolve  the  pre- 
cipitate ;  glass  vessels  may  be  used. 

373.  NoRRis  (•/.  S.   C,  /.,   1901,  551). — Ether-acetone  separation    of   Mn 

and  Fe  and  estimation  of  former  as  phosphate.  Some  minor 
impurities  of  Mn  alloys  and  ores  are  simultaneously  prepared  for 
estimation. 

374.  Boyd  {J.  8,  C,  /,  1890,  973). — Phosphate  may  be  precipitated  in  and 

filtered  from  hot  solutions  without  detriment.  Similar  process  for 
zinc. 

375.  BoTTQBR  {C.  y.y    Ixxxii.,    247). — Modified    phosphate    precipitation ; 

explanations  from  ionic  point  of  view. 

376.  Dakin  {C.  N,,  Ixxxiii.,  37). — Experimental  inquiry ;  weighs  either  as 

pyrophosphate  or  double  ammonium  salt. 

c.  Estimation  of  Mn  as  Sulphate : 

377.  GoocH  and    Austin    (C.  N.,    Ixxvii.,   256). — Estimation  as  sulphate 

formerly  recognized  procedure ;  definite  condition  of  hydration 
thought  hard  to  attain  to.  Volhard  used  a  ring  burner  in  iron 
casing,  and  obtained  excellent  results  ;  authors  support  crucible  on  a 
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triangle  withiu  a  larger  crucible,  and  are  able  to  heat  the  outer  one 
to  redness  without  risk  ;  good  results ;  regarded  as  most  reliable  of 
the  gravimetric  processes. 

378.  Reinhardt  {J.  S.  C.  /.,  1886,  391).— Methods  for  analysis  of  mangani- 

ferous  ores.    Mn  weighed  as  sulphate. 

d.  Estimation  of  Mn  as  Sulphide,    (See  also  540.) 

379.  Rose  (C.  N.,  ii.,  302). — Precipitated  sulphide  not  wholly  insoluble, 

especially  in  liquids  containing  ammonium  salts ;  the  precipitate  is 
deposited  slowly. 

380.  Blum  (J,  L  S.  /.,  1890,  i.,  372). — In  the  presence  of  Ca  the  precipitation 

should  be  made  in  boiling  solutions  and  rapidly  filtered,  as  calci  im 
hyposulphite  may  crystallize  out. 

381.  Freskmius  (C.  N.,  iv.,  150). — Ammonium  sulphide  does  not  precipitate 

very  dilute  solutions  of  Mn  ;  (NH4)C1  favours  the  precipitation  after 
some  time. 

382.  Meinecke  (J,  S,  C.  /.,  1888,  236). — Precipitated  from  boiling  solutions 

containing  excess  of  ammonia  ;  a  trace  remains  unprecipitated  ;  large 
amounts  of  (NH4)C1,  NaCl,  or  'S13ij^{C2'H.fi^  are  without  influence. 
Satisfactorily  separates  Ca  and  Mg. 

383.  MuRMANN  (J.  S.  C.  /.,  1898,  1186). — Mn  precipitated  as  sulphide  in  the 

presence  of  HgGl2  quickly  deposits,  and  may  be  washed  without 
passing  the  filter.    Hg  is  removed  by  subsequent  ignition. 

384.  Pattinson  {C.  N,,  Ixxzi.,  193). — The  filtrate  from  the  sulphide  always 

contains  a  little  Mn,  and  the  precipitate  in  case  of  ores  may  contain 
Ba,  Co,  Ca,  or  Mg. 

e.  Precipitation  of  Mn  as  Carbonate  : 

385.  Forbes  (C  A^.,  xvi.,  105). — Precipitates  with  sodium  carbonate. 

386.  Tosh  (C.  A^.,  xvi.,  168). — Re-dissolves  precipitated  sulphide  in  HCl, 

precipitates  with  sodium  carbonate,  and  ignites  to  Mn304. 

387.  Tamm  (Gutard)  (C  A^.,  xxvi.,  37). — Precipitates  with  ammonium  car- 

bonate ;  claims  this,  amid  much  rattle,  as  a  startling  discovery. 
Allen  {C,  A^.,  xxvi.,  81)  speaks  of  it  as  an  old  process. 

388.  Austin  (C.  N.,  Ixxvii.,  242). — Precipitation  as  carbonate  complete ; 

presence  of  (NH4)C1  necessary  to  ensure  filterable  precipitate.  Pre- 
ferable to  weigh  as  sulphate. 

389.  GoROEU  (C,  iV.,  lix.,  277). — At  the  common  temperature  carbonate  or 

oxide  of  Mn  cannot  absorb  from  air  or  aerated  water  a  proportion 
of  O  greater  than  corresponds  to  MnOj .  MuO.    (See  506.) 

/.  Estimation  of  Manganese  Electrolytically : 

390.  RicHE  (C  iV.,  xxxvL,  90). — Deposited  as  peroxide.     Cu,  Ni,  Co,  Zn, 

Mg,  Al,  alkalis  or  alkaline  earths,  may  be  present.  Large  amounts 
of  Fe  injurious 
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391.  ELaeppel  {C,  y.,  IxzviL,  201  ;  and  Ixzix.,  195). — Deposited  parti/  aa 

metal  and  partly  as  MnOj  from  neuti^l  or  faintly  acid  solutions  ; 
very  strong  current  used  ;  addition  of  acetone  improves  results. 

392.  VoRTMANN  {J.  L  S.  /.,  1892,  i.,  490). — Mn  and  Hg  precipitated  simul- 

taneously as  an  amalgam  ;  Zn,  Pb,  Cd,  Sb,  As,  and  Bi,  which  do  not 
form  coherent  deposits,  can  be  similarly  estimated.    (See  C,  N,^  Ixiv., 
227,  etc.) 
993.  Enoels  {J.  C.  S.,  Ixxiv.,  ii.,  62). — Deposited  at  80**  C.  from  solutions 
containing  Cr  alum,  or  alcohol  and  ammonium  acetate. 

394.  Brand  (J.  C.  S.,  Iviii.,  294). — After  dissolving  in  pyrophosphate,  MnOj 

is  deposited,  adhering  firmly.     Ignited  to  Mn304. 

395.  BuDORFF  (J,  C.  S,,  Ixiv.,  ii.,  94). — Mn  should  be  present  as  sulphate  ; 

deposited  hydrated  peroxide  dried  at  60**  and  weighed. 

396.  Classen  (J,  C.  S.y  Ixvi.,  ii.,  480). — Solution  electrolyzed  in  presence  of 

acetic  acid ;  peroxide  ignited  to  MusOf. 

397.  HiORNS  (C.  N.,  Ixxx.,  16). — Deposited  from  HNO3 solutions;  precipitatetl 

Mn02  ignited  to  Mn304. 

398.  VoLMAN  (J.  C.  S,,  Ixxiv.,  ii.,  50). — Deposited  from  HNO3  solution  at 

50° ;  small  current ;  solution  in  oxalate,  acetic  acid,  or  pyrophosphate 
do  not  give  good  results. 

399.  GRdGER  {J.  C.  S.f  Ixviii.,  ii.,  419). — Electro-deposited  Mn  not  entirely 

peroxide.    Only  94  to  96  per  cent,  estimated  by  KI  and  thiosulphate, 
on  the  assumption  that  the  precipitate  is  MuOg. 

g.  Estimation  of  Mn  {Miscellaneous) : 

400.  Carnot  (C  iV.,  Ivi.,  16). — Precipitated  as  vanadate  from  an  ammonical 

solution.    Ignited  precipitate  has  the  composition  2MnO .  Y^Og. 


rV.  Volumetric  Estimation  of  Manganese. 

a.  Titrations  with  Standard  Permanganate  : 

401.  GuTARD  {C.  N.,  viii.,  292). — Titration  at  80**  C.     Associated  metals  are 

converted  to  peroxides,  and  do  not  interfere.  The  process  separates 
Mn  from  alkalis,  Ca,  Sr,  Mg,  Ni,  Co,  Zn,  and  Ur.  (Some  of  the 
separations  are  not  nearly  exact  ones. — H.  B.)  Discusses  three  perman- 
ganates of  MnO :— 6MnO.  Mn^Oj,  4MnO. MugOj-,  and  3MnO. Mn207. 

402.  Habich  {C,  N.,  xii.,  58).— Dilute  H2SO4  and  HCl ;  lower  oxides  of  Ni 

and  Co,  ZnO,  AlgOg,  and  CaO  do  not  interfere  with  Guyard's  process. 
Strong  HCl  or  H2SO4,  Fe203,  and  Cr^Oj  render  the  process  useless. 

403.  GrOROEU  (J.  I.  S,  /.,  1894,  i.,  613). — Besults  by  Guyard's  process  too  low, 

partly  on  account  of  the  acidity  of  the  liquid.  Donath's  modification 
(see  416)  also  gives  inexact  results  unless  the  solutions  are  slowly 
mixed.  Criticises  Guyard's  views  (see  401)  concerning  existence  and 
constitution  of  the  compounds  formed  during  the  titration. 
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404.  VoLHARD  (C  N.,  xl.,  207). — Manganous  solution  mixed  with  ZnSOf, 

luade  faintly  acid  with  HNO3,  and  titrated  near  boiling-point  to  a 
permanent  red  colour. 

405.  AucHY  {C.  N,^  Ixxiv.,   214). — Examination  of  Volhard's  process  for 

estimation  of  Mn  in  steels.  Add  ZnO  to  cold  solution  until  Fe  is 
precipitated,  then  excess  of  ZnO  ;  titrate  at  boiling-point,  and  deduct 
0*02  per  cent. 

406.  Haswkll  {J,  L  S.  /.,  1882,  743). — Acidification  with  a  few  drops  of 

HNO3  previous  to  titration  counteracts  traces  of  organic  matter. 
Standardize  permanganate  with  KI  and  thiosulphate. 

407.  Daw  (C.  N.,  Ixxix.,  25). — Titrations  with  permanganate  are  subject  to 

error  on  account  of  organic  matter,  reckless  addition  of  ZnO,  and 
standardizing  solutions  with  Fe  instead  of  Mn.  Process  described  to 
eliminate  these  errors.  Brearlet  (C.  N.^  Ixxix.,  47)  takes  exception 
to  permanganate  being  standardized  by  the  Mn304  finally  heated  over 
a  blast-lamp.  The  validity  of  this  procedure  is  discussed  (pages  58, 
83,  and  104). 

408.  Wolff  {J.  I.  S.  /.,  1885,  301).— Separates  Fe  with  ZnO  ;  no  filtration  ; 

excess  ZnO  to  be  avoide<l ;  KCIO3  used  to  oxidize  Fe  ;  HNO3  leads  to 
organic  compounds,  which  interfere  with  titration.  Results  slightly 
low. 

409.  Reis  (J.  S,  C.  /.,  1893,  378).— Modification  of  WolflTs  process.     See  also 

BoERNER  {J,  L  S,  /.,  1901,  ii.,  519). 

410.  Meinecke  {J.  S.  C.  /.,  1886, 508). — To  nitro-sulphuric  acid  solution  of  Fe 

add  Cr03-|-BaCl2+ZnO;  pour  filtrate  into  excess  permanganate,  and 
titrate  back  with  SbClg.    (See  494.) 

411.  Sarvstrom  (C  N,,  xlvii.,  177). — Sodium  bicarbonate*  added  in  small 

quantities  until  Fe  is  precipitated ;  titration  by  Guyard's  process 
without  filtering  off  the  Fe. 

412.  AucHY  (J,  C.  S.,  Ixxii.,  ii.,  603). — The  danger  of  Mn  being  carried  down 

by  the  precipitated  ferric  oxide  greatly  lessened  if  about  7  grms. 
(N  114)01  is  added  before  the  sodium  carbonate  in  Sarnstrom's  process 

413.  Mixer  and  Dubois  (C.  y.,  Ixxv.,  51). — A  study  of  Sarnstrom's  method. 

Add  FegClg  if  Fe  is  low ;  use  large  amounts  HCl,  so  as  to  generate 
CO2 ;  large  excess  carbonate  to  be  avoided.  Not  reliable  for  high 
percentages. 

414.  Brearlet  (C.  N.y  Ixxv.,  13). — Acetate  separation  of  Fe ;  faintly  acid 

filtrate  poured  into  excess  of  permanganate  mixed  with  ZnSOf 
(Wright  and  Meinecke's  modification  of  Guyard's  process,  see  J,  C,  S. 
Trans.,  1880),  and  excess  permanganate  titrated ;  or  the  precipitated 
Mn02  may  be  estimated.  Excessive  ammonium  salts  to  be  avoided 
(see  425).  Describes  syphon  filter  and  general  corrections  for  hot 
aliquot  filtrations. 

415.  ScHttFFEL  and  Donath  {J.  C,  S.,  lii.,  399). — Neutralize  with  sodium 

carbonate ;  add  to  permanganate  and  ZnS04  ^^^  titrate  excess  with 
arsenious  acid. 
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416.  DoNATH  (C.  N,y  xliii.,  263  ;  and  SchOffkl  and  Donath,  J.  I.  S.  /.,  1883, 

381). — Neutral  solution  of  Mn  salt  flows  into  hot  alkaline  perman- 
ganate ;  process  ended  when  supernatant  liquid  is  colourless ;  Fe 
present  as  per-salt  does  not  interfere.  Similar  process  for  estimating 
Cr  in  presence  of  Fe  and  AL 

417.  SchOffbl  and  Donath  {J.  L  S.  /.,  1887,  i.,  469).— Fe  separated  with 

ZnO;  without  filtration,  run  into  boiling  KMn04  +  ZnS04— this  to 
avoid  formation  of  lower  oxides  than  MnOj.  Excess  permanganate 
determined  with  arsenious  acid. 
41  a  GiORGis  {J,  I.  S.  /.,  1897,  ii.,  498;  and  J,  C.  S.,  Ixxii.,  ii.,  350).— 
Neutralized  solution  of  Fe  and  Mn  boiled  with  permanganate  and 
large  amount  of  sodium  nitrate  ;  excess  permanganate  determined. 
Similar  process  for  Cr  if  Mn  is  absent  or  present  in  known  amount. 

419.  Chilian  (C.  N,,  lix.,   121).  —Titration  in  presence  of  ZnO  without 

filtering  off  Fe.     Twenty-five  assays  in  half  an  hour. 

420.  Brand  (J,  L  S,  /.,  1887,  ii.,  368  ;  and  1888,  i.,  375  ;  Keis,  J.  C,  S.,  Ixiv., 

ii.,  304). — Sample  dissolved  in  nitro-sulphuric  acid,  oxidized  with 
HNO3  and  barium  peroxide,  HjO^  boiled  off,  Fe  precipitated  with 
ZnO,  and  solution  titrated ;  precipitate  settles  rapidly ;  continuous 
working  with  two  burettes. 

421.  RuBRicius  (•/.  /.  S.  /.,  1892,  ii.,  512).— Precipitates  Fe  with  ZnO,  and 

adds  MgS04  previous  to  titration. 

422.  JoLLES  (J,  S.  C.  /.,  1889,  819).— MnO  solution  added  to  faintly  alkaline 

solution  of  standard  manganate  until  it  is  decolourized  ;  the  precipitate 
is  Mn02.    Co  estimated  similiarly. 

Standard  Solutions  and  General  Notes  : 

423.  Dunn  (C.  N.,  xlv.,  137). — Mixed  solutions  of  MnSOf  and  KMn04  evolve 

little  or  no  gas  in  the  cold ;  on  heating,  O  is  evolved  if  the  perman- 
ganate is  in  excess. 

424.  Morse  and  Bebse  (C.  N,,  Ixxviii.,  77). — Permanganate  is  reduced  and 

O  evolved  if  Mn02  is  present.  To  this  cause  is  ascribed  the  instability 
of  KMn04  solutions  ;  they  should  always  be  carefully  filtered. 

425.  Tamm  (C   N.,  XXV.,  26). — Permanganate  as  an  oxidizing  agent  can 

convert  ammonia  into  HNO3. 

426.  Meter  and  Recklinghausen  {J.  C.  S.,  Ixxii.,  ii.,  19). — H  and  CO  are 

slowly  oxidized  by  a  solution  of  KMn04. 

427.  Harcourt  (C.  N.,  xiii.,  293). — Speed  of  the  reaction  between  perman- 

ganate and  oxalic  acid  depends  on  the  relation  between  permanganate, 
oxalic  acid,  mauganous  sulphate,  and  sulphuric  acid. 

428.  Dtmond  and  Hughes  (J.  C,  5.,  lx.\i.,  314).— On  titrating  HjSOg  with 

KMn04,  only  89  per  cent  of  that  required  to  form  H2SO4  is  used  ;  due 
to  formation  of  dithionic  acid.  Same  amount  formed  under  varying 
conditions. 

429.  LoNGi  and  Camilla  (J.  C,  S.^  Ixxii.,  ii.,  387). — MnOj  adhering  to  vessel 

during  precipitation  due  to  dirt,  and  may  be  prevented  by  washing 
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with  H^Oi+CrOj.  Ni,  CrOs,  Co,  Pb  do  not  interfere  with  perman- 
ganate titration  of  MnO. 

430.  LuNOB  {J.  S.  C.  /.,  1890,  21). — Permanganate  standardized  in  acid  solu- 

tion with  HjOj  ;  evolved  O  measured.  A  similar  process  serves  to 
determine  available  oxygen  in  pyrolusite,  Weldon  mud,  etc. 

431.  Morse  and  Chambers  (•/.  C,  S.j  ixx.,  iL,  388). — In  presence  of  a  neutral 

reducing  agent,  such  as  H^Oj,  permanganate  may  be  standardized  with 
H2SO4,  or  conversely. 

432.  RiEQLER  (J.  C,  S,j  Ixz.,  ii.,  676). — Solution  of  oxalic  acid  containing  large 

amount  of  H2SO4  keeps  unchanged  for  a  year. 

433.  Lbnz  (t/.  C.  S.^  xlviii.,  598). — Ten  grms.  boric  acid  per  litre  prevents  the 

decomposition  of  oxalic  acid. 

434.  Hampe  (C  N,^  xlvii.  260). — Pure  dehydrated  oxalic  acid  is  obtained  by 

sublimation,  and  kept  over  HjSOi. 
435  M'DiRBY  (C  N,y  XXX.,  142).— Permanganate  standardized  by  simply 
dissolving  piano- wire  is  inaccurate.  The  small  amount  of  C  existing 
in  the  Fe  is  oxidized  also,  and  errors  of  1  to  2  per  cent,  are  caused. 
Berthelot  has  previously  drawn  attention  to  this  point.  See  also 
Wdowiszewski  {J.  L  S,  /.,  1901,  ii.,  521)  and  406. 

h.  Oxidations  to  Pemumganate : 

436.  GiBBS  {C,  N.,  xi.,  147). — Has  recommended  boiling  with  PbO]  to  sepa- 

rate Mn  from  alkaline  earths.  A  compound,  Mn02+4Pb02,  is  formed. 
[This  appears  to  be  the  source  of  error,  more  or  less  evident,  whenever 
more  than  about  0*01  grm.  of  Mn  is  boiled  in  an  acid  solution  with 
PbO^— H.  B.] 

437.  Morse  {J.  C.  S.,  Ixxii.,  ii.,  145). — In  presence  of  HNO3  the  following 

reaction  occurs :— 2H  M  n04 + 3PbOj = H,0  -H  2Mn02 + 3PbO + 30,. 

438.  Leclerc  (C  ^.,  xxvL,  297)  and  Pichard  {C,  N,y  Ixxvii.,  108) — Oxidizes 

an  acid  solution  of  soils,  etc.,  with  red  lead  ;  it  is  necessary  to  destroy 
organic  matter.  Not  possible  to  titrate  with  FeS04  ^^  account  of 
PbSOf  (see  450X  or  oxalic  acid  on  account  of  PbCO,  (see  448). 
Titrates  with  HgNOg,  liquid  to  be  freely  acid  so  as  to  prevent 
precipitation  of  Mn  oxides  (Guyard's  reaction). 

439.  Pechard  (C.  N,^  xxvii.,  85). — Effects  solution  by  fusing  with  sodium 

carbonate.  Compares  with  standard  permanganate  to  1/10,000  by 
diluting  largely. 

440.  Deshat  (C  N.,  xxxviii.,  70). — Nitric  or  nitro-sulphuric  acid  solution  of 

the  sample  ;  oxidizes  with  PbO,.  Always  the  colouration  is  stronger 
as  the  amount  of  Mn  increases.  Tone  varies  according  to  origin  and 
degree  of  oxidation.  Essential  to  operate  under  like  conditions. 
Titrates  with  sodium  arsenite. 

441.  Jervis  (C.  iV.,  Ixxxi.,  171). — By  oxidizing  increasing  amounts  of  Mn  with 

PbgOf  a  point  is  reached  when  the  more  Mn  present  the  less  shows  as 
KMn04.  Titrate  with  FeSOf ;  but  in  presence  of  CrOg  with  oxalic 
acid. 
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442.  Peters  {C.  K,  xxxiii.,  36).  —  Dissolve  in  HNO3  ;  oxidizes  with  PbOj. 

Finds  1  per  cent  to  be  the  limit,  using  0*1  grm.  of  the  sample.  For 
spiegels,  works  on  0'004  grm.  Combined  carbon  does  not  interfere. 
Also  Ledebur  (J,  S.  C.  /.,  1883,  249). 

443.  Chatard  (C,  N,y  xxiv.,  196).— Used  for  dolomite  and  limestones.     Fails 

for  large  amounts  of  Mn.  Longer  the  mixture  is  boiled  more  per- 
manganate is  there  formed,  but  no  limit  attainable. 

444.  MoROAN  {C,  N,y  Ivi.,  82). — Oxidation  with  PbOj.    Colour  comparison. 

Estimates  Mn  in  the  sample  which  has  served  for  colorimetric  estima- 
tion of  carbon. 

445.  ScHLAGDENHAUFFEN  (J,   C,  S.j  xlviii.,   442).  —  Oxidation   with  PbOj. 

Concentration  of  solution  not  less  than  0*1  per  cent.  Mn  or  2  per  cent. 
HNO3.    Titrate  in  very  acid  solution. 

446.  Hunt  {J.  L  S.  /.,  1886,  1020).— HNO3  used  should  be  free  from  a  or 

nitrous  fumes,  and  throughout  the  process  should  be  1*20  sp.  gr. ; 
heats  in  CaClj  bath  ;  compares  colours.  Cheever  {ibid.)  considers  the 
method  unreliable. 

447.  Ibbotson  and  Brearlet  {C.  ^.,  Ixxxii.  209). — Tungsten  metal  or  alloys 

after  opening  out  with  HF+HNOgare  boiled  with  Pb304  and  KMnOf 
titrated  with  FeS04. 

448.  Thorpe  and  Hambly  (J,  C.  S.,  liii.,  182). — Oxidation  with  PbOg  in  nitro- 

sulphuric  solution,  and  titration  with  ammonium  oxalate.  Not  more 
than  0*01  grm.  Mn  should  be  present. 

449.  Babbit  (J.  I.  8,  /.,  1887,  ii.,  369).— Oxidation  with  PbOj :  supernatant 

liquid  decanted  through  asbestos,  and  residue  boiled  with  20  per  cent. 
HNO3  so  long  as  the  decanted  liquid  is  coloured. 

450.  Weismann  (/.  /.  S.  /.,  1888,  i.,  377). — Solution  in  nitro-sulphuric  acid 

oxidized  with  PbOg,  and  titrated  with  FeS04. 

451.  Schneider  {J.  L  S,  /.,  1892,  ii.,  512). — As  Weismann ;   titrates  with 

FeS04  and  KMn04,  ^^  *^^  ^^  ™*y  ^  ^^^*  estimated  together.  Two 
grms.  of  sample  used. 

452.  Schneider  (J.  C.  S.,  Ixxiv.,  ii.,  94)  — Titration  of  the  permanganate 

solution  with  HjO^. 

453.  Van  Grundy  (J.  L  8.  /.,  1892,  ii.,  512).— Oxidation  with  PbOj,  and 

titration  with  arsenious  acid.     Method  spoken  of  as  Textors. 

454.  KoNiNCK  (C  N.y  lix.,  230). — Commercial  PbOj  prepared  by  treating 

alkaline  lead  solutions  with  CI ;  this  gas  carries  MnClj  derived  from 
its  preparation.  Hence  the  presence  of  Mn  in  Pb02.  (Mn-free  red 
lead  easy  to  obtain.— H.  B.) 

455.  Marshall  (C  N,^  Ixxxiii.,  76). — Permanganate  is  formed  on  warming 

MnO  solutions  with  persulphate  in  presence  of  AgNOg ;  shows  with 
'001  milligrams  Mn  in  1  c.c. 

456.  Walters  ((7.  A'.,  Ixxxiv.,  239). — Has  adapted  the  above  to  the  estima- 

tion of  the  Mn  in  steels,  etc. 

457.  Schneider  {J,  8,  C\  /.,  1888,  525  and  693).— Bismuth  tetroxide  in 

HNO3  solution  converts  Mn  to  permanganate.     Titrate  with  HjOj  or 
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oxalic  acid ;  adapts  to  assay  of  metol8,ore«  slags,  and  gi^e«    ^ 

preparing  tetroxide.  Mignot  {J.  S.  C.  /.,  1900,  866)  «tys  j^  j^  ^  «^' 
appUcable  if  over  1  per  cent  Cr  is  present  

468.  REDDBOP  and  Bamaoe  (/.  C.  S.,  l^^i'  26«)--^_'"'^^2«^«o^    of    467. 

Permanganate  filtered  into  excess  HA  '»  HNO,,  ana  titrat^^  l,^^,^ 
with  KMnO,.  Cu  and  Ni  are  without  effect.  Cr  and  C3o=  s  per  cent. 
cause  only  slightly  high  results.  Available  for  any  amount  of  Mn, 
and  completed  in  fifteen  minutes. 

469.  RA1L.0E  (C.  y.,  Ixxxiv.,  209>-Modificatioi.8  of  458 

460.  IBBOTSON  and  Brkablbt  (iWrf.,  p.  247,  269,  etc.)  further  moaificatioua  of 

468  and  behaviour  in  presence  of  Cr,  W,  Mo,  V ,  ii,  etc. 

461.  DUFTT  (C.  y.,  Ixxxiv.,  248).-Uses  468  as  a  colonmetric  proceaa. 

462.  J.  T.  (0.  N.,  Ixxxiii.,  25).-Fase  ferro^hromuim    with    Na,o^    filter, 

dissolve  residue  in  HNOj+SOj  and  apply  458. 

463.  OsMOXD  (J.  I.  S.  I.,  1885,  275).-Di8solve  in  ^Cl,  evaporate  :    dissolve  in 

HNO«  add  sodium  metaphosphateand  PbOj.  *  Utrate  compared  with 
standard.  The  error  is  l/60th.  PbO,  may  be  replaced  by  current  of 
ozonized  oxygen.  .  t  si,-,  r-^  ^    , 

464.  Rossi  (J.  I.  S.  I.,  1891.  i.,  438  ;  and  1892,  i.,  f^rl^^li^T'^^f:       a 

Q1CO3  instead  of  PbO,    When  CI  is  evolved  the  solution   is   faltered 

and  compared  with  standard.  •  ^      x, 

466.  MooKE (.^^.,  ixiil  66).-The  ^^.'^ ^^Z^^^'^^^^^l^^^^y 
phate  by  means  of  ph«iphonc  acid  and  *^»«J^-  ^^j  ^^^  interferes.' 
titrated  with  FeSOi  and  KMnO*.     Cr  w  the  only  mev* 

c.  Oxidation,  to  Higher  Oxidu  of  Mn. 

c.  1.  The  ChloraU  Process.     (See  also  326.)  heating   with 

466.  Hannat  (C.  .v.,  xxxvi.,   212).— MnO,  P'T=*t!**!Ltinate  of  Fe  and 

HNO,  and  KCIO,.    In  presence  of  Fe  a  do«We^ *^j  separating  Fe 
Mn  is  precipitated.     Refers  to  the  process  as  a  m 

and  Al.  ,       ,  „iJO^  and  KCIO3  aPPHe^ 

467.  Storek(C'.  y.,  xxi.,  195).— Oxidizing  value  of  H^    » 

to  assays  of  S  and  Cr  compounds,  etc.  the  strong  aci^ 

468.  Williams  (J.  I.  S.  /.,  1881.  656).-Filter  ^^^ 

solution.    Titrate  with  oxalic  acid  and  perm»  n  ^^  ^^^  ^^.^^  ^^^\^ 

469.  Meinbckb  (J.  C.  S.,  Hi.,   531).— In  the  P'«*^°f^  ^^^  KCIO3  process. 

HNO3  dissolves  a  little  MnOa  as  precipitatea    }^    ^^gj  _The  ptftcvv^* 

470.  Julian  (C.  N.,  Iviii.,  209  ;   and  J.  I.  S-  I.,  }°^'^^  and  titration  ,^r>- 

toted  solution  is  diluted,  excess  oxalic  acia  ^img  oxalic  »    V 

KMnO,  speedUy  made.      KlMnO,  standard|^^    y^^^^^    ^j  ^    ^^V^ 
to  nitric  solution  from   vrViich  MnO,  hw  "  ^^^  ^^^.j  .         .   ^^ 

471  sT^ViTrf^^^^r^^.-^'^:^^^^-'  -^-  X,< 

.Xhi.  and  Kc  463  and  464  are  .ot  oxiauio^  pen»anga».te ;  the,  ,,^ 
here,  however,  becau«.  the  operations  are  very  nmUar.  -^ 
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approximates  to  10MnO2 .  MnO,  and  therefore  oxidimetric  estimations 
give  low  results.  The  standard  solutions  should  be  standardized  with 
a  Spiegel  of  known  composition.  .  .  .  Separation  with  acetate  and 
estimation  as  Mn2P207  most  accurate  gravimetric  process. 

472.  Batmokd,  Troilics,  and  Mackintosh  {J.  L  S.  /.,  1883,  783). — MnOs 

dissolved  in  FeS04  and  titrated.  That  the  precipitate  is  not  MnO^ 
strongly  repudiated ;  necessary  to  divide  KCIO3  into  small  portions, 
and  add  alternately  with  strong  HNO3  in  order  to  secure  MnO,. 
(See  also  MACKiyrosH,  C,  i^.,  xlviii.,  176.) 

473.  Stone  {C.  N.^  xlviii.,  273). — Defends  his  previous  statement  (see  471). 

The  MnOg  may  be  filtered  from  the  hot  as  well  as  from  the  cold 
solution. 

474.  Mackintosh  (C.  N.,  1.,  75). — Influence  of  organic  matter  and  iron  on 

the  process.  Results  a  trifle  low.  Low  results  may  sometimes  be  due 
to  KCl  in  the  KCIO3  giving  rise  to  free  HCl. 

475.  Troilius  (J.  C,  S.,  xlviii.,  597). — The  presence  of  Fe(N03)s  facilitates 

precipitation  with  KCIO3.  Lead,  Cu,  Ni,  and  Co  are  precipitated  with 
the  Mn02,  and  give  high  results. 

476.  Raymond  (C,  N,,  xlviii.,  23). — After  precipitating  Mn02,  the  solution  is 

diluted  with  hot  water  before  filtering. 

477.  J.  T.  {C.  iV.,  Ixxix.,  157). — Cr  steels  are  incompletely  soluble  in  HNO5, 

hence  the  chlorate  process  is  open  to  error  by  the  unattacked  metal 
being  soluble  in  the  acid  solution  of  FeS04  used  in  titrating. 

478.  Hampe  (J.  I.  S,  /.,    1885,   652). — Gives  equations    representing  the 

changes.  Neither  HCl  nor  H2SO4  should  be  present,  nor  should  large 
amounts  of  H3PO4  (see  481).  The  MnOg  always  contains  foreign 
metals  if  such  are  in  solution  ;  Ni,  Cu,  Zn,  and  Sn  are  without 
influence ;  Co,  Pb,  and  Bi  cause  high  results ;  all  such  errors  are 
eliminated  by  re-precipitating.  KCIO3  should  be  added,  little  by 
little,  so  long  as  green  vapours  are  evolved,  the  solution  boiled  five  or 
ten  minutes,  and  filtered.  Precipitate  should  be  washed  with  water  ; 
HNO3  unnecessary  and  may  contain  nitrous  acid. 

479.  Chkever  (J.  L  S,  /.,  1885,  736).— Strong  HNO3  «  added  finally,  and 

the  solution  boiled  to  completely  decompose  KCIO3.  Precipitate  must 
be  washed  with  nitrous-free  HNO3 ;  if  washed  with  water  Mn 
would  be  dissolved. 

480.  Reis  (J.  C,  S.^  Ixii.,  1132). — Modified  process  :  use  weaker  acid  and  add 

KCIO3  all  at  once.  Hampe  (ibid.)  strongly  protests  against  these 
modifications. 

481.  ViARD  (•/.  C,  S.,  Ixxii.,  ii.,  519). — Process  inapplicable  in  the  presence 

of  phosphoric  acid,  owing  to  the  formation  of  trimangauic  phosphate. 
(See  465.) 

482.  Gooch  and  Austin  (C.  N.,  Ixxvii.,  269). — Short  historical  account  of  the 

process,  possibility  of  KCIO3  being  mechanically  occluded  in  the 
Mn02.  Sodium  chlorate  more  soluble  and  more  easily  decomposed  ', 
precipitation  complete  if  solution  is  just  raised  to  boiling  after  final 
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addition  of  NaClOj  ;  prolonged  boiling  leads  to  loss,  probably  due  ta 
solvent  action  of  lower  oxides  of  N  in  absence  of  CI,  dilution  before 
filtration  tends  to  dissolve  Mn  ;  oxidiinetric  estimation  with  arsenious 
acid  and  iodine  ;  the  precipitate  not  MnO^,  error  may  be  2  ])er  cent* 
or  more  if  taken  as  such  ;  solution  of  MnOj,  and  precipitation  at  80* 
C.  with  excess  of  permanganate  in  presence  of  ZnS04,  throws  down 
true  MnOg. 

483.  Rbinbardt  (J.  /.  S.  /.,  1888,  i.,  377).-~KC103  process  not  suitable  for 

irons  poor  in  Mn,  and  rich  in  Si.     Describes  a  process  similar  to  494. 

484.  NoRRis  (C.  N.f  Ixiv.,  242).— Process  applied  to  slags  by  treating  with 

HNO3  and  adding  HF,  boiling  off  excess  HF  and  adding  ECIO3.  For 
ores,  solution  is  effected  with  HNO3,  tartaric  acid,  and  HF. 

485.  Ford  and  Breoowskt  (J,  C.  S,,  Ixxiv.,  iL,  540). — SiOj  is  decomposed 

with  a  few  drops  of  HF.  The  Mn,  especially  in  ores,  is  more  com- 
pletely precipitated  when  HF  has  been  used.  (See  also  Bollino, 
J.  a  S,,  Ixxx.,  ii.,  626.) 

486.  Jean  (J.  C.  S.,  Ixiv.,  ii.,  498). — Decomposes  minerals  with  HOI,  precipi- 

tates with  sodium  carbonate,  dissolves  in  HNO3,  and  precipitates  Mn 
with  KCIO3. 

c.  2.  Other  Oxidimetric  Processes : 

487.  Parry  {C.  N,,  xxix.,  86). — Dissolve  spiegel  in  HNOs,  evaporate,  and 

heat  to  redness  over  Bunsen  ;  cool,  add  sodium  oxalate  and  HCl ; 
heat,  and  collect  COj  in  graduated  tube. 

488.  Galbraith  (C.  N,,  xxxiii.,  47). — Proceeds  like  Parry,  but  adds  FeSO^ 

and  HCl  and  heats ;  the  FeSO^  unoxidized  by  the  CI  is  titrated. 
(See  521.) 

489.  Carnot  (C.  N,^  Ixviii.,  51).— Evaporation  of  an  HNO3  solution  to  dry- 

ness, and  ignition  of  the  residue,  yields  an  oxide  remote  from  MnO^. 
Repeated  ignition  below  200°  C.  improves  matters,  but  the  practice  is 
uncertain. 

490.  Meinecke  {J.  S,  C,  /.,  1887,  457).— Precipitate  Fe  and  Mn  together 

with  HgO  and  Br  water.  The  MnOj  is  determined  with  oxalic  acid 
and  KMnO^. 

491.  Reinhardt  {C.  N.,  Iviii.,  173). — Mn  precipitated  with  sodium  acetate, 

Br,  and  ZnO  ;  'and  Mn02  titrated  with  oxalic  acid  and  KMn04. 

492.  Low  {C,  iV.,  Ixvii.,  162). — Precipitation  with  ZnO  and  Br,  and  titration 

as  above  ;  ordinary  constituents  <»f  ores  do  not  interfere. 

493.  Vortmann  (C.  iT.,  Ixii.,  251).— Alum,  iodine  solution,  and  NaHO  are 

used  to  precipitate  MuO  solution.  Iodine  determined  in  filtrate  with 
thiosulphate.  Alum  ensures  formation  of  MnO^.  Process  available 
in  presence  of  Fe  and  Al. 

494.  Reinhardt  (J.  J.  S.  /.,  1886,  393).— Fe  precipitated  with  acetate  and 

partly  removed ;  Mn  precipitated  with  Br  and  ammonia  ;  Mn02 
titrated  with  FeS04,  etc.    This  is  spoken  of  as  the  Belani  method. 
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Describes  Meinecke*8  titration  (410).  Moller  (•/.  /.  S.  7.,  1886,  1022) 
recommends  Meinecke's  process,  especially  for  highly  manganiferous 
alloys. 
496.  Rosenthal  (C.  iV.,  xxxvi.,  147).— Precipitates  as  MnOj.HjO  with 
HjOj  and  ammonia.  Large  excess  of  HjOj  should  be  avoided  ;  much 
(NH4)C1  is  objectionable. 

496.  Barlow  ((7.  N.,  liii.,  41). — Precipitates  as  above  ;  precipitate  completely 

insoluble  in  ammonium  salts,  and  quite  free  from  Ni,  Co,  or  Zn.  In 
presence  of  Fe  the  ignited  Fe203+Mn304  is  distilled  with  HCl,  the  CI 
being  absorbed  in  KI,  eta     (See  526.) 

497.  Carnot  (C.  N.,  lix.,  16). — Precipitates  entirely  as  MnO,  with  HgO^  and 

ammonia.    Estimated  with  oxalic  acid  and  permanganate. 

498.  M'CoLLOCH  ((7.  N.y  lix.,  35). — Contends  that  Mn  as  precipitated  by 

Carnot  has  varying  composition,  but  approximately  is  Mn70|3.  .  .  . 
Carkot  later  {C.  N,y  lix.,  48)  says  the  Mn  is  precipitated  as 
aMnOaMnO. 

499.  Carnot  {J.  I.  S.  /.,  1893,  ii.,  531  ;    1895,  i.,  507).--Precipitate  with 

H2O2,  large  amounts  of  NH3  salts  give  low  re.sults.  Zn,  Cu,  Ni,  and 
Co  form  complex  salts  (ZnO.  SMnOj),  but  are  eliminated  by  re-precipi- 
tating. Fe  causes  no  inconvenience  if  below  60  percent.;  if  more, 
preliminary  separation  with  KCIO3  {C.  A\,  Ixviii.,  51).  Influence  of 
NH3  salts  overcome  by  large  amounts  of  H^Oj.  Mn  may  also  be 
precipitated  with  £r  and  (NH4)H0  in  the  cold  as  MugOii. 

500.  Ulzsr  and  Bruhl  (•/.  /.  S,  /.,  1896,  ii.,  442). — Precipitate  with  H.2O2 

and  NaHO.     Titrate  with  oxalic  and  KMn04. 

501.  Pattinson    (C.    N.f    xxxix.,    201). — Precipitate    by    hypochlorite    or 

bromine  and  CaCo3  in  presence  of  ZnClj  or  Fe^Clg,  dissolve  in  FeS04 
and  titrate  excess  with  Kj^CrjO;.     (See  539  and  366.) 

502.  Lunge  {C.  N.,  xli.,  141). — That  Ca  salts  have  the  same  r6le  as  Zn  salts 

in  Pattinson's  process.  Processes  for  the  analysis  of  Weldon  mud 
discussed. 

503.  Weldon  (C  N,,  xli.,  207). — Finds  merely  boiling  slightly  acidified 

MnClj  with  enough  bleaching-powder  to  produce  a  faint  KMnO^ 
colour  to  give  results  comparing  with  Pattinson's  process,  as 
100  :  100-26. 

504.  Atkinson  (J.  S,  C,  /.,  1886, 365, 422,  and  467). — Pattinson's  process  gives 

slightly  low  results,  due  to  incomplete  oxidation  of  the  Mn.  Interfer- 
ence of  foreign  bodies  with  Br  and  Am  HO  precipitation  ;  washes  with 
dilute  AmHO. 

505.  Bossi  («/.  /.  iS^.  /.,  1891,  i.,  443). — Good  account  of  Pattinson's  process 

applied  to  manganiferous  iron  ores. 

506.  MiTTENZWET  (C  N.,  ix.,  253). — MnO  solution  made  alkaline  and  shaken 

in  a  closed  vessel.  Amount  of  water  needed  to  fill  the  partial  vacuum 
equals  amount  of  oxygen  absorbed  ;  calculation  empirical ;  reaction 
certainly  not  so  far  as  MnOj.  (See  389.)  Other  bodies  similarly 
estimated. 
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607.  ScHMiD   (C,  N.,  xiv.,   107). — Freshly  precipitated  MnOg  precipitates 
Cu02  from  CUSO4.    CuO=Mn02  quantitatively  true. 

508.  Carnot  (C,  y.^  Ixviii.,  51). — Oxalic  acid  and  KMnOf  are  the  best 

reagents  for  oxidimetric  estimations. 

509.  Ealman  and  Smolka  ((7.  K,  li.,  230  ;  J.  L  S,  /.,  1885,  248).— Fuse  with 

borax  and  alkaline  carbonate,  dissolve  in  FeS04,  ^"^  titrate  with  per- 
manganate.   Suitable  whenever  the  sample  can  be  heated  to  MngOf. 

510.  Mthlertz  {J.   C,  S,,  Ix.,  366). — Fuse  with    sodium   carbonate  and 

KNO3,  digest  with  H2O,  reduce  with  alcohol ;  MnO^  determined  with 
FeS04  and  KjOjOy. 

511.  Alt  (J.  (7.  jS^.,  Iviii.,  419). — By  aspirating  Br  fumes  through  a  previously 

boiled  MnO  solution  containing  (NHJCl  and  NH3,  MnOg  is  precipi- 
tated without  staining  the  sides  of  the  flask. 

c  3.  Available  Oxygen  in  OreSf  etc. : 

512.  Sherer  and  Kumpf  (C.  N.^  xx.,  302 ;  and  xxi.,  48). — Comparison  of 

Fresenius  aud  Will's,  iron,  chloride  of  lime,  aud  Bunsen  methods. 
Improved  apparatus  for  Bunsen  process  (./.  S.  C.  /.,  1889,  307,  and 
1894,  979  and  1221). 

513.  Pattinson  {C.  iV^.,  xxi.,  267). — The  high  percentage  of  available  oxygen 

given  by  Fresenius  and  Will's  process  is  not  generally  due  to  FeO. 
Describes  a  modified  iron  method. 

514.  LuNOE  {J.  S,   C,   /.,    1882,    93). — Discusses  and    answers   Fresenius' 

criticisms  of  the  FeSOf  method. 

515.  Darton  {J.  S.   C.  /.,  1882,  468). — Modified  Fresenius  process:    CO2 

passed  into  Ba(H0)2  and  excess  titrated  with  HNO3. 

516.  Paul  (C,  N,^  xxi.,  16). — Dissolve  ore  along  with  oxalic  acid  in  H2SO4  ; 

titrated  with  permanganate. 
617.  Harvey  {C.  N.^  xlvii.,  2). — Heats  with  SnClj  and  HCl,  and  estimates 
excess  SnCl,  with  FejCl^  and  ILjutjd^, 

518.  Charpentier  {C.  N.,  lii.,  86).— Pass  liberated  01  into  FeS04 ;  KCNS 

and  standard  KHO  added  until  solution  is  decolourized.  Or  collect 
CI  collected  in  AgNOj,  add  drop  Ye{^0^^,  and  titrate  with  KCNS. 
The  reaction  sensitive  to  1/3,000,000. 

519.  Lunge  («/.    C,  S.<,   Iviii.,   1470). — Ore    decomposed    according    to    the 

equation — 

MnOj + HA  +  H2SO4  =  MnS04 + 2HaO + O^  ; 

the  O  is  measured  in  the  nitrometer.     (See  430.) 

520.  Carnot  (C.  N.^  Ixviii.,  15  and  301). — The  oxide  reacts  with  a  nitric 

solution  of  H2O2,  and  the  evolved  O  is  measured.  Jones  (C.  N.y 
Ixviii.,  305)  draws  attention  to  previous  proposals,  aud  also  to  the  fact 
that  higher  oxides  of  Pb  may  be  similarly  estimated. 

d.  Indirect  ProccMes  for  Estimating  Manganese  : 

521.  Riley  (6*.  iV.,  xxxv.,  175).- Dissolve  spiegel  in  dilute  H2SO4 ;  allow  5 

per  cent,  for  C,  etc. ;  difference,  Mn.    Results  low,  owing  to  soluble 
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organic  matter ;  obviated  by  taking  nitric  acid  solution  to  drjmess,  dis- 
solving in  HCl,  and  reducing  with  NajSOg.     Methods  of  Parry  and 
Qalbraith  (487  and  488)  are  undesirable  ones. 
•522.  HoLDicH  (C.  N,^  xlix.,  9). — As  Riley  ;  but  recommeods  a  subtraction 
of  determined  Si. 

523.  Atkinson  {C,  N,^  xlix.,  25). — Subtracts  Fe  and  Si +6  per  cent  for 

ferro-manganese.     Results  not  so  regular  as  with  spiegels. 

524.  Parry  {C,  N.,  Ixvii.,  296). — Allows  6  per  cent,  for  spiegel  and  7  per 

cent,  for  ferro-manganese. 

525.  Troilius  (J.  I.  S,  /.,  1883,  784). — 7*5  per  cent,  allowed  for  impurities  if 

Fe  is  less  than  20  per  cent  ;  6*5  if  Fe  is  20  to  45  per  cent. ;  6*0  per 
cent,  if  Fe  is  45  to  65  per  cent. ;  and  5'5  per  cent,  for  upwards  of  65 
per  cent.  Fe.    These  are  Ledebur's  figures. 

526.  DiEHL  (J,  C.  S.y  1.,  101). — Mn  and  Fe  are  precipitated  with  Br  and 

(NH4)H0  ;  ignited  ;  Fe  detenniued  volumetrically,  Mn  by  difference. 

e.  Miscellaneous  Volumetric  Processes : 

527.  Lkison  {C.  N.^  xxii.,  210). — Mn  completely  precipitated  as  oxalate  ; 

estimated  by  titration  with  permanganate.  The  separation  of  metals 
as  oxalates  is  discussed  by  Luckow  {C.  N.,  Iv.,  73).    (See  328.) 

528.  Blum  (J.  S,  C.  /.,  1891,  798). — Boiling  ammoniacal  solution  containing 

Mn,  Fe,  (NH4)Cl,  and  tartaric  acid  is  titrated  with  ferrocyanide  ; 
acetic  acid  used  as  indicator. 

529.  MoLDENHAUER  {J.  S.  C.  /.,  1890,  108).~MnO  run  into  ferro-cyanide 

until  a  test  with  CUSO4  paper  gives  no  red  colour. 

530.  Nass  (J.  C.  S.^  Ixvi.,  1482). — Classen's  process  (328)  useless  for  esti- 

mating Mn,  Co,  or  Ni. 

531.  Neumann  (C   N.,  Ixxii.,   212). — Neutral    solution    precipitated   with 

alkaline  sulphide  ;  excess  of  sulphide  estimated.  Process  applied  to  a 
dozen  other  metals. 

532.  R08SLER  (C.  iV.,  xl.,   169) — MnO  solution,  free  from    halogens  and 

organic  matter,  mixed  with  standard  Ag  solution  ;  Ag  precipitated 
with  sodium  carbonate ;  excess  (NH4)H0  added ;  filtrate  titrated 
with  KCNS.     A  similar  process  for  cobalt  {C.  iV^.,  xli.,  184). 

533.  PuROOTTi  (J.  C.  S.J  Ixxii.,  ii.,  349).— MnOj  reacts  with  hydrazine  sulphate 

to  form  N,  which  is  measured  at  N.  T.  P.  Per  cent.  Mn  calculated 
from  this. 

V.  Detection  of  lilanganese. 

534.  BoTTOER  (6*.  N.y  xxiv.,  192).— Fragment  of  the  substance,  dropped  into 

fused  KCIO3.     Peach-blossom  red  indicates  Mn. 
536.  HiLLEBRAND  [C.  N,^  Ixxviii.,  80).— During  alkaline  fusion  an  oxidizing 

atmosphere  must  be  in  the  crucible,  otherwise  negative  results  are 

obtainable  when  Mn  is  present. 
536.  ViTALi  {J.  C.  S.,  Ixxvi.,  ii.,  251).— Add  H2SO4  and  BrOj ;  a  red  violet 

colour  =  Mn. 
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637.  Kern  (C  N.^  xxxviii.,  268). — Mn  unequally  diBtributed  in  alloys.     A 

difference  of  2*2  per  cent,  observed. 

638.  Carnot  and  Goutal  {J.  C.  S.^  Ixxii.,  ii.,  666). — If  in  small  quantity, 

Mn  is  present  in  iron  as  silicide  or  sulphide.  In  larger  amounts,  it  is 
either  partly  dissolved  or  in  combination  with  the  iron. 

639.  Ledebur  {J,  L  S.  /.,  1884,  269). — Comfraires  Volhard,  chlorate,  and 

Pattinson  processes.  In  KCIO3  process  the  precipitated  solution  was 
heated  near  boiling-point  for  two  hours  ;  results  0'6  to  TO  per  cent, 
too  low  ;  very  difficult  to  wash  free  from  KCIO3.  Pattinson's  process 
roost  meritorious,  but  Cu,  Co,  and  Ni  cause  plus  errors. 

640.  Saniter  {J,  S,  C.  /.,  1894,  112). — Reviews  Pattinson,  Volhard,  pyro- 

phosphate, and  Mn304  methods.  Proposed  to  precipitate  as  sulphide 
before  ignition  to  MujOf ;  if  precipitated  as  Mn(H0)2  not  reliable. 

641.  RuRUP  (1/.  /.  S,  /.,  1896,  i.,  634). — Examines  estimation  as  sulphide, 

MnjOf ;  chlon^  process  (Ford's),  weighing  as  MugOf ;  Volhard's, 
separation  of  Fe  with  NajSOf,  and  titrating  with  KMnOi ;  and  the 
KCIO3  volumetric  process.    All  accurate  for  steel  works'  purposes. 

642.  JupTNER  (•/.  /.  >S.  /.,  1896,  i.,  607). — Draws  attention  to  various  atomic 

weight  values  as  a  cause  of  differences. 

643.  HoGO  ((7.  N,<i  Ixviii.,  163). — Cyano-nitride  of  titanium  occurs  in  all  high- 

grade  spiegels  and  ferro-manganeses.  In  the  latter,  half  a  million 
separate  crystals  are  calculated  to  occur  in  each  cubic  inch  ;  they  are 
separated  by  elutriating  the  nitric  acid  residue. 


400  APPENDIX. 


SULPHUR. 

The  following  arrangement  of  the  means  of  estimating  sulphur  is  far  from 
perfect,  but,  on  the  whole,  it  groups  similar  processes  into  the  same  section 
better  than  some  other  arrangements  which  have  been  suggested.  In  each 
section  the  items  are  arranged,  as  far  as  possible,  with  respect  to  the  estima- 
tion of  sulphur  in  metals,  in  fuels  (solid),  and  in  compounds  containing  higher 
percentages  of  sulphur  (pyrites,  etc.).  Many  processes  may  be  used  for  either 
metals,  fuels,  or  pyrites  ;  these  are  placed  in  that  connection  where  they  are 
most  commonly  used.     The  arrangement  is  : 

I.  Oxidation  to  Sulphuric  Acid,  with — 

a.  Gravimetric  Estimation. 

• 

h.  Volumetric  Estimation. 

11.  Evolution  as  Sulphuretted  Hydrogen,  with — 
a.  Gravimetric  Estimation. 
h.  Volumetric  Estimation. 

III.  Miscellaneous  Items. 

Oxidation  to  Sulphuric  Acid. 

a.  Gravimetric  Estimation. — 

544.  Lefort  {C,  N.^  xix.,  132). — One  part  HCl  to  three  parts  HNOs  is  the 

most  suitable  proportion  of  these  acids  for  the  rapid  oxidation  of 
sulphur. 

545.  NiCKLES  (C.  X,  vii.,  87). — The  iron  is  dissolved  in  bromine  ;  the  S  pre- 

cipitated as  BaSOf. 

546.  NoYES  and  Helmer  {J.  S.  C,  /.,  1901,  1143). — Best  solvents  are  dilute 

Br  or  HNOs+KBr+KClOj.  Fe  precipitated  with  (NHJHO  and  S 
estimated  in  filtrate. 

547.  Tosh  (C.  iV^.,  xvi.,  168). — Dissolve  in  HNO3  with  a  little  HCl,  evaporate, 

re-dissolve  in  HCl,  and  add  BaCl2. 

548.  Eooertz  (C.  iV.,  xvii.,  207). — To  solution  of  KCIO3  containing  the  iron, 

add  HCl,  evaporate,  filter,  and  add  BaClj  to  nearly  neutral  solution. 
A  similar  process  for  iron  minerals  containing  either  Ba,  Sr,  or  Pb. 

549.  Pibsse  (6^.  N.,  xxviii.,  248). — Dissolve  in  aqua  regia,  evaporate  nearly 

dry,  take  up  in  HCl,  and  add  BaCl.^.  Williams  (6\  N,^  xxviii.,  266). — 
Same  process,  but  dissolves  in  1*20  HNO3. 

550.  Allen  (C  N.^  xxix.,  91  and  112). — HCl  retards,  if  it  does  not  altogether 

prevent,  the  precipitation  of  BaS04 ;  neutralize  the  iron  solution  as  far 
as  possible  with  ammonia,  and  put  aside  for  twenty-four  hours. 
(See  555.) 
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561.  Platz  (J.  I.  S.  /.,  1887,  L,  471).— Disaolve  in  I'lSHNOa,  evaporate  with 
HCl,  etc.  The  BaS04  ^^^  ^^^  filter  are  ignited  at  low  temperature, 
and  then  more  strongly  to  oxidize  any  sulphide  to  sulphate.  (See  568). 

552.  Reis  (J.  L  S,  /.,  1889,  ii.,  479).— When  iron  is  dissolved  in  HNO3,  sul- 

phur escapes  estimation  as  H^S  and  S.    (See  646). 

553.  Aught  {J,  S.  C,  /.,  1901,  620).— Minimises  loss  of  S  by  dissolving  in 

aqua  regia  slowly.  Add  BaSOf,  boil  30  minutes  and  settle  overnight. 
Make  a  positive  correction. 

554.  Parrt  and  Morgan  (C.  iV.,  Izvii.,  247). — Dissolve  in  aqua  regia,  evapo- 

rate three  or  four  times  with  HCl  to  expel  HNO3,  dilute  faintly  HCl 
solution  to  700  cc.,  and  add  BaClj.  BaSOf  is  soluble  in  acid  FegCle- 
Or  evolve  as  H^S,  absorb  in  CUSO4,  and  ignite  precipitate  to  CuO  (see 
669).  S  may  be  retained  by  the  H2SO4  liquor  and  the  insoluble 
residue. 

555.  Arghbutt  {J,  S.  C.  /.,  1890,  25). — In  the  aqua  regia  process,  BaS04 

should  be  precipitated  from  the  concentrated  solution  ;  precipitation 
is  complete  in  two  hours,  and  excess  of  HCl  does  no  harm.    (See  625). 

556.  Anon  (J.  I.  S.  /.,   1893,  i.,  410). — The  nitro-hydrochloric  process  is 

subject  to  error,  through  formation  of  basic  salts  before  filtering  off 
SiO^  or  during  precipitatiou  of  BaSO^,  and  precipitating  BaSOf  from 
too  acid  a  solution. 

557.  Bambbr  (J.  L  S,  /.,  1894,  L,  319).— Dissolve  metal  in  HNO3,  add  NajOO^ 

short  of  alkalinity,  evaporate,  roast,  extract  with  dilute  Na2C03,  and 
precipitate  as  BaSOf. 

558.  Phillips  {C.  N,j  Ixii.,  239). — S  in  Cu  is  estimated  by  precipitating  as 

BaSOf  from  CuClj  solution ;  BaSOi  is  soluble  in  Cu(N03)2.  Pre- 
cautions taken  against  contamination  of  the  BaSOf  with  AgCl  or 
PbSO^. 

559.  Bruyn  (J.  a  S.J  Ixii.,  753)  and  Heath  (J,  S.  (7.  /.,  1896,  218).— Dissolve 

Cu  in  HNO3,  precipitate  electrolytically,  and  estimate  S  in  the  Cu- 
free  liquor. 

560.  Hampe  {J.  S.  a  /.,  1891,  486).— Estimate  S  in  Pb  by  adding  filings  to 

molten  KNO3,  passing  CO2  through  water  solution  to  precipitate  Pb, 
and  adding  BaNOj  to  the  filtrate. 

561.  Campbell  (C7.  N.,  Iv.,  74). — Boil  soluble  slag  with  HCl  and  Br,  and  pre- 

cipitate nearly  neutralized  filtrate  with  BaCl2. 

562.  Atkinson  {J.  I.  S.  /.,  1896,  ii.,  207). — Boast  powdered  ore,  short  of 

fusion,  with  NagCO^,  raising  the  temperature  gradually,  dissolve  out 
Na2S04,  and  precipitate  as  BaSOi- 

563.  Phillips  {C,  N.,  Ixxv.,  194). — By  fusion  of  powdered  irons  with  Na^O^ 

a  higher  percentage  is  obtained  than  by  oxidation  with  acids.  The 
interference  of  organic  sulphur  compounds  with  evolution  processes. 

564.  Mbineckk  {C.  N.y  lix.,  107),  Boucher  {C.  -A^.,  Ixxiv.,  76^  and  Carnot 

and  GouTAL  (J.  C.  S.,  Ixxii.,  ii.,  520). — Decompose  Fe  with  acid  cupram- 
monium  chloride  at  boiling-point,  oxidize  filtered  residue  with  aqua 
regia  and  KCIO3  or  Br  and  HCl,  and  precipitate  as  BaSO^. 

2c 
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566.  Tamm  (•/.  /.  S.  /.,  1887,  ii.,  369).— Oh  account  of  solubility  of  BaS04  in 
Fe^Cl^,  add  BaGlji  evaporate,  fuse  impure  BaSOi  with  NajGOj,  and 
reprecipitate.  Wiborgh's  (710)  is  more  accurate  than  Eggertz's  (707) 
colour  process. 

566.  Reis  (•/.  /.  S.  /.,  1889,  i.,  396).— Heat  metal  with  MgO  and  NaHO,  leach, 

filter,  and  boil  with  BaCls- 

567.  Meineckb  {J.  C.  S,y  Ixxvi.,  ii.,  518).— Dissolve  the  pig  in  HCl  and  KCIO3 

expel  CI,  reduce  Fe  with  Zn,  and  add  BaClg. 

568.  B0U88INQAULT  (a  N,,  XV.,  324).— BaS04  (CaS04,  PbS04,  etc.)  is  decom- 

posed  at  high  temperatures,  and  therefore  should  not  be  unduly 
heated. 

569.  Marsh  (C.  N.^  lix.,  309). — Appreciable  amounts  of  BaSOf  are  reduced 

by  the  carbon  of  the  filter-paper.  Precipitate  should  be  treated  with 
H2SO4,  and  again  ignited. 

570.  Ripper  (J,  C.  S.,  Ixiv.,  ii.,  239).— Oxidizes  sulphate  reduced  by  the  paper 

with  H2SO4  and  Br,  and  removes  other  impurities  by  digesting  with 
UCl  and  Br.     (See  664). 

571.  Marboutin  (C.  N.y  Ixxvi.,  232). — ^By  igniting  BaSOf  filter  apex  upwards 

no  sulphides  are  formed. 

572.  FouLK  (•/.  C.  S.J  Ixxii.,  189). — Acid  solutions  need  an  excess  of  BaCij  to 

completely  precipitate  the  S.     The  moist  filter  is  ignited  apex  up. 

573.  Sleeper  (C,  N.^  Ixix.,  63).  —  BaSOi  does  not  carry  SiOg  down  with 

it.  SiOg  can  be  volatilized  from  BaS04  if  free  H2SO4  is  present 
also. 

574.  Richards  and  Parker  (C.  N,^  Ixxii.,  281).— The  occlusion  of  BaCl.^  by 

BaSOf  increases  with  concentration  and  the  presence  of  HCl.  Results 
corrected  by  estimating  CI  in  the  precipitate  and  deducting  equivalent 
amount  of  BaCl2. 

575.  Sloane  {C,  N,,  xliv.,  221). — The  various  means  of  purifying  BaS04  pre- 

cipitates, and  objections  to  them. 

576.  ZiEQLER  {J.  L  S.  /.,  1882,  384).— Add  AgNOj,  after  BaClj  to  facilitate  and 

complete  the  precipitation  of  BaS04 ;  wash  filter  with  AmHO  to 
remove  AgCl. 

577.  Jannasch  and  Richards  {C.  N.  Ix.,  19). — BaS04  '^  insoluble  in  cold  ferric 

solutions.  A  portion  of  the  iron  is  always  pi*ecipitated  as  barium- 
ferric  sulphate  [Schneider,  (J.  I.  S.  /.,  1893,  i.,  409),  disputes  this], 
which  is  decomposed  with  loss  of  SO3,  on  ignition.  Organic  acid  does 
not  prevent  this  contamination  (see  587  and  630,  and  Richards,  C,  2V., 
Ixxxi.  185). 

578.  AuLiCH  (•/.  /.  S.  /.,  1899,ii.,486).— Resum6of  the  processes  for  preventing 

contamination  of  BaS04  with  Fe. 

579.  Meineckb  (J,  I.  S,  /.,  1899,  ii.,  490)  and  Heidenreich  (J.  C.  S.,  Ixxvi., 

ii.,  517). — To  prevent  iron  accompanying  BaSOf,  reduce  to  FeO  with 
zinc  before  precipitating. 

580.  Herting  {J.  C\  S.,  Ixxvi.,  ii.,  804).— Reduce  to  FeO  with  SnClj,  before 

adding  BaCU 
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561.  NoAiLLON  {J.  S.  C.  /.,  1901,  934). — Results  too  high  wheu  precipi* 
tated  from  Al^CI^  solution  ;  error  uegligible  if  5  per  cent,  free  HCl 
is  present. 

682.  Fresenius  and  Hintz  (C  N.,  Ixxiii.,  276). — Particulars  of  the  solubility 

of  BaS04  with  excess  of  BaCl^  or  H2SO4  in  water,  alkaline  chloride, 
HCl,  and  HNO2  solutions. 

683.  Morgan  (C.  N,,  Iviii.,  63  and  75). — Reviews  some  well-known  objec- 

tions to  the  methods  based  on  oxidation  and  precipitation  as  BaS04 
and  evolution  as  H2S. 

684.  Spiller  {C.  N.^  x.,  219). — Glacial  H3PO4  and  pyrophosphate  interfere 

with  the  precipitation  of  BaS04. 

585.  Crossley  (6'.  N.^  v.,  245). — When  S  is  oxidised  by  evaporation  with 

HNO3,  an  alkaline  salt  must  be  added  to  prevent  SO3  being  vola- 
tilized. 

586.  J.  T.  (C.  N.^  Ixxviii.,  294). — The  blank  of  the  acids  used  should  be  found 

by  treating  two  samples  (one  half  the  weight  of  the  other)  in  the  usual 
way,  and  deducting  the  BaS04  of  the  larger  from  twice  the  BaS04  of 
the  smaller  sample. 

Sulphur  in  Fuds, 

587.  Storer  (C.  N.f  xxi.,  196). — Coal,  pyrites,  or  free  S  may  be  oxidized  by 

heating  with  HNO3+KCIO3.    The  BaS04  is  precipitated  from  tartaric 

solutions,  Hud  washed  with  Am  A  to  remove  adherent  Ba  (N03)2. 

588.  Bradbury  {C,  N.,  xxxviii.,  147). — Part  of  the  sulphur  in  coal,  i.a,  that 

organically  combined,  is  not  oxidized  to  H2SO4  by  treatment  with 
acids. 

589.  Drown  (6*.  N.,  xliii.,  89). — By  separate  treatment  with  NaHO,  Br,  and 

HCl,  S  existing  as  pyrites  or  soluble  sulphate  is  dissolved;  that 
organically  combined,  not.  For  total  S,  burn  in  O,  absorb  gases  in 
KMn()4,  and  fuse  the  residue. 

590.  Wallace  (C.  N.,  xli.,  201).— Sulphur  miut  exist  organically  combined 

when  no  sulphates  are  present,  and  not  nearly  enough  iron  to  form 
the  bisulphide. 

591.  Helm  (J,  I.  S.  /.,  1882,  345). — Gaseous  and  liquid  S  compounds  are 

evolved  from  coal  at  a  temperature  below  the  decomposition  of  FeS^ 
or  the  volatilization  of  S,  and  therefore  part  of  the  sulphur  is  organi- 
cally combined. 

592.  Muck  {J,  L  S.  /.,   1886,  866).— Evidence    that  S  in  coal  may    be 

organically  combine<l.  The  coal  containing  least  sulphur  does  not 
necessarily  produce  the  purest  coke. 

593.  Blum  (C.  ^.,  Iviii.,   65). — Wet   oxidations  remove  only  such  S  as  is 

combined  with  Fe  or  Oi.  Total  S  obtained  by  fusion  with  KNO3 + NaCl 
-f-Na^COs 

594.  Grittner  (J,  C.  S,,  Ixiv.,  ii.,  89). — Estimates  S  in  coal  ash  by  treating 

with  Br  and  HCl,  precipitating  Fe  with  AmHO,  and  adding 
BaClj.    This  amount  subtracted  from  "  total "  gives  "  combustible  S." 
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596.  Calvert  (C.  N,^  xxiv.,  76). — CaS04  should  be  distinguished  from  FeS, 
in  coal  analysis.  Boil  with  H^O,  estimate  CaSOf  in  filtrate/.oxidize 
residue  with  aqua  regia,  and  fuse  dried  mass  with  Na^OOs.  HNO3 
prevents  precipitation  of  BaSOf.  In  the  direct  oxidation  with  aqua 
regia,  sub-sulphate  of  iron  becomes  firmly  attached  to  the  carbonaceous 
mass. 

596.  Bbichert  (C.  N.,  xxi.,  35). — Ignite  charcoal  with  KNO3 ;  estimate  S  as 

usual. 

597.  A.  A.  {C.  N,,  xxiii.,  30).— Add  powdered  coke  to  fused  KCIO,  or  KKO3, 

and  precipitate  acidified  solution  with  BaCl^. 

598.  Nakamura  ((7.  N.,  xl.,  237). — Heat  with  mixed  alkaline  carbonates  over 

a  spirit-lamp.    Precipitate  as  usual. 

599.  AsBOTH  (J.  C,  S.y  Ixx.,  ii.,  448)  and  Glaser  (J.  C.  5.,  Ixxiv.,  ii.,  483). — 

Fuse  with  NajCOj  and  NajOj,  boil  acidified  solution  with  Br,  and  pre- 
cipitate as  BaSOi- 

600.  Atkinson  (J,  S.  C,  /.,  1886,  154).— As  in  562.     By  heating  pyrites  with 

NajCO^,  not  more  than  96  per  cent,  of  the  S  is  retained.    (See  644.) 

601.  Stolba  (J.  S,  C,  /.,  1888,  524). — Mix  with  equal  amounts  of  Ag  powder 

and  KHCO3,  heat  residue  with  AmNO^,  and  precipitate  as  usual. 

602.  Stock  {C.  N.,  xxx.,  211). — Mix  coal  to    paste  with  CaO,  ignite,  add 

AmNOj,  re-ignite,  dissolve  in  HCl,  and  add  BaClg.     Koninck  and 
NiHouL  (J,  a  S.y  Ixviii,  ii.,  136)  use  CaO+CaCNOj)^. 

603.  EscHKA  (C.  N,y  xxxi.,  261).— Heat  powdered  fuel  with  NagCOs+MgO, 

re-heat  with  AmNOs,  leach  and  precipitate  S. 

604.  RoTHE  (J.  S.  C,  /.,  1891,  952).— The  roasting  of  603  may  be  done  in 

porcelaio  crucibles  with  less  danger  of  S  contamination  from  the  gas. 

605.  HuNDESBAOEN  (C  K^  Ixvi.,  169 ;  and  Ixviii.,  49).— By  using  K2OO3-I- 

MgO  instead  of  Eschka  mixture  (603)  the  combustion  is  more  rapid 
and  the  loss  as  HjS  obviated  ;  this  applies  to  fuels  rich  in  volatile  S. 

606.  Handy  and  Camp  (C.  K,  Ixvii.,  90).— Hundeshagen's  modification  is  no 

improvement  on  the  original. 

607.  Patonson    (C.  Kf  xxxix.,  30). — As  602,  omitting  AmNOg  treatment. 

Determines  total  S  and  S  in  ash.     Also  Pellet  (J.  C.  S.,  Ixxx., 
ii.,  622). 

608.  Antony  and  Lucchesi  (J.  I.  S.  /.,  1899,  ii.,  492)  and  Dubois  (J,  S.  C.  /., 

1901,    1241).— Heat  with   Mn02  +  KMn04  +  Na2COs,  acidulate   with 
HNO3,  and  precipitate  as  BaSOi.     As  accurate  as  603,  and  quicker. 

609.  Prunier  (J.  C.  S.,  Iviii.,  290).— Heat  with  KMn04,  pass  gases  into 

KMn04,    digest   residue  with  water,  add  to  absorbing  KMnOf,  and 
treat  with  HCl  and  BaClg. 

610.  Neilson  (C.  N.,  Ixiii.,   192).— Fuse  coke   with  NajCOa  and  MnCO,, 

evaporate  with  HCl,  and  precipitate  as  BaS04.     Compares  with  CaO, 
MgO,  and  alkaline  fusion  processes. 

611.  MiXTER  (C.  N.y  xxvii.,  53  ;  and  xlvi.,  217). — Burn  substances  io  Oand 

condense  H2SO4  from  the  gaseous  products.     Elaborate  apparatus, 
but  process  widely  applicable.     A  description  of  Bauer's  process. 
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612.  Saurr  (C.  N,y  xxviii.,  226). — Burn  in  O,  absorb  SO,  in  bromized  HCl. 

See  also  Marchlewski  {J,  C,  6\,  Iziv.,  ii.,  551). 

613.  Berthelot  (•/.  C,  S,,  Iviii.,  1462). — Bum  with  O  at  25  atmospheres  in  a 

calorimetric  bomb  ;  the  S  is  converted  to  H^Of. 

614.  Hempel  (J.  C.  S,y  Ixiv.,  ii.,  187). — Burn  the  coal  electroljtically  in  a 

glass  bottle,  complete  oxidation  with  Br,  and  precipitate  with  BaClg* 

615.  Bruhle  (J,  S.  (7.  /.,  1889,  219). — Heat  mixture  of  coal  and  oxidant  in  a 

covered  boat  to  prevent  escape  of  SOj.  Results  higher  than  by  open 
fusion. 

616.  Bailet  (t/.  C.  S.  /.,  1889,  360). — Imperfections  of  various  methods; 

prefers  603. 

Sulphur  in  PyriteSy  etc. 

617.  Yardley  (C.  N.  XXV.,  257). — Pyrites  oxidized  at  high  temperatures  with 

HNOs  do  not  loose  HgSOf,  but  low  temperatures  are  more  favourable 
both  to  the  decomposition  of  the  ore  and  the  precipitation  of  the 
BaS04. 

618.  LuNOE  and  Brodenrig  {C.  N.^  xlviii.,  285  ;  and  Ixi.  76). — In  opening 

pyrites  with  aqua  regia,  HNO3  not  stronger  than  1'42  should  be  used. 
Oxidize  with  Br  and  HNO3,  and  separate  Fe  by  pouring  into  AmHO  ; 
the  excess  must  not  be  boiled  off  or  basic  ferric  sulphates  form. 

619.  W6hler((7.  iV.,  xviii.,  72). — Pyrites  suspended  in  water  is  completely  dis- 

solved on  passing  hypochloric  acid. 

620.  Johnson  {C.  N,^  Ixx.,  212).--Decompo8e  pyrites  with  HNO,  and  KCIO3, 

reduce  Fe  in  HCl  solution  with  hypophosphite  (which  also  destroys 
traces  of  HNOs),  and  precipitate  with  BaCls. 

621.  Stansbie  (6*.  N.^  Ixxiv.,  189). — Oxidize  the  sulphide  (or  even  pure  S) 

with  HNO3  and  Br.     Or  heat  with  CaO  ;  precipitate  S  as  usual. 

622.  Westmoreland  {J,  S.  C,  /.,  1887,  84). — Lunge's  old  and  new  methods 

give  like  results.  Only  small  excess  of  BaClj  should  be  used  and  HCl 
used  sparingly  in  the  washing. 

623.  LuNOE  {J.  S.  C,  /.,  1887,  96). — Galena  does  not  materially  interfere  when 

pyrites  is  opened  out  with  aqua  regia. 

624.  Noaillon  {J,    C.  S.y  Ixii.,  ii.,  595). — Oxidize  mineral  sulphides  with 

HN03+NaC103,  evaporate  with  HCl,  and  finish  as  in  618. 

625.  Teschbmacher  and  Smith  (6^.  N,^  xxiv.,  61,  etc.). — ^Precipitated  BaSO^ 

carries  down  K,  Ba,  Cu,  Mg,  Fe,  etc. ;  it  is  noticeably  soluble  in 
dilute  HCl  and  HNO3,  and  ignited  over  gas  is  considerably  reduced. 
Decompose  pyrites  and  titrate  HCl  solution  as  in  641. 

626.  Glendinning  and  Edgar  {C.  iV.,  xxiv.,  140  ;  and  xxvii.,  13). — Solubility 

of  BaS04  in  HCl  exaggerated  in  625.  Gravimetric  estimation  of  S  in 
pyrites  a  reliable  process.  Great  discrepancies  may  arise  from  grind- 
ing the  mineral  in  wedgwood  or  porcelain  mortars. 

627.  Gladding  (C.  N.^  Ixx.,  181). — Nitrates  cause  high  results  ;  chlorides 

cause  no  error.  Besults  low  through  Fe  being  precipitated  as  ferric 
sulphate.    When  Fe  is  precipitated  with  AmHO,  a  little  S  remains  with 
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the  Fe2(H0)fl.  Oxidize  pyrites  with  HNO3  and  Br.  BaS04  is  insoluble 
in  FejClfl. 

628.  LuNOK    (0.  N.^  Ixxi.,  132).— Tliere  is  uo  advantage  in  627  so  far  as  it 

professes  to  be  a  modification  of  618.  BaSOf  is  distinctly  soluble  in 
acid  FeaCl^.     Process  620  is  unworkable. 

629.  Gladding  (•/.  C,  S,,  Ixx.,  ii.,  622  and  672).— If  BaClj  be  not  added  in 

drops,  it  contaminates  the  BaSOf.  Lunge  contends  that  it  makes  no 
practical  difference  how  the  BaCl.2  is  added. 

630.  KifsTBR  and  Tuiel  {J,  C.  Sy  Ixxvi.,  ii.,  247  and  805;  and  Ixxviii.,  ii, 

242). — Prevent  Fe  contaminating  BaSOf  by  adding  oxalate  or  tartrate 
(see  577) ;  or  precipitate  Fe  with  AmHO,  add  BaClg,  and  then  re- 
dissolve  the  Fe2(HO)6  with  HCl. 

631.  Macagno  {C.  ^.,  xliii.,  192). — Digest  S  ore  with  a  known  amount  of  CS^ 

determine  ita  specific  gravity,  and  read  off  the  amount  of  S  dissolved 
from  tabulated  observations. 

632.  Smith  {C.  N.,  Ixii.,  206).— Sulphides  are  oxidizal  to  H2SO4  by  mixing 

with  molten  KHO  and  passing  electric  current.  BaS04  precipitated 
in  a  solution  free  from  Fe,  etc 

633.  Eeichardt  (C,  N.,  xlii.,  259). — Iron  and  copper  pyrites  are  oxidized 

with  Br  water. 

634.  Lunge  (C.  N,^  xl.,  184). — Dry  processes  attack  both  galena  and  heavy 

spar,  and  this  partly  accounts  for  the  results  being  higher  tlian  by 
the  wet  processes. 

635.  Glaser  {C.  N,y  Ixx.,  179),  Clark  {J.  C,  *9.,  Ixiii.,  1080),  and  Asboth 

(J,  C.  S.y  Ixx.,  ii.,  71). — Fuse  with  NajOg,  add  HBr,  acidify,  boil  off  Br 
and  add  BaClj. 

636.  Deutecom  (C.  N.^  xlii.,  317)  and  Bockmanx  {(\  N.,  xlv.,  95). — Decompose 

with  NagCOa  +  KClOa+NaCl ;  precipitate  as  usual. 

637.  Clark  (J.  S.  C.  /.,  1885,  329,  573,  and  724).— Heat  powdered  pyrites 

with  MgO+NaHO,  precipitate  Pb  with  CO2,  acidify,  and  add  BaClj. 

638.  Keller  and  Maas  {J.  C.  S.,  Ixx.,  ii.,  498). — Copper  pyrites  and  roasted 

ores  are  opened  up  with  KHO  and  Na202. 

639.  Jannasch  (C  N.y  Ixi.,  114  and  124). — Heat  in  broraized  air  and  absorb 

gases  in  HCl  and  tartaric  acid.  Br  may  be  replaced  by  HNO3.  Later 
simple  ignition  in  oxygen  is  preferred.     (See  611.) 

640.  Hinds  {C.  N.,  Ixxiii.,  285). — Measure  the  height  of  a  column  of  liquid 

containing  the  BaS04  through  which  a  candle  flame  is  just  visible. 
The  percentage  H2SO4X  depth  of  column  is  a  constant.  Aolot 
(J.  V.  S.y  Ixxii.,  ii.,  431). — Accurate  results  can  be  obtained  only  in 
alcoholic  solutions. 

b.   Volumetric  Estimation  : 

641.  Wright  (C.  N.^  xvii.,  122). — Oxidize  pyritic  ore  with  aqua  regia,  add 

small  excess  BaCl2,  and  then  Na2S04  until  neither  Ba  nor  SO3  is  in 
solution.  Other  methods  of  oxidizing  the  ore ;  one  suitable  in  case 
Pb  is  present. 
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642.  Holland  {C,  N,,  xxvii.,  15).— A  point  is  reached  in  641  when  either 

H2SO4  or  BaClg  will  produce  a  precipitate  in  the  filtered  liquid. 
Pyrites  decomposed  by  fusion  in  a  closed  tube  carrying  a  delivery 
tube. 

643.  BsRiNOER  (C.  N,,  lix.,  41).— The  titration  of  H^Of  with  BaCl,  is  best 

made  in  an  acetic  solution  containing  sodium  acetate.  A  true  finishing 
point  is  arrived  at  (642).    The  interference  of  many  metals  observed. 

644.  Pelouze  ((7.  iV.,  v.,  46^. — Heat  powdered  pyrites  with  NajOOj+KClOj 

+  NaCl.    The  NajCOj  which  has  not  combined  (see  600)  with  the 
sulphur  is  titrated.     Neither  Si,  Ba,  nor  Ga  interfere. 
646.  Watson  {J,  S.  C.  /.,  1888,  305).— Heat  burnt  pyrites  with  NajCOg  alone, 
and  titrate  as  in  644.    Soluble  sulphur  is  determined  by  boiling  with 
standard  NajCOg. 

646.  Lunge  {J,  S.  C,  /.,  1893,  292).— Heat  as  in  645,  short  of  fusion,  and 

extract  with  NaCl.  H^  may  be  evolved  from  FeS  when  treated 
with  nitro-hydrochloric  acid  ;  oxidize  with  HNO3  and  then  add  HCl. 
(See  552.) 

647.  ScHWARZ  (C.  N.^  viii.,  207).— Add  PhNOj,  filter  off  PbS04,  and  titrate 

excess  Pb  with  EjOgOf  using  AgNO,  indicator.  Pellet  (C.  N.^ 
xxxiii.,  9)  used  same  process,  but  estimates  E^CrjO-  with  FeSOf  and 
KMnO^. 

648.  Clemm  (C  N,^  xix.,  287),  Gawalowski  (C.  N,^  Iviii.,  72),  and  many 

others. — To  neutral  solution  add  BaClj,  then  Na^OOs  to  precipitate 
excess  Ba,  and  titrate  the  residue  of  Na^COj  with  H^SOf.  North 
{C.  iV.,  lix.,  58). — This  process  is  worthless. 

649.  Jean  (C.  N,y  xxxiv.,  272),  Haubst  (C  N,^  xxxv.,  27),  Grossman  (C.  N.^ 

xlL,  114),  and  Cherix,  (J,  C,  <y.,  Ixiv.,  ii.,  89). — Add  Ba(H0)2,  precipi- 
tate excess  with  GGj,  and  titrate  the  alkali  (which  was  combined  with 
the  SO3)  with  standard  acid.    Ga  and  Mg  do  not  interfere. 

650.  Farnsteiner  {C.  iV.,  Ixvi.,  296). — Add  BaGl2  precipitate  excess  in  faintly 

ammoniacal  solution  with  KsGrOf,  and  titrate  residual  EjGrOi  with 
iodine.  Similar  processes,  varying  chiefly  in  the  means  of  estimating 
the  final  K2Gr04,  are  given  by  Precht  (C.  iV.,  xli.,  24),  Windish 
{J.  C,  S.,  Ixviii.,  ii.,  137),  and  Marboutin  {C.N,,  Ixxvi.,  232),  and 
others.  Marboutin  gives  a  resum6  of  volumetric  processes  for 
estimating  S. 

651.  QuANTiN  (C.  N,,  liv.,  233).— Add  excess  of  an  HCl  solution  of  BaCrO^  ; 

SO3  replaces  GrO, ;  precipitate  excess  BaCrOi  with  AmHO,  and  titrate 
the  CrO,  equivalent  to  the  SO3  with  FeS04.  Processes  on  the  same 
principle  are  given  by  Stolle  (•/.  C,  S.,  Ixiv.,  ii.,  188^  Reuter  (J.  C.  S,, 
Ixxvi.,  ii.,  53),  Baumann  (J,  C,  S.y  Ixi.,  104),  and  Andrews  {J.  C.  S.  /., 
1890,  328). 

652.  AsBOTH  (C.  N.,  Ixvi.,  168).— The  HCl  solution  of  BaGr04  (651)  is  gradu- 

ally decomposed,  and  is  reliable  only  when  freshly  made. 

653.  SoLTSEiN  (•/.  C.  S,,  Ix.,  115). — Add  BaClg,  and  titrate  excess  with  KjCrgOy, 

using  haematoxylin  or  logwood  as  indicator. 
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654.  Freumd  {J.  C.  S,,  Ixil,  1377).— Add  excess  BaHPOf,  remove  BaSO« 

precipitate  B&jlFO^  with  NagCOs,  dissolve  precipitate  in  HCl,  add 
Na^SOf,  and  titrate  HsP04  in  the  filtered  liquid  on  the  principle  that, 
to  methyl-orange  the  acid  is  mono,  and  to  phenoiphthalein  it  is  bibasic 

655.  Marchlewski  (•/.  S.  C.  /.,  1893,  375 ;    and  1894,  283).— Ck>mparative 

tests  and  criticism   of   various  oxidation   and    evolution  methods. 

Andrew's  process  (651)  can  be  used  in  the  presence  of  Mg,  Ca,  AJ, 

Zn,  Fe,  Ni,  Go,  and  Ag. 
65a  CoLSON  (C.  N.,  xl.,  205),  and  Burton  {J,  S.  C,  /.,  1890,  330).— Bum  in 

oxygen,  and  titrate  SO,  which  has  been  collected  in  NaHO. 
657.  Nabbry  {J.  I.  S,  /.,  1896,  ii.,  456). — As  in  656  for  coals  ;  titrate  excess 

NaHO  with  H^Of.     Very  little  S  remains  with  the  ash. 


II.  Eyolution  as  Sulphuretted  Hydrogen. 

a,  Oravimetric  Estimation: 

65a  Abel  (C.  K,  vi.,  124).— Dissolve  Fe  in  strong  HCl,  absorb  HgS  in  PbA^ 
and  convert  PbS  into  and  weigh  as  PbSO^. 

659.  Forbes  {C.  N.,  xvL,  105). — Digest  with  cold  HCl,  pass  HjS  into  am- 

moniacal  ZnCl,*  boil  with  HNO3,  and  precipitate  as  BaSO^. 

660.  Hamilton  (C.  ^.,  xxL,   147). — Absorb   H2S    in    KHO,  oxidize   with 

chlorine,  and  add  BaCU.  Oxidize  residue  with  aqua  regia,  and 
collect  small  amount  of  precipitated  BaSOf. 

661.  Reinhardt  {J.  L  S.  /.,  1885,  650).— Absorb  in  KHO,  oxidize  with  Br 

and  HCl ;  or  absorb  in  alkaline  PbO,  and  convert  PbS  to  PbS04^ 
(J.  C.  S.y  Iviii.,  1464). — NaHO  is  used  containing  a  known  amount  of 
H2SO4  in  order  to  assist  the  collection  of  the  H2SO4  from  the  iron. 

662.  Drown  (C.  N,^  xxix.,  201). — Absorb  H2S  in  permanganate,  decompose 

the  KMn04  with  HCl,  and  add  BaCI^. 

663.  Peter  {J.  I.  S.  /.,  1885,  618).— -As  662 ;  using  concentrated  EMn04,  and 

applies  the  process  to  ferro-silicon. 

664.  Schneider  {J,  L  S,  /.,  1893,  ii.,  532).— Permanganate  the  best  absorbent 

for  HsS  ;  neither  the  residue  nor  the  solution  of  the  metal  contains  S. 
The  treatment  of  ferriferous  BaSOf  with  HCl  only  makes  bad  results 
worae. 
656.  AucHT  {J.  I.  S.  /.,  1896,  ii.,  445).— Absorb  H^S  in  alkaline  KMn04, 
decompose  with  HCl  and  oxalic  acid,  and  precipitate  as  BaSO^. 
Determine  S  in  the  evolution  flask  residue. 

666.  Koninck  (C.  N.,  xxiii.,  204). — Collect  in  AgNOg,  digest  AgjS  with  Br, 

remove  AgBr,  and  precipitate  H2SO4  as  usual ;  or  absorb  in  neutral 
Cd  salt  and  titrate  liberated  acid  with  KHO.  Later  (Iviii.,  208) 
absorbs  HjS  in  Hg(CN)2  and  AmCl,  so  as  to  avoid  washing  the 
AgBr. 

667.  MoRRELL  (C.  N.y  xxviii.,  229). — Pass  evolved  HjS  into  ammoniacal  Cd 

solution  ;  precipitated  sulphide  dried  and  weighed. 
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668.  LuTflCHER  (•/.  /.  S.  /.,  1888,  i.,  379).— Absorb  HjS  in  alkaline  PbO,  boil, 

and  settle  the  PbS  by  whirling  the  graduated  tube  in  a  centrifugal 
machine.    Accurate  to  0*003  per  cent. 

669.  ScHULTE  (C.  ^.y  Ixxv.,  47). — "Pass  HgS  through  heated  tube  into  CdA, 

add  CuSOf,  filter  off  CuS,  and  ignite  to  CuO.  Both  P  and  As  interfere 
if  the  solution  is  passed  directly  into  Cu  solutions  (554). 

670.  Craig  {C.  N,^  xlvi.,  199  and  272). — Absorb  in  ammoniacal  HgO,,  acidify, 

and  add  BaCl^.  All  the  S  is  evolved  as  HjS,  even  from  cupriferous 
and  white  irons.    (See  675  and  688.) 

671.  Meinecke  {J.  L  S,  /.,  1888,  ii.,  333).— As  670  ;  in  a  current  of  H,  and 

absorbs  in  HgOg+NaHO. 

672.  Reis  and  Wiooert  (J,  I.  S,  /.,  1891,  ii.,  325).— Evolve  in  current  of  OOj, 

absorb  in  AmHO  +  H202,  and  precipitate  with  Ba(N03)2  from  an 
exactly  neutral  solution.    The  precipitate  is  easily  filtered. 

673.  Reis  (J,  L  S.  /.,  1895,  i.,  609).— Use  HCl  of  109  sp.  gr.;  boil  to  thick 

fluid,  and  absorb  HjS  in  AmH0+H^2.  HaOa  may  contain  H2SO4  or 
fluo-silicic  acid.  CO3  must  not  be  used  to  carry  HjS  forward.  By 
boiling  HsOa  solution,  S  may  be  oxidized  beyond  H2SO4,  difficult  to 
precipitate  with  BaCls.    All  these  points  are  guarded  against. 

674.  Spuller  and  Kahlma^n  (J.  I,  S.  /.,  1895,  i.,  512). — Absorb  in  NagOa  in 

current  of  deoxidized  air.  Decompose  NasOg  by  boiling  and  KMn04. 
Precipitate  as  usual. 

675.  EocHOLL  (C.  N.y  xlvi.,  236). — S  may  always  be  found  in  the  residue, 

particularly  when  cupriferous  irons  are  assayed. 

676.  Brugman  ((7.  N.^  liv.,  290). — Copper  is  no  detriment  to  the  evolution 

process,  even  when  present  up  to  1  per  cent. 

677.  Brand  (•/.  /.  *S^.  /.,  1884,  660).— Absorb  in  a  burette  of  glass  beads 

moistened  with  Br  water  ;  precipitate  as  usual. 

678.  Troilius  {J,  L  JS.  /.,  1884,  333).— Absorb  in  HCl + Br,  pour  into  BaClj, 

and  boil  to  drive  off  Br. 

679.  Blum  (J.  L  S,  /.,  1892,  ii.,  515).— When  HjS  is  absorbed  as  in  678, 

subsequent  evaporation  is  necessary,  not  because  Br  interferes  with 
the  formation  of  BaSOf,  but  in  order  to  destroy  oily  hydrocarbons. 

680.  RoLLET  (J.  I,  S.  /.,  1880,  369)  and  Gonthiere  (J.  S.  C.  /.,  1896,  830).— 

The  HNO3  and  BaS04  process  is  untrustworthy.  Heat  finely-divided 
metal,  fuel,  or  slag  in  H  (and  COj).  Collect  HgS  in  AgNOj  and 
weigh  as  AgjS  or  Ag.    (See  720.) 

681.  Phillips  (J.  S,  C.  /.,  1896,  218).— The  evolved  HjS  is  accompanied  by 

organic  sulphur  compounds  (methyl  sulphide  and  mercaptan)  not 
easily  oxidized  (see  692,  etc.) ;  pass  through  hot  tube  and  absorb,  in  a 
capacious  bottle,  with  HCl  +  Br.    (See  563.) 

682.  Treadwell  {C.  N,^  Ixiv.,  217). — The  insoluble  salphide  is  heated  with 

Fe  in  CO2,  the  resulting  ferrous  sulphide  treated  with  HCl,  and  the 
HjS  absorbed  in  HaOg+AraHO.  [j.  C.  S.y  Ixii.,  1375).— Insoluble 
sulphides  are  quantitatively  converted  to  HjS  by  treatment  with  Sn 
and  HCl  without  sulphates  being  attacked. 
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683.  Be£D  (C.  A^.y  Ixxii.,  299). — Simple  apparatus  for  absorbing  HgS  ia  a 

small  volume  of  liquid.  Apparatus  for  same  purpose  by  Blum 
(J,  a  iS.,  Ixii.,  1376 ;  J,  S.  C.  /.,  1893,  1062),  Meade  (J.  S.  C.  /.,  1897, 
934),  and  Mackenzie  (./.  S,  C7.  /.,  1893,  624). 

6.    Volumetric  Estimation: 

684.  Elliot  (C.  N.,  xxiii.,  61  and  143). — Absorb  iu  NaHO,  and  determine 

HjS  in  the  acidified  solution  by  titrating  with  iodine.  The  insoluble 
residue  contains  traces  of  S  existing  as  sulphate. 

685.  Payne  {C.  N,,  Ixvi.,  286)  and  Laudis  {C.  N.,  Ixxv.,  218).— As  684.    The 

standard  iodine  is  prepared  by  adding  a  known  amount  of  KMn04  to 
an  acid  solution  of  KI. 

686.  Wilson  {C.  N.^  Ixiv.,  252). — ^The  iodine  is  standardized  by  an  actual 

sample  containing  a  known  amount  of  sulphur. 

687.  KoppMAYKK  (r.  N.y  xxix.,  134).— Pass  evolved  H2S  iu  a  current  of  H 

into  iodized  KI,  and  titrate  the  excess  of  free  I  with  hypo. 

688.  Peters  (C  iV.,  xxv.,  11). — With  white  irons  or  steels  all  the  S  is  not 

evolved  as  HjS  in  684,  part  remains  with  the  residue.    (See  717.) 

689.  Herting  {C.  N,,  Ixxv.,  109).— As  Morrell  (667),  but  titrate  the  CJdS 

with  iodine.  It  is  unnecessary  to  expel  air  from  the  evolution  flask 
with  H  or  COg. 

690.  Treadwell  {J.  L  S.  /.,  1893,  i.,  408)  and  Crobaugh  (./.  /.  S.  /.,  1899,  ii., 

486). — Absorb  in  ammoniacal  CdClg,  acidify,  and  titrate  with  iodine. 
690a.  RiEMER  {J.  I.  S.  /.,  1900,  i.,  434).— As  690.     Wiborgh's  method  (710)  is 
unsatisfactorv. 

691.  Thill  {C.  N.^  Ixxxi.,  54). — Evolve  HgS   into  alkaline  arsenite,   pass 

acid  vapours  from  evolution  flash  until  As^Ss  is  precipitated,  and 
titrate  a  filtered  fraction  of  the  excess  As^Og  with  iodine. 

692.  Prost  {J.  I.  S.  /.,  1889,  i.,  390). — Part  of  the  S  is  present  iu  cast-iron  as 

an  insoluble  organic  sulphur  compound. 

693.  Hertino  {J.  I.  S.  /.,  1899,  i.,  484). — Besum6  of  gravimetric  and  volu- 

metric processes.  H2S  must  be  passed  through  a  hot  tube  to  decom- 
pose accompanying  (CH3)2S  com|X)unds. 

694.  Moore  {J.  S.  C.  /.,  1900,  72).— Results  obtained  by  direct  oxidation 

and  evolution  differ  more  on  'chilled  shot  samples'  than  on  the 
ordinary  metal. 

695.  Campredon  {C,  N.,  Ixxii.,  299 ;  and  J.  L  S.  /.,  1897,  ii.,  503).— Evolve 

H2S  through  heated  tube  along  with  H  and  CO2  into  ZnA.^  and 
titrate  ZnS  with  iodine.     Time,  fifteen  to  thirty  minutes. 

696.  Hooper  (C.  xV.,  Ixviii.,  191).— Collect  HjS  in  NaHO,  and  titrate  the 

alkaline  solution  with  PbNOg. 

697.  Hattensaur  (•/.  S,  C.  /.,  1891,  797).— Evolution  with  HCl  gives  for 

Siemens  metals  results  identical  with  those  gotten  by  564. 

698.  Boucher  (C.  N.,  Ixxv.,  121).— Absorb  in  NaHO,  add  to  FeaClg,  and 

titrate  FeO  formed.  Insoluble  sulphides  are  treated  with  iron  under 
charcoal,  and  estimated  as  above. 
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699.  Cammbrer  {J,  C.  S.,  Ixii.,  18  and  278)  and  Hanks  (J.  C.  S,,  Ixxiv.,  ii.^ 

461). — Most  metallic  sulphides  react  with  FejClg  after  the  manner  of 
698. 

700.  Weil  (J.  C.  S.j  1.,  918).— Pass  H^S  from  mineral  sulphide  into  AmHO 

solution  of  Cu  and  titrate  the  excess  Cu  in  aliquot  filtrate  with 
SnCl2.  The  addition  of  Zn  promotes  the  decomposition  of  the 
mineral. 

701.  Fribdhbim  (J.  C.  S.J  Hi.,  396,  618,  and  998).— Process  700  is  unreliable, 

because  CuO  goes  down  with  the  sulphide,  and  the  latter  tends  to 
oxidize  and  re-dissolve.  Weil  subsequently  absorbs  in  a  mixture  of 
CUSO4,  NaK  Urtrate,  and  NaHO. 

702.  Pope  (J,  C.  S.,  Ixxii.,  123).— S  is  estimated  in  CajC  by  decomposing 

with  HjO,  then  adding  H2SO4,  and  absorbing  HjS  in  PbAj. 

703.  Klobulow  {C.  N.,  liv.,  325). — The  presence  of  nascent  H  in  the  evolu- 

tion flask  converts  SOg  into  HgS,  and  may  convert  H]S04 — <>r  even  S 
— thereto  ;  therefore  add  Zn  to  the  dissolving  substance. 

704.  Friedmann  (J.  C.  S.y  1.,  739). — Process  703  is  not  generally  applicable. 

705.  Herting  (J.  I.  S,  /.,  1898,  ii.,  562). — To  powdered  blast-furnace  slag 

add  N/10  iodine,  dilute  HCl,  and  titrate  unreduced  I  with  hypo. 

706.  Craig  (C.  K,  Ixiv.,  266). — Sulphur  exists  in  blast-furnace  slags  wholly 

as  CaS,  and  may  be  determined  as  in  670,  using  purified  coal-gas  to 
sweep  out,  etc.  Insoluble  sulphides  are  heated  with  Zn  dust ;  HjS 
evolved  and  estimated  as  in  698. 

707.  Eggertz  (C.  N.J  xviii.,  15). — Evolved  H^S  colours  Ag-Cu  plate,  which  is 

then  compared  with  standards.  The  amount  of  S  in  iron  diminishes 
with  time,  at  least  on  the  surface. 

708.  RiNMANN  (J.  I.  S.  /.,  1886,  397  and  1022).— Process  707  can  be  applied 

only  to  grey  pig-iron  ;  with  white  irons  the  results  are  very  low. 
M&ller  says  the  test  is  quite  untrustworthy. 

709.  Osmond  {C.  N.^  Ivii.,  142).— Pass  HgS  through  a  series  of  bulbs  con- 

taining equal  volumes  of  standard  AgNOj.  No  H2S  passes  any  bulb 
until  all  the  Ag  is  precipitated. 

710.  WiBORGH    {C\   N.J   liv.,   158). — Pass    HjS    through    calico  soaked    in 

Cd(N03)2,  and  compare  colour  with  permanent  standards  made  in  the 
same  way.    Air  must  be  driven  from  the  flask  prior  to  evolution  of 

711.  Cohen  (•/.  S.  C.  /.,  1890,  16). — A  simple  form  of  apparatus  for  making 

Wiborgh's  test. 

712.  Morgan  (C.  N.,  Ivi.,  83).— Absorb  HgS  in  dilute  PbAa,  and  compare 

colour  with  a  series  of  standards. 

713.  Arnold  and  Hardt  (C.  N.j  Iviii.,  41,  59,  and  71).— Process  712  gives 

PbS  as  a  precipitate.    Evolve  HjS  in  the  presence  of  nascent  H, 

collect  in  NaHO,  add  acidified  PbA2,  and  compare  tints.    Or  pass 

evolved  HgS  through  a  series  of  PbAj  tubes,  as  in  709,  and  count  the 
number  in  which  PbS  is  precipitated.    Cu  does  not  interfere. 
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714.  Lucas  (J,  L  S.  /.,  1898,  ii.,  569).--Evolve  HjS  hy  HCl+H^SO^  (HjS04 
alone  gives  low  results),  pass  through  hot  tube  into  alkaline  PbO, 
and  estimate  oolorimetrically. 

716.  FuKK  (J,  C.  5.,  Ixx.,  ii.,  274).— Dissolve  the  zinc  in  HCl,  absorb  H^S  in 
AmHO+ZnSOf,  add  paramidodimethylaniline  and  Fe^Cl^  to  the 
acidified  solution,  and  compare  the  colour  (blue)  with  standard  solu- 
tions.   Can  detect  O'OOOl  per  cent,  sulphur. 

716.  ScHiNDLER  (J,  I.  S.  /.,  1893,  L,  408).— The  HCl  used  should  be  concen- 

trated in  order  to  evolve  all  the  S  as  HgS. 

717.  Williams  (J.  L  S,  /.,  1893,  i.,  409).— Less  S  is  left  in  the  residue  when 

hot  instead  of  cold  HCl  is  used.    One  NaHO  tube  will  absorb  all  the 
HgS. 

718.  KoNiNCK  {J,  L  S.  /.,  1895,  ii.,  597).— Add  SnCl^  or  Sn  to  evolution  flask 

along  with  the  metal,  to  prevent  oxidation  of  the  FeO. 

719.  DoNATH  (J,  C,  S.,  Ixxiv.,  ii.,  159). — An  HCl  solution  of  SnCl,  reduces 

SOj  to  HjS. 

720.  HoLLERT  (C.  N.,  xlvi.,  13). — Heat  to  redness  in  a  current  of  oxygen 

mixed  with  H  and  COg ;  collect  evolved  H2S  in  AgNOs- 

721.  Oteha  (•/.  /.  S,  /.,  1898,  i.,  540). — Powdered  coke  mixed  with  Zn  or  Al 

and  treated  with  HCl ;  S,  evolved  as  H^S,  is  estimated  colorimetricallj 

with  CdAa. 

in.  Miscellaneous  Itezos. 

722.  ScHLOSSBEROER  {C,  iV.,  ill.,  192  and   204). — AmgMo04  in  HCl  gives  a 

blue  colour  with  HjS  or  a  metallic  sulphide. 

723.  Price  {C.  ^.,  viii.,  285). — Any  alkaline  melt  on  the  outside  of  a  crucible 

readily  absorbs  S  from  a  gas  flame.     The  presence  of  Mn  causes  the 
fused  salt  to  creep. 

724.  KoNiNOH  (J.   C.   S.f  Ixviii.,  ii.,    184). — Sulphur  may   be  oxidized  to 

H2SO4  by  boiling  with  KHO  and  permanganate. 
726.  Mar  (C.  A^.,  Ixiii.,  256). — Free  HCl  is  favourable  to  the  precipitation  of 
Ba  with  H2SO4,  but  it  does  not  eliminate  the  contamination  with 
alkaline  salts,  nor  does  dissolving  in  H2SO4  and  diluting  entirely,  but 
evaporation  of  H2SO4  solution  of  BaS04  to  crystallization  does. 

726.  Browning  (C.  N.,  Ixviii.,  264). — HNO3  and  aqua  regia  are  favourable  to 

the  formation  of  BaS04,  as  in  725  ;  the  precipitate  is  more  crystalline 
and  is  not  prevented  by  citrate,  etc. 

727.  Jannasch  {J.  C.  S.,  Ixxvi.,  ii.,  60). — Se  is  separated  from  H2SO4  by 

boiling  with  hydroxylamine  hydrochloride  ;  Se  is  precipitated. 

728.  Carnot  and  Goutal  (•/.  C.  S.^  Ixxii.,  ii.,  555).~  S  exists  in  iron  in  com- 

bination with  Mn  by  preference.     On  treating  with  Cu  solutions,  the 
sulphur  combining  with  the  Cu  is  equivalent  to  the  Mn  present  in 
the  steel. 
729  Scheurer-Kestner  {J.  S.  C.  /.,  1885,  281).— When  Ycfis  and  CaS04, 
MgS04,  or  PbS04  are  heated  together,  SO3  is  given  off.    Probably 
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ferric  sulphate  is  first  formed  and  then  decomposed  at  a  higher 
temperature  (see  Jannasch,  J,  S.  C,  /.,  1889,  820) ;  this  does  not 
occur  with  BaSOf. 
730.  Anon  {C.  N,,  xix.,  216). — By  heating  coke  at  300°  in  a  current  of  air  at 
2  to  3  atmospheres,  all  the  sulphur  is  eliminated  as  SO^ ;  the  calorific 
power  of  the  coke  is  increased. 


PHOSPHORUS. 

An  enormous  number  of  papers  have  been  written  on  the  estimation  of  phos- 
phorus. Those  relating  exclusively  to  the  analysis  of  agricultural  material^ 
except  when  dealing  with  the  chemistry  of  the  process  are  not  noticed, 
Amongst  the  papers  dealing  with  metallurgical  materials,  there  is  so  much 
repetition  that  a  selection  of  those  presenting  new  features,  or  a  grouping 
together  of  papers  on  similar  lines,  was  necessary  in  order  to  make  this 
section  of  the  compilation  usable.    The  classification  is  : 

I.  Sbparations  from  other  Elbments. 

II.  Gravimetric  Estimations. 

a.  Precipitating  Finally  with  Mo. 

b.  Precipitating  Finally  with  Mg. 

c.  Precipitating  Finally  in  Various  Ways. 

III.  Volumetric  Estimations. 

a.  Of  the  Molybdate  Precipitate. 
6.  In  Various  Wavs. 

IV.  Miscellaneous. 

L  Separatioiis  firom  other  Elements. 

Iran  and  Aluminium  : 

731.  ScHULZE  (C.  iV.,  i.,  49). — Add  SbgClg  to  neutralized  solution,  boil  the 

precipitate  with  NaHO,  filter  off  Sb,  etc.,  and  precipitate  P  in  the 
filtrate  with  Mg. 

732.  GiRARD  (C  A'.,  v.,  281  ;  vi.,  99)  and  Antony  and  Mondolfo  (J,  C.  S., 

lxxvi.,ii.,  330). — Dissolve  in  HNO3  along  with  Sn,  dissolve  SnO^  in  aqua 
regia,  add  AmjS  to  precipitate  traces  of  Fe,  etc.,  and  add  Mg  to- 
the  filtrate.     (See  938.) 

733.  Kessler  (C.  N.^  xxiii.,  76). — Dissolve  Fe  in  HNO3,  evaporate,  reduce 

with  H2S,  precipitate  with  ferro-cyanide,  and  add  Mg  to  the  filtrate. 
MoHR  («/.  C,  S.y  lii.,  864). — Similarly.  Titrate  P  with  uranium  solu- 
tion. 
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734.  Chancel  (C.  iV.,  i.,  72). — Precipitate  from  nitric  solution  with  AgNO, 

and  Ag2CX>3 ;  collect  Ag3P04,  remove  Ag  as  chloride,  and  percipitate 
P  with  Mg. 

735.  Ltte  {C.  N.,  iii.,  131). — Pass  HjS  to  form  FeO,  and  remove  As,  etc.  ; 

add  KA  and  PbAg,  decompose  precipitate  with  Am^S,  and  P  from 
filtrate  with  Mg.     Specially  suited  to  separating  P  from  Al  and  Or. 

736.  Mater  {C.  N,^  iv.,  76). — Requisite  proportions  of  reagents  when  P  is 

precfpitated  from  tartrate  solutions  in  order  to  keep  up  tartrate  of 
magnesia. 

737.  Warington  (C.  N,^  viii.,  19). — Citric  acid  does  not  form  insoluble  Mg 

salts  when  used  for  holding  up  Fe  and  AI  in  AmHO  solutions. 

738.  Flight  (C-.  iV.,  xxxi.,  214).— Boil  with  hyposulphite.     Fe  and  P  in  fil- 

trate separated  with  Am2S.    Al  and  P  in  precipitate  separated  with 
NaHO  and  BaClj. 

739.  Derome  ({7.  JV.,  xl,  292). — Ignite  with  an  excess  Na^SOf,  and  percipitate 

Na3p04,  extracted  with  water,  with  Ur,  Ag,  or  Mg. 

740.  Lime, — Smith  {C.  N,,  vii.,  212). — In  the  presence  of  tartaric  acid,  CaO 

can  be  precipitated  as  oxalate  quite  free  from  P. 

741.  Williams  {€,  N.,  xxi.,  170).— As  732;  but  dissolves  the  Sn-P 
compound  in  KHO,  adds  HgS,  etc. 

742.  SiO^  and  fTOs.— Skby  (C.  N.,  xvi.,  187).— Both  SiO,  and  WO3  form 

insoluble  compounds  with  Vjdf,^  and  on  this  account  P  estimations  are 
frequently  imperfect.    (See  also  288  and  289.) 

743.  TanfluiiMwi.- HoLVERSCHBiT  {J,  C,  S.,  Iviii.,  1343). — Add  SOj  to  form 

V2O4,  expel  excess,  and  precipitate  P  rapidly  with  Mo  at  60°  C. 

744.  Uranium. — Reicharot  (C,  A^.,  xxviii.,  315). — Dissolve  in  NajCOj  and 

precipitate  P  with  Mg. 

745.  Selenium. — Same  process  as  727. 
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a.  Precipitating  Finally  with  Mo: 

746.  EooBRTz  ((7.  N.^  ii.,  227). — Precipitates  from  HNO3-HCI  solution  of  iron. 

The  precipitate  more  soluble  in  1  per  cent.  HNO3  than  in  water  ;  tar- 
taric acid  prevents  the  precipitation.     (See  819.) 

747.  Fresbnids  {C,  AT.,  xii.,  73). — The  PMo^  is  not  interfered    with  by 

HNO3,  H2SO4,  Fe^Cle,  or  AljClg  ;  it  is  by  large  amounts  of  HCI,  AmCl, 
or  dilution.    The  mixture  is  kept  at  65°  for  six  hours. 

748.  Parry  (C  A^.,  xxv.,  229)  and  Morgan  (C.  N.,  Ixxxiii.,  154).— To  solu- 

tion of  the  metal  add  AmHO  to  complete  precipitation,  re-dissolve  in 
HNO3,  and  heat  with  a  neutral  solution  of  Am^MoOf. 

1  Used  throughout  as  a  oontraction  for  ammonium  phosphomol jbdate. 
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749.  HoLTOFF  {C.  iV.,  xxxvi.,  234). — PMo  may  be  formed  in  the  preseuce  of 

HCl,  but  the  temperature  must  be  kept  low.  The  precipitate  is 
soluble  in  aqua  regia,  and  M0O3  is  precipitated.  The  magnesia  pre- 
cipitate may  contain  Mo.  The  acetate-magnesia  process  gives  low 
results. 

750.  Deane  (C  iV.,  liv.,  174). — Usual  process.     The  precipitate  has  a  ten- 

dency to  pass  the  filter  when  formed  in  very  acid  (nitric)  solutions. 

751.  EooERTZ  (C  iV.,  xlii.,  87). — Deals  with  criticisms  r«  the  formation  of  the 

precipitate,  its  composition,  reagents,  estimation,  and  comparison  with 
the  Mo-Mg  process. 

752.  HuNDBSHAGEN   (C  N,^  Ix.,    169,    177,    etc.). — The   yellow    precipitate 

is  always  (NH4)3P04.  I2M0O3  when  dried  at  130—160"  C.  The 
influence  of  alkaline  nitrates,  concentration,  temperature,  and  acidity. 
The  formation  of  PMo  from  neutral  solutions  with  HNO3.  The 
dissociation  of  PMo  with  HNO3,  and  the  limiting  molecular  propor- 
tions of  its  constituents  for  quantitative  estimation.  The  solubility  of 
PMo  in  various  salts,  acid,  and  water.  PjOg  or  M0O3,  may  be 
estimated  by  titrating  one  against  the  other.  Volumetric  processes 
depending — (1)  on  the  saturation  of  PMo  with  NaHO,  and  (2)  on  pre- 
cipitating with  HNO3  from  neutral  solutions  are  outlined. 

753.  Oarnot  (C,  N.,  Ixvii.,  101). — Preliminaries  like  777  ;  but  the  PMo  is 

dissolved  and  re- precipitated  under  well-defined  conditions. 

754.  Hanamann  (J.  S.  C.  /.,  1895, 598). — The  P  is  precipitated  and  filtered  at 

ordinary  temperatures  in  order  to  assure  a  constant  composition. 
Wash  from  the  paper  and  ignite  as  775. 

755.  Parry  and  Morgan  (C.  N.,  Ixvii.,  161). — Dissolve  in  aqua  regia  and 

eliminate  HCl.  Any  excess  of  nitric  acid  is  corrected  by  AmHO  after  ^ 
the  Am2Mo04  has  been  added. 

756.  V1LLIKR8  and  Borg  (C.  iV.,  Ixvii.,  313). — The  precipitation  should  be 

effected  below  15°.  In  the  presence  of  Fe  and  Al,  a  pure  precipitate 
is  not  obtained. 

757.  Johnson  (C.  N.,  Ixx.,  167). — Above  50°  the  PMo  is  contaminated  with 

Fe,  Al,  and  Mn.  The  citrate  method  gives  good  results  only  by  com- 
pensatory errors. 

758.  Taubkr  (J.  I.  S,  /.,  1883,  313).— The  influence  of  AmNOg.     Mo  in  the 

^8i^i^7  precipitate  can  be  eliminated  at  high  temperatures. 

759.  Hubs  {J.  C.  S,,  1.,  1073).— AmCl  added  to  the  FejilifOs)^  solution  in  order 

to  form  Fe^Cl^  and  AmNOj.  Vorwerk  {J.  C.  S.,  Hi.,  299).— The 
results  are  low  on  account  of  the  undecomposed  nitrated  carbon 
compounds. 

760.  Lucas  (J,  C,  S.,  Ixxiv,,  ii.,  482). — Chlorides  prejudicial.     Ratio  of  M0O3 

to  Fe  present  should  be  3  to  2,  and  temperature  80°. 

761.  Handy  and  Ixefflbr  (J.  I.  S.  /.,  1894,  i.,  612).— P  is  not  completely 

precipitated  by  five  minutes'  shaking  at  25°.  (See  791.) 

^  AmHO  added  after  the  AmiMo04  accelerates  the  formation  of  the  PMo,  but  generally 
gives  high  results.— H.  B. 
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762.  Phillips  and  Carnahak  (J,  L  8.  /.,  18d4,  i.,  612).— Use  a  stream  of  gas 

or  air  for  accelerating  the  precipitation  of  the  P. 

763.  ScHUCEGBB  {J,  C,  S,,  Ixxii.,  ii.,  230). — P  is  completely  precipitated  by 

Mo  in  the  presence  of  citric  acid. 

764.  Tahm  (C,  N.^  xlix.,  208). — P  may  be  imperfectly  precipitated   when 

organic  acids  due  to  combined  carbon  are  not  destroyed.  Prescribes 
the  best  mode  of  {decomposing  the  iron,  etc.  Ores  must  be  fused  in 
order  to  get  all  the  P  into  solution. 
766.  Wood  {C.  N.,  lii.,  279). — By  dissolving  Fe  in  HNO3  and  at  once  adding 
Mo,  exactly  two-thirds  of  the  P  is  precipitated.  After  boiling  with 
CrOj,  all  the  P  is  precipitated,  SiOj  need  not  be  separated. 

766.  Egoertz  {J,  S,  C.  /.,  1884,  179).— By  merely  dissolving  and  adding  Mo 

as  above,  three-fourths  of  the  P  is  precipitated.  Deficiency  due  to 
existence  of  P  other  than  as  orthophosphate. 

767.  Schneider  (J.  I.  S.  /.,  1893,  i.,  407). — The  nitric  acid  solution  is  further 

oxidized  in  order  to  change  all  the  P  to  orthophosphate,  and  not  to 
destroy  organic  acids.  KMn04  ^  better  than  CrOa  or  HjOg.  The 
MnOj  should  be  re-dissolved  by  FeSOf  and  not  oxalic  compounds. 

768.  Hamilton  {J.  S.  C.  /.,  1891,  904). — Showing  that   incomplete  precipi- 

tation from  nitric  acid  solutions  is  not  due  to  carbonaceous  matter, 
but  to  incomplete  oxidation  of  the  P. 

769.  Cheever  (J.  /.  *S^.  /.,  1884,  715  ;  and  1885,  364).— Oxidize  the  iron  solu- 

tion with  HNO3+KCIO3,  dissolve  the  MnOj  in  HCl,  eliminate  chlorine, 
and  precipitate  witl\  Mo  as  usual. 

770.  Rbis  (J.  L  S.  /.,  1887,  ii.,  365).— Oxidation  with  CrOs  causes  Or  to  be 

occasionally  precipitated  with  the  P.  Oxidize  with  KMnOf,  destroy 
excess  with  HGl,  and  proceed  as  usual.  Or  add  SnCl^  to  the  HCl 
solution  of  the  yellow  precipitate  and  titrate  the  excess  with  permaii- 
ganate. 

771.  M*Kbnna  (J.  L  S.  /.,  1894,  L,  612).— Oxidation  of  chilled  iron  solutions 

with  KMnOf  gives  lower  results  than  evaporation  to  dryness. 

772.  Ibbotson  and  Brearley  (C.  N,,  Ixxxii.,  270). — SiOg  removed  by  evapo- 

ration with  acids  contains  some  P  (742).  Dissolve  ferro-silicon  in 
HNO3  +  HF,  and  proceed  as  in  889. 

773.  FiNKENER  {C.  N.y  xxxix.,  42 ;  and  xlvii.,  94). — Precipitate  from  solu- 

tions containing  large  amounts  of  AmN03,  wash  with  very  acid  20  per 
cent.  AmNOg,  dissolve  from  the  paper,  and  expel  AmNOg  by  gentle 
ignition. 

774.  Troilius  (C.  N.,  xliv.,  299). —Dissolve  in  HNO3+HCI.      Expel  HCl. 

PMo  dried  at  95—140°,  or  may  be  ignited  so  gently  as  to  get  rid  of 
the  paper  without  loss  of  weijg^ht. 

775.  Meinecke  (C  N.,  liii.,  53).— Add  Mo  at  50 — 60%  and  allow  to  settle  in 

the  cold.  Ignite  at  400 — 500"* ;  the  paper  separately.  Residue  con- 
tains 4*02  per  cent.  P^O-,  or,  more  accurately  (./.  /.  S.  /.,  1896,  i.,  540) 
3*95  per  cent.  P2O5. 
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776.  VoRWERK  (t/.  /.  S,  /.,  1887,  i.,  465). — Oxidize  nitric  acid  solution  with 

CrOs,  and  ignite  PMo  as  775 ;  ignited  precipitate  contains  1*754  per 
cent,  P.  Si  does  not  interfere  with  the  precipitation  of  the  P.  Digestion 
with  CrOs  does  not  complete  the  oxidation  of  spiegels. 

777.  Hannaman  {C,  iV.,  Ixxxiii.,  12). — By  operating  in  the  cold,  or  in  presence 

of  much  HNO3  and  AmNOj  the  precipitation  of  SiOj  with  the  PMo  is 
avoided. 

778.  FttRSTBR  (J,  I,  S,  /.,  1901,  ii.,  523).--In  basic  slags  SiOj  is  precipitated 

with  PMo  only  when  temperature  exceeds  80°. 

779.  Anon.  ((7.  JT.,  IxiL,  28). — Oxidize  the  nitro-sulphuric  solution  with  CrOg, 

and  ignite  PMo  as  775  to  'Pjiy^M.o^fi^, 

780.  Neumann  {J.  C.  S.j  Ixxiv.,  ii.,  454)  and  Sherman  and  Hyde  («/.  C,  S., 

Ixxviii.,  ii,,  757). — The  PMo  is  ignited  to  PgO^ .  24  M0O3  by  placing  the 
platinum  crucible  within  a  porcelain  one  well  into  a  Bunsen  flame. 

781.  Carnot  (C,  N,^  xlix.,  216). — All  the  P(in  rocks,  etc.)  is  precipitated  along 

with  some  AljOs  by  boiling  with  hyposulphite  and  acetate.  Ignite,  dis. 
solve  in  HNO3,  and  add  Mo. 

782.  LscHARTiRR  {C,  N.y  xlix.,  224). — Digest  (soil)  with  aqua  regia,  precipi- 

tate Fe,  etc.,  with  CaO  emulsion,  ignite,  digest  with  HNO3,  and 
precipitate  solution  (containing  only  a  little  iron)  with  Mo. 

783.  Arnold  (C.  N.^  xliii.,  147,  186,  etc). — FeaCl^  and  free  HCl  cause  low 

results ;  in  any  case  all  the  P  is  not  precipitated  unless  part  of  the  iron 
is  removed.    Recommends  an  acetate*Mo-Mg  process. 

784.  Mackintosh  {C,  N,,  liii.,  223). — On  treating  iron  with  HCl,  all  the  P  is 

not  liberated  as  gas.  Boil  with  SO2,  mix  residue  and  the  absorbing 
solution,  and  make  acetate-Mo  estimation.    (See  879.) 

785.  Smith  (C.  ^.,  xlv.,  195)  and  Macfarlane  and  Wilson  {J,  I.  S,  /.,  1893, 

I.,  406). — Acetate-Mo,  acetate-Mg,  and  direct  precipitation  with  Mo 
processes  described. 

786.  Pattinson  and  Stead  (J,  L  S.  /.,  1888,  i.,  181).  —As,  when  present, 

may  be  removed  by  repeated  evaporation  with  FeO  in  HCl,  precipita- 
tion with  H2S,  or  adding  Zn  to  form  arsenic  hydride. 

787.  Benezat  (J,  L  S.  /.,  1895,  i.,  505).- Eliminate  As  by  evaporating  ferric 

solution  with  HCl  and  Na2S03.  O'l  per  cent.  As  does  not  interfere  when 
the  precipitation  is  made  at  45°  C.  Compares  results  by  direct  weigh- 
ing, ignition,  SnClo  colour  test,  and  KMiiOf  titration  of  the  PMo. 

788.  Campbell  {J,  L  S,  /.,  1891,  i.,  436).— Oxalic  acid  added  to  HCl  solution 

of  the  ore  reduces  As  to  AsgOg,  and  HCl  evaporation  eliminates  it. 

789.  Pattinson  {J.  S.  C,  /.,  1893, 119). — Reduce  solution  of  ore  with  Na^SgOj, 

precipitate  As  with  ZuS,  and  P  from  the  tiltrate  (as  ferric  phosphate) 
with  BaCOs.     Finish  as  usual. 

790.  Schneider  (J,  I,  S,  /.,  1893,  ii.,  529). — As  is  precipitated  with  the  P 

only  when  the  solution  is  a  nearly  neutral  one. 

791.  Babbitt  {J.  L  S,  /.,  1895,  i.,  134). — As  is  precipitated  with  the  P 

beyond  25*"  C.    At  that  temperature  five  minutes'  shaking  precipitates 

all  the  P,  but  the  PMo  is  very  finely  divided.    (See  761.) 

2d 
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792.  Schneider  {J,  L  S.  /.,  1897,  ii.,  497). — A  careful  investigation  of  the  best 

conditions  for  precipitating  P.  As  comes  down  at  ordinary  tempera- 
tures ;  Mo  in  acid  solutions  is  reduced  by  Zn  to  Mo^Os,  but  is  readilj 
re-oxidized  by  the  air. 

793.  Rbis  {J.  L  S.  /.,  1889,  i.,  396).->The  rapid  methods  of  estimating  P 

allow  very  little  As  to  contaminate  the  precipitate. 

794.  RiDSDALE  (J,  L  S.  /.,  1895,  L,  124). — Influence  of  yar}nng  amounts  of 

As  on  the  precipitation  of  PMo. 

795.  Carnot  and  Goutal  (•/.  C,  S.,  Ixxii,,  ii.,  520). — Treatment  of  the  iron 

with  neutral  cupric-potassic  chloride  leaves  all  the  P  in  the  residue  ; 
As  passes  into  solution. 

796.  Jennings  {J,  L  S,  /.,  1888,  ii.,  331). — Decompose  ore  with  HCl,  reduce 

with  SO2,  and  boil  to  precipitate  Ti.  Fuse  the  residue,  add  soluble 
portion  to  main  filtrate,  precipitate  P  along  with  a  little  Fe,  and  add 
Mo  to  the  solution  thereof  as  usual 

797.  Baskerville  (J.  I.  S,  /.,  1893,  ii.,  538). — Fuse  titaniferous  iron  ore  with 

NajCOs+KNOs,  digest  with  water,  add  FejCl^  to  filtrate,  and  proceed 
as  above. 

798.  Pattinson  (J,  S.  C,  /.,  1895,  443  and  1022).— Ti  interferes  with  precipi- 

tation of  P.  Add  alum  to  FeO  solution,  precipitate  AlPOf,  fuse, 
remove  soda  titanate,  and  precipitate  P  as  usual.  Hogg  finds  that  Ti 
retards,  but  does  not  prevent,  the  precipitation  of  any  P. 

799.  Tamm  (J,  L  S.  /.,  1887,  ii.,  365).— The  P  must  be  determined  in  the 

basic  acetate  of  iron  precipitated  from  the  solution  of  the  Fe-Mn  alloy. 

800.  Meinecke  (•/.  /.  S,  /.,  1888,  i.,  378). —Manganese  interferes  in  no  way 

with  the  direct  precipitation  of  P  with  Mo. 

801.  Metz  {J,  L  S,  /.,  1891,  ii.,  324)  and  Zimmermann  (•/.  S.  C.  /.,  1893,  293).— 

The  PMo  is  weighed  in  a  specific  gravity  bottle ;  its  actual  weight 
being  deduced  from  its  known  specific  gravity  (3*252). 

802.  ZiEOLER    (C    JV,,    Ixvi.,    298). — The    ferro-chromium    is    fused   with 

NaNOs-HKHO,  dissolved  in  HCI  +  HNO3,  Ha  eliminated,  and  P 
estimated  as  usual. 

803.  Hempel  (J,  S.  C,  /.,  1890,  111). — Phosphor-tin  is  decomposed  in  a 

current  of  CI,  and  P  precipitated  with  Mo. 

804.  WooDBRiDOE  (J.  L  S.  /.,  1889,  ii.,  476). — P  exists  in  ores  chiefly  as 

apatite,  and  therefore  merely  boiling  with  nitric  acid  and  adding  Mo 
to  the  filtrate  serves  to  estimate  it. 
806.  Mixer  (J,  L  S,  /.,  1896,  ii,  454 ;  and  1897,  il,  509).— The  P  in  the 
insoluble  residue  of  an  ore  is  estimated  after  the  manner  of  808. 

806.  Ltchenheiu  (J.  /.  S,  /.,  1894,  i,  620.— The  P  of  coal  is  all  in  the  ash, 

and  can  be  completely  extracted  with  HCl. 

807.  Camfredon  (C.  N,,  Ixxv.,  8). — ^The  ash  of  the  fuels  must  be  fused  with 

NasCOs ;  treatment  with  HCl  merely  does  not  dissolve  out  all  the  P. 
Also  Crobauoh  (J.  S,  a  /.,  1893,  1061). 

808.  N0RRI8  (J.  L  S,  /.,  1894,  ii.,  500).— Dissolve  ash  with  Ha+HF,  elimi- 

nate these  with  HNO3,  and  precipitate  with  Mo. 
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909,  Camp  (C,  N,,  Ixxziii.,  8). — P  in  coke  ash  as  Norris.    Arsenical  ores  are 
treated  as  in  788. 

810.  Gladdinq  (C.  N.f  IxxviL,  32). — PMo  of  constant  composition.     Direct 

weighing  on  tared  papers  for  large  amounts ;  final  washing  with 
alcohol. 

811.  Brunnemann  {C,  N.,  Iviii.,  108). — Digest  basic  slag  with  mixture  of  acids, 

evaporate  at  110°  to  remove  Si02,  take  up  in  BNO3,  and  precipitate 
with  Mo. 

812.  LooES  (J.  I.  S.  /.,  1887,  ii.,  371).— Digest  basic  slag  with  HjS04  in  order 

not  to  attack  phosphides,  which  have  not  the  same  agricultural  value 
as  phosphates.    Also  Kobmann  (J.  C.  S.,  1.,  489). 

813.  Klein  (J,  I.  S,  /.,    1886,   401    and     1024).— Decompose    slag    with 

KNaCOs+KaOs  eliminate  SiO«  and  add  Mo.    Boiling  HCl  does  not 
'  attack  iron  phosphide. 

814.  Sfuller  and  Kalmann  (J.  C\  S.,  Ixvi.,  ii.,  29). — Formation  of  silico- 

molybdate  is  favoured  by  AmNOj  (See  847  and  904).  Oxidize 
HNO3  solution  with  KMnOf,  destroy  excess  with  KNO2,  and  add  Mo. 

815.  Crispo  {J,  I.  S,  /.,  1892,  i.,  489).— The  amount  of  PMo  formed  depends 

on  the  proportion  of  P2O5,  M0O3,  and  N2O5  present.  The  simpler 
forms  of  the  method  are  unreliable. 

816.  Sbtda  (J.  C.  S,,  Ixxx.,  ii.,  689). — Precipitate  in  presence  of  citric  acid, 

and  below  20°  if  Fe  is  present.     Ignite  as  in  775. 

817.  LiPowiTZ  (C  JV^,  i.,  264). — Adds  tartaric  acid  in  making  up  the  Mo 

reagent,  so  that  M0O3  may  not  be  precipitated  by  an  acid,  by  diluting, 
or  by  boiling.    (See  746  and  763.) 

818.  JuPTNBR  (J.  L  S.  /.,  1894,  ii.,  491).— As  763.     As  much  as  60  grms. 

tartaric  acid  per  litre  may  be  used. 

819.  Veitoh  (J,  C,  S,,  Ixx.,  ii.,  543). — The  use  of  tartaric  acid  is  permissible, 

but  not  advantageous. 

b.  Precipitating  Finally  with  Magnesia:    (See  also  749,  757,  758,  and  938). 

820.  Champion  and  Pellet  (C.  iV.,  xxxv.,  115). — Weighing  as  Mg^jOf  ^ 

less  suited  for  estimating  small  amounts  than  direct  weighing  of  the 
PMo. 

821.  Kern  (C.  JT.,  xxxv.,  1). — Dissolve  in  aqua  regia  rather  than  HNOj, 

in  order  to  destroy  organic  matter,  which  otherwise  interferes 
with  the  precipitation  as  PMo.  Dissolve  PMo  in  AmHO  and 
add  Mg. 

822.  Stoeckmann  (C.   N,y  xxxvi.,  275). — ^The  evaporated  solution  of   the 

Spiegel  ia  heated  to  destroy  organic  matter,  PMo  formed  in  HNO3 
solution  at  30°,  and  P  re-precipitated  with  Mg. 

823.  Fricke  (J,  L  S,  /.,  1881,  283). —Dissolve  in  HNO3,  ignite  dried  residue 

to  destroy  C,  and  make  Mo-Mg  precipitation. 

824.  Parnell  (C.  N.,  xxiii.,  145)  and  Foerster  (C.  iV.,  Lxvii,  241). — If  both 

solutions  are  heated  before  mixing,  the  Mg^Vfij  is  free  from  impurity. 
A  correction  for  bulk  of  liquid  is  necessary.    (See  838  and  844.) 
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825.  Ogilvie  (C  N,,  xxv.,  277). — 0*3  grm.  PgOg  may  be  completely  pre- 

cipitated with  Mo.  Use  40  MoO,  to  1  PgOg.  Precipitate  finally 
witli  Mg. 

826.  Gilbert  ((7.  iV.,  xxviii.,  225). — Mg  mixture  should  be  made  up  without 

sulphate,  otherwise  MgO  is  precipitated.     Uranic  titration  of  P2O5. 

827.  Atkinson  ((7.  iV.,  xxxv.,  127). — Silicates  introduce  positive  errors  into 

the  Mo-Mg  estimation. 

828.  AoTHE  {C,  N.y  xlv.,  284). — Complicated  Mo-Mg  process.    The  solution 

should  be  cooled  to  ordinary  temperature  before  the  PMo  is  filtered 
off. 

829.  Stunkel  (C  N,,  xlvi.,  66). — Form  PMo  in  presence  of  15  per  cent. 

AmNOj,  dissolve  in  AmHO,  and  add  Mg  drop  by  drop  (See  870). 
Filter  after  two  hours'  standing. 

830.  Weissmann  {J,  L  S.  /.,  1890,  i.,  370).— Oxidize  nitric  acid  solution  with 

KMn04,  reduce  excess  with  H^Og,  and  precipitate  as  usual. 

831.  Bamber  {J.  L  S.  /.,  1894,  i.,  319).— Add  NajCOg  to  HNO3  solution  of  the 

iron  short  of  alkalinity,  leach  evaporated  residue  with  'NsajOOs,  and 
precipitate  filtrate  with  Mg.     All  the  As  is  precipitated  also. 

832.  RooDE  (t/.  C.  S.y  Ixviii.,  ii.,  414). — ^The  results  are  more  exact  when  a 

known  amount  of  Na3P04  is  added  and  finally  deducted. 

833.  Runyan  and  Wiley  (J.  C,  S.,  Ixx.,  ii.,  126).~The  same  remark  (832) 

applies  to  the  citrate  process. 

834.  Wdowiszbwski  {J.  L  S,  /.,   1897,   ii.,  502). — Mo-Mg  process.      Five 

minutes'  shaking  completes  the  Mg  precipitation. 

835.  Gladding  (C.  iV.,  xlvi.,  213). — Precipitation  with  Mg  in  neutral,  faintly- 

alkaline,  and  strongly  alkaline  solutions ;  the  addition  of  Mg  mixture 
in  drops,  etc. 

836.  Myhlertz  (J,  S.  C.  /.,  1894,  67). — The  turbidity  sometimes  seen  on 

dissolving  PMo  in  AmHO  is  due  to  ferric  phosphate,  and  is  prevented 
by  dissolving  in  alkaline  citrate  solutions. 

837.  Wakemann  (J.  C.  /S.,  liv.,  1131). — The  Mg  precipitate  may  be  washed 

with  advantage  by  dilute  AmHO  containing  alcohol. 

838.  Gladding  (C,  N,,  xlvii.,  71). — The  correction  for  solubility  of  Mg  pre- 

cipitate in  mother-liquor  and  wash-water  is  practically  nil. 

839.  Schm(eoer  (J,  C.  S.,  Ixxiv.,  ii.,  455). — The  Mg  precipitate  need  not  be 

ignited  apart  from  the  paper  if  that  loosely  adhering  is  shaken  into 
the  crucible. 

840.  Peitzoch,  etc.  {C.  ^.,  xliii.,  7). — Mg  added  gradually,  and  precipitate 

ignited  strongly  in  order  to  volatilize  any  adherent  M0O3. 

841.  Brockuann  (C.  N,,  xlvii.,  84). — Dissolve  the  Mg  precipitate  with  HNO3 

into  a  weighed  crucible,  evaporate,  and  ignite. 

842.  Neubacjer  (J,  C,  S,,  Ixx.,  ii.,  73). — The  lid  of  the  crucible  is  coated  with 

MgO,  in  order  to  retain  P2O5,  which  is  volatilized  on  ignition.  For  a 
**  decomposition  formula  "  wherewith  to  correct  results  see  Meinegkb, 
J.  /.  S,  I.J  1896,  i.,  541.  Chlorides  do  not  interfere  with  the  Mo 
precipitation. 
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843.  LiNDO  {C,  N,y  xlviii.,  217, 230,  and  239). — Investigates  precipitation  with 

Mg,  influence  of  heat,  excess  Mg,  mode  of  adding  Mg,  concentration, 
alkalinity,  solvent  action  of  chlorides,  oxalates,  citrates,  etc.,  etc. 

844.  Lasne  {C.   N,j  Ixxvi.,  268). — Mg  precipitation.      Influence  of    time, 

mechanical  shaking,  dilution,  and  lime.  Is  the  ignited  precipitate 
MgjPgO;?  The  presence  of  citric  acid  is  necessary  always.  C,  N,, 
Ixxviii.,  166. — The  precipitate  is  completely  insoluble  in  a  solution 
containing  one-third  its  volume  of  AmHO. 

845.  Neubaubr  (J.  L  S,  /.,  1892,  ii.,  513  ;  and  1893,  ii.,  529).— PjOg  is  lost  on 

heating  when  the  precipitate  is  formed  in  solutions  containing  too 
much  ammonia. 

846.  Neubauer  ((7.  N.^  Ixx.,  213). — Influence  of  AraHO  salts,  excess  Mg,  and 

alkalinity  on  the  composition  of  the  precipitate.  Ignite  precipitate 
white  at  low  temperature,  then  blast. 

847.  Eennepohl  {J,  I,  S,  /.,  1888,  i.,  385). — Basic  slag  contains  but  little  Fe 

phosphide.  Decompose  with  HCl  and  make  Mo-Mg  precipitations. 
Silico-molybdate  is  soluble  in  3  per  cent  HNO3. 

848.  Muller  (J.  /.  S.  /.,  1881,  708). — Blast-furnace  slag  is  dissolved  in  HCl, 

evolved  phosphoretted  hydrogen  oxidized  with  HNO3  and  estimated 
as  usual. 

849.  Oliveri   (J,   L   S,    /.,    1891,    ii.,    331). — Decompose   basic   slag    with 

HCl-hKClOs,  and  estimate  with  Mg  as  usual. 

850.  Vooel  (J,  C.  S.J  liv.,  991). — Decompose  with  HCl  and  precipitate  with 

Mg  from  citrate  solution. 

851.  Reis  (J.  C,  S,y  IvL,  439). — Summarizes  the  processes  suggested  for  de- 

composing and  estimating  P  in  basic  slags,  and  suggests  modifications. 

852.  Shimer  (C\  ^.,  Iviii.,  165). — Dissolve  iron  in  HNO3,  add  KMnO^,  destroy 

excess  with  HCl,  evaporate  with  H2SO4,  and  precipitate  with  Mo  and 
then  Mg.  Works  well  with  titanic  irons.  Sulphates  can  entirely 
i^eplace  nitrates  io  the  Mo  precipitation. 

853.  Myhlenberg  and  Drown  (J,  I.  S,  /.,  1881,  657). — P  can  be  completely 

precipitated  from  nitro-sulphuric  filtrate  of  the  silicon  estimation  (205) 
with  AmsMoOf. 

854.  LiNDo  (C,  N.y  xlix.,  247). — Comparison  of  methods,  SiOj  should  always 

be  removed. 

855.  CEttel  (J.  C,  S.y  Ixxii.,  ii.,  157). — Digest  phosphor-bronze  with  HNOg* 

fuse  SnOg  with  KCN,  boil  filtrate  with  HCl  to  eliminate  HCN,  and 
precipitate  with  Mg.    As  does  not  interfere. 

856.  WicKHORST  (J,  C.  S.J  Ixxiv.,  ii.,  46). — Dissolve  phosphor-bronze,  Cu-Sn 

alloys,  etc.,  in  aqua  regia,  add  AmHO,  pass  HjS,  and  add  MgO  to  the 
filtrate. 

857.  Brutn  (J.  C.  S.j  Ixvi.,   ii.,  217). — Decompose  phosphor-tin  with  Br, 

evaporate  with  HCl,  electro-deposit  Sn,  and  precipitate  P  with  Mg. 

858.  Dudley  and  Pease  (J,  S.  C.  /.,  1894,  665).— Precipitation  as  ferric 

phosphate,  and  then  as  PMo.  Dissolve  in  AmHO,  pass  H^S  to  remove 
As  and  Mo,  and  precipitate  evaporated  filtrate  with  Mg. 
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859.  Abel  {C,  N,y  vi,  133). — ^Precipitate  basic  phosphate  of  iroD  from  FeO 

solutiou,  dissolve  in  HCl,  add  AmHO  and  HjS,  and  precipitate  filtrate 
with  Mg. 

860.  Spiller  (C,  N.,  xiii.,  170).— As  869 ;  but  precipitates  the  ferric  phoe- 

phate  along  with  a  little  ferrous  carbonate  by  means  of  Am^COj. 

861.  Tosh  {C.  N.,  xvi.,  168).— Mainly  as  860.    Precipitates  the  P  with  Mg  in 

the  presence  of  citric  acid  without  separating  the  iron.  Nicklks 
(C,  N.,  vii.,  87). — Decompose  Fe  with  Br,  and,  after  adding  AmHO, 
tartrate,  and  alcohol,  precipitate  with  magnesia. 

862.  BiLET  (C.  N,y  xxxvii.,  68). — Dissolve  in  HCl,  and  form  ferric  phosphate 

as  859  ;  but  precipitate  finally  from  an  AmHO  solution  containing  13 
grms.  of  citric  acid.    Results  of  Mo  process  are  low. 

863.  Olymibr  {J.  L  S.  /.,  1888,  i.,  378). — Reduce  to  FeO  with  bisulphite, 

precipitate  ferric  phosphate  with  acetate,  and  make  citro-magnesic 
precipitation.  Digest  Mg^fij  with  HNO3,  and  deduct  the  residue 
from  the  first  weighing. 

864.  ScHEiDiNG  (t/.  C,  S.^  Ixviii.,  ii.,  291). — Mg2P207  obtained  from  citrate 

solution  should,  if  black,  be  re-heated  with  AmNOj. 

865.  Pellet  (J.  C.  /S.,  Ixxx.,  ii.,  532). — Heat  black  precipitates  with  H2SO4 

and  weigh  as  pyro-sulphomolybdate. 

866.  Meter  and  Schmidt  (•/.  S,  C,  /.,  1882,  372).— Perfect  precipitation  of 

the  P  takes  place  only  when  the  citrate  and  AmHO  are  in  the  propor- 
tion of  1  to  2. 

867.  Knap  ((7.  N,^  xv.,  207). — In  the  presence  of  tartaric  acid,  P  is  not  precipi- 

tated by  Mg  from  an  alkaline  liquid  if  Al  is  also  present. 

868.  Glaser  {C.  N,^  Ii.,  285). — Not  more  citrate  is  used  than  is  necessary  to 

keep  all  the  Ca  in  solutiou.  Process  used  for  Fe  ores.  {J,  C,  S., 
Ixviii.,  ii.,  138). — A  large  excess  of  Mg  is  necessary  in  order  to  form 
the  ordinary  triple  phosphate. 

869.  Reitmair  {J,  C,  S.,  Ix.,  243). — The  use  of  citric  acid  always  gives  im- 

perfect results  however  the  process  is  modified.     (See  757.) 

870.  LoRBNZ  (J.  C.  S.y  Ixiv.,  ii.,  185)  and  Kiloore  (J,  C.  S.,  Ixviii.,  ii.,  329). 

— In  the  absence  of  citric  acid,  MgO  is  always  simultaneously  precipi- 
tated, even  when  the  mixture  is  added  in  drops. 

871.  ToLLENS  (C.  N.y  xlv.,  209).— Moisten  MggPjO;  with  AgNOg  and  heat 

quickly  ;  a  yellow  colour  indicates  contamination  by  MgO,  CaO,  or 
their  phosphates  or  citrates. 

872.  Shdtzer  (.7.  C.  S.^  Ivi.,  186). — The  complete  precipitation  from  citrate 

solutions  is  assured  by  adding  pulped  filter-paper  and  stirring  five 
minutes.  Setfert  {ibtd.j  548)  rubs  a  cropped  feather  against  the 
beaker  side  with  the  same  object. 

873.  OoiLviE  (C.  N.y  xxi.,  205). — When  the  solution  of  a  mineral  which  has 

not  been  evaporated  is  precipitated  from  citrate  solutions  with  Mg,  Fe 
and  Al  go  down  as  silicate. 

874.  Ogilvie  ((7.  A^.,  xxxi.,  274  ;   and  xxxii.,  5,  12,  and  70). — Investigates 

influence  of  AmHO  and  various  salts,  Fe  and  Al,  and  mixtures  of  these 
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on  the  Mg  precipitation  in  hot  and  cold  solutions.  Condemns  the 
process  when  Fe  or  Al  is  present. 

875.  Parnbll    {C,   N,,  xzxii.,  222). — Disputes    conclusions  of   874.      The 

British  Association  Reports  on  means  of  estimating  PgOg  in  "com- 
mercial products  "  ((7.  N,y  xxxii.,  172  ;  and  xxxviii.,  63)  refer  to  these 
points  and  summarize  work  on  the  citric  acid,  magnesic,  uranic,  and 
molybdic  processes. 

876.  MuLLER  {J.  L  S.  /.,  1888,  i.,  386). — Solution  of  basic  slag  at  once 

precipitated  with  citro-maguesic  reagent,  added  in  drops,  before 
making  alkaline  with  ammonia. 

877.  Edwards  (C.  N,y  Ixiv.,  275),  Von  Reis  (C  N,,  lix.,  107),  and  Jolles 

(C,  N.y  Ixvi.,  262). — Each  precipitate  with  Mg  from  citrate  solutions 
after  decomposing  the  slag  with  various  acids. 

878.  Kalmann  (C.  N.,  Iv.,  248).— Heat  borings  with  CaO  and  KNaCOs, 

digest  with  citric  acid,  and  precipitate  filtrate  with  Mg. 

879.  Tantin  ((7.  iV.,  xviii.,  252). — Treat  metal  with  HCl,  pass  gases  through 

KHO  into  AgNOs,  decompose  precipitate  with  aqua  regia,  and 
precipitate  with  Mg.     (See  784.) 

880.  Adriaanz  (C,  N,,  xxvi.,  60).— As   883 ;    but   reduce   to   FeO  with 

hyposulphite,  and  precipitate  finally  with  Mg.  Al  does  not 
interfere. 

881.  LiEBRicH  {J,  L  S,  /.,  1895,  i.,  504).— To  HCl  solution  add  AmjS,  evapo- 

rate filtrate  after  adding  Mg,  ignite,  re-dissolve  in  HCl,  add  AmHO, 
and  collect  the  precipitated  ammonium  magnesium  phosphate. 

c  Precipitating  Finality  in  various  Ways: 

882.  Sutton  (C,  N,,  i.,  97  and  122).— Precipitate  as  phosphate  of  Ur  and 

ammonia.  Ca,  Mg,  and  Ba  do  not  interfere.  Fe  must  be  reduced  to 
FeO. 

883.  Chancel  (C.  K,  i.,  230  ;   and  iii.,  3). — Acid  nitrate  of  Bi  precipitates 

either  ortho-,  pyro-,  or  metaphosphate  from  HNO3  solutions  as 
BiiPOi.  Chlorides  and  sulphate  interfere,  and  Fe  must  be  reduced  to 
FeO  (with  HjS)  before  precipitating  the  P. 

884.  PiSANi  ((7.  K,  iii.,  211). — Precipitate  as  uranium  phosphate  from  acetic 

solutions.     Mg  is  perfectly  separated.     Fe  and  Al  interfere. 

885.  BiRNBAUM  {C.  Ky  xxii.,  227).— Precipitate  as  883,  dissolve  in  HCl,  add 

AmjS,  and  estimate  P  in  the  filtrate  with  Ur. 

886.  MuNROE    {C.  Kj  xxiv.,   18    and    32).— To    alkaline    phosphate    add 

Al2(S04)3-J-HgC1.2+NaHO;  increased  weight  of  ignited  precipitate 
over  that  due  to  AljOj  is  P2O5.  Or  precipitate  with  HgNOg, 
Hg(N03)2,  and  NaHO,  and  ignite  with  CuO  to  retain  P2O3. 

887.  Warinoton  (C.  N,^  xii,,  209). — Describes  the  precipitation  of  P  as  a 

compound  of  Fe,  Pb,  Sn,  Hg,  and  Ur. 

888.  Khssbl  (C.  y.y  XX.,  168).— Compares  Mg,  Mo-Mg,  Ur,  basic  Fe,  and  Ur 

(volumetric)  processes  for  estimating  P.  Kitchen  (C  i\^.,  xxvii.,  199)* 
— Contrasts  the  Mg  and  Ur  processes. 
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889.  Ibbotson  and  Brbarlet  {C,  N.^  Ixxxii.,  55). — The  PMo  formed  rapidly 

from  HNO3  BolutioD  is  dissolved  in  AmHO,  poured  into  excess  H!C], 
PbA2  added,  and,  after  heating,  poured  into  a  mixture  of  AmA  and 
AmCl.    ThePbMoO4x0*007=P. 

890.  Ibbotbok  and  Brkarley  (C.  N,,  Ixxxiii.,  122). — Particulates  of  889  for 

pigs,  Cr  and  As  steels.     Very  rapid  working ;   final  estimatiou 
Pb3(P04)2 .  24PbMo04. 


III.  Volmiietric  Estixnations. 

a.  Of  the  Molybdenum  Precipitate  :    (See  also  770.) 

891.  Macaono  (C.  K,  xxxi.,  197). — Reduce  acid  solution  of  the  PMo  with 

zinc  to  M02O3,  and  titrate  with  KMnOf. 

892.  Drown  (C.  3^.,  Ix.,  20).— Dissolve  in  1-135  HNO3  (see  206),  oxidize   to 

orthophosphate  with  KMnOf,  clear  with  tartaric,  and  titrate  PMo  as 
891.  Silico-molybdate  is  soluble  in  dilute  HNO3.  M02O3  is  not  easily 
oxidized.    (See  792.) 

893.  JoNBs  (C,  K,  Ixii.,  220  and  231).— PMo  washed  with  Am2S04,  reduced 

by  filtering  through  Zn,  and  titrated  with  KMn02. 

894.  Emmerton  (J,  L  S.  /.,  1886,  1018).— As  891  ;  but  filters  off  the  zinc. 
896.  Eeis  (J.  L  S.  /.,  1886,  390).— As  891 ;  or  Mo-Mg  process.    The  PMo 

formed  in  the  cold  is  Am3P04 .  IOM0O3 ;  a^  80—90",  it  is 
Am3P04 . 1 IM0O3.    (See  752.) 

896.  Hertino  (J,  L  S.  /.,  1897,  i.,  568 ;  1898,  i.,  534).— As  891.     Reviews 

other  rapid  processes.     Better  to  pour  the  Fe  into  the  Mo  solution. 

897.  Schneider   (J.  C.  S.,  Ixiv.,  ii.,  392). — The  ore  is  decomposed  with 

HCl  +  HF,  evaporated  with  HaS04,  and  PMo  reduced  with  Zn  as  894. 

898.  Blair  and  Whitfield  (J.  I.  S.  /.,  1895,  ii.,  593). — Analyse  the  yellow 

precipitate.    The  solution  is  reduced  by  zinc  to  M024O37. 

899.  AucHY  (J,  C.  S,y  Ixxii.,  ii.,  343).— Reduction  to  M02O3  probably  ;  but, 

after  filtering,  it  is  MojgO^o. 

900.  Dudley  (C.  ^.,  Ixxvii.,  195). — The  reduced  solution  must  pass  into 

excess  KMDO4  without  being  exposed  to  the  air,  otherwise  M02O3 
is  partly  oxidized.  Also  No  yes  and  Frohman  (•/.  /.  S.  /.,  1895, 
i.,  505). 

901.  HuNDBSHAGEN  (J.  C.  S.y  Ixviil,  iL,  85),  Kilgore  (Ibid.,  183),  Cheevkr 

{J,  L  S.  /.,  1885,  737),  Dudley  and  Pease  (J,  L  S.  /.,  1893,  ii.,  528).— 
Give  accounts  of  the  zinc  reduction  process. 

902.  Dudley,  Doolittle,  etc.  {J,  L  8,  /.,  1894,  ii.,  492). — In  order  to  obtain 

accurate  results  by  titrating  the  reduced  Mo,  fixed  conditious  must 
be  rigidly  adhered  to. 

903.  Thilo  {J,  I.  S,  /.,  1887,  i.,  475). — Large  PMo  precipitates  are  not  com- 

pletely dried  at  100^  Dissolve  in  AmHO,  and  titrate  the  excess, 
using  litmus  as  indicator.  Also  Wdowiszewski  {J,  I.  S,  /.,  1892, 
i.,  487). 
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904  Ibbert  (J,  C.  S,^  Hi.,  526 ;  and  liv.,  194). — Process  90.3  does  not  give 
concordant  results.  Suggests  a  method  based  on  determiuing  the 
AmHO  in  the  precipitate.  Liable  (Ibid,), — The  percentage  AmHO 
in  PMo  is  variable.  Silico-molybdate  is  soluble  in  water,  but  not  in 
AmNOs. 

905.  Handt  {C.  N,,  Ixvi.,  324). — Rapid  precipitation  of  the  PMo,  wash  with 

KNO3,  dissolve  in  NaHO,  and  titrate  excess  with  HNO3 ;  NaHO 
standardized  hy  pure  PMo  ;  As  does  not  interfere  (J.  C.  S.^  Ixvi.,  iL, 
365). — As  is  eliminated  by  re-precipitating  the  PMo.  Also  Roth  hero 
(J,  I,  S.  /.,  1892,  ii.,  513). 

906.  Klockenbero  {J,  L  S,  /.,  1901,  516).— As  905,  but  wash  with  NagSOf. 

907.  Pemberton  (C.  J/.,  Ixix.,  286). — One  molecule  PgOg  requiren  precisely  23 

molecules  Na^O  when  the  PMo  is  being  neutralized.  NajO  solution 
freed  from  COj  by  Ba(H0)2.    Also  Day  and  Bryant  ((7.  N.^  Ixx.,  3). 

908.  Mahon  {J,  L  S,  /.,  1897,  ii.,  503  ;  and  1898,  ii.,  567).— As  905.     P  pre- 

cipitated by  shaking  fifteen  seconds  ;  result  in  eight  minutes. 

909.  Ohly  (C,  N,,  Ixxvi.,  200). — As  905  ;  or  the  volume  of  the  precipitate  is 

measured  in  a  Gotz  tube. 

910.  JuPTNER  (C,  JV,y  Ixxii.,  172). — Measures  PMo  in  Gotz  tube.    As  is  pre- 

cipitated above  40—45*  C.  Borman  (J,  I.  S.  /.,  1890,  i.,  369 ;  and 
Anon.  {J.  I.  S,  /.,  1885,  738). — Also  measures  the  PMo  in  a  graduated 
tube. 

911.  Wedding  {J.  I.  S,  /.,  1887,  466). — Precipitates  PMo  without  oxidizing 

the  organic  matter  when  the  carbon  is  low,  and  measures  it  in 
a  tube. 

912.  Reinhardt  (J,  L  S.  /.,  1891,  ii.,  .324). — Personal  errors  figure  largely 

when  P  is  estimated  by  measuring  PMo  in  a  graduated  tube. 

913.  Pemberton  (C,  N,^  xlvi.,  4). — Add  aqueous  Am2Mo04  to  HNO3  solution 

of  PjOg  ;  the  operation  is  at  an  end  when  no  further  PMo  is  formed  ; 
precipitate  of  constant  composition.  Observes  the  interference  of 
many  impurities.     Not  suitable  for  irons. 

914.  Caldwell  {C,  N,^  xlviii.,  61). — Apparatus  for  noting  the  end-reaction 

in  913. 

915.  Grete  {C.  N,y  Ix.,  310). — Similar  to  913  ;  but  adds  a  solution  of  glue  to 

the  titrated  liquid. 

916.  Schindler  (C.  ^.,  Iviii.,  61). — Dissolve  PMo  in  AmHO,  precipitate 

with  Mg,  and  titrate  the  Mo  in  the  filtrate  with  PbAj  and  tannin  as 
in  1379. 

917.  Galbraith  {J.  L  S.  /.,  1890,  i.,  142). — A  few  decigrams  of  steel  are 

dissolved  in  aqua  regia,  and  the  turbidity  due  to  PMo  compared  with 
standards  in  order  to  trace  the  oxidation  of  the  P  in  the  "  basic  "  steel 
bath.     See  also  Alessandria  (C.  iV^.,  Ixxiv.,  45).* 

*  In  practice  the  P  it  determined  by  hammering  a  spoon  test  down  to  a  fixed  size  and 
observing  the  fracture.  In  this  way  the  P  may  be  estimated  to  a  few  hundredths  of 
1  per  cent.    (See  Windsor  Richards,  J.  I.  S.  /.,  1890,  i.,  150.) 
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918.  Cheevbr  {J.  L  S,  /.,  1885,  738)  and  Osmond  ({7.  i^.,  ivi.,  160).— Dissolve 

PMo  in  NaHO,  acidify  with  HCl,  and  add  SnClj.  The  blue  colour 
is  proportional  to  the  amount  of  P.    (See  787.) 

919.  Namias  {J.  L  S.  /.,  1891,  i.,  435).— Wash  PMo  with  AmCl,  digest  with 

NagSjOg,  and  compare  blue  colour  with  standards. 

920.  JoLLES  and  Neurath  (J,  S.  C,  /.,  1898,  493).— Colour  test  based  on 

estimation  of  AmHO  in  PMo  by  Nessler  test  is  unreliable ;  yellow 
colour  of  the  KPMo  can  be  used.     Fe  and  SiOj  interfere. 

921.  Woodman  and  Cayvan  ((7.  N,^  Ixxxiv.,  69). — Critical  study  of  the 

colorimetric  estimation  of  P2O5  (in  waters). 

922.  Paonaul  (J,  C.  S.,  Ixxviii.,  ii.,  167). — Dissolve  PMo  in  AmHO,  add 

ferro-cyani  Je,  acidify,  and  compare  brown  colour  with  standard. 

923.  Fairbanks  (</.  C,  S.,  Ixxii.,  iL,  72).— The  M0O3  of  the  PMo  is  estimated 

iodometrically  as  in  1381. 

b.   Volumetric  Estimation  in  Various  Ways : 

924.  Johnson  and  Jenkins  (C.  N,,  xL,  39). — In  the  presence  of  Al  or  Fe  add 

tartaric  acid  and  Mg,  and  titrate  the  collected  precipitate  with 
standard  acid.    The  precipitate  is  soluble  in  citrate  solutions. 

925.  Sch;*ickum  ((7.  N,^  xlvii.,  106),  Seqallb  {J.  C.  ^.,  Ixviii.,  ii.,   184), 

Gluckman  (Ibid,,  329),  Hebebrand  (J,  S.  C,  /.,  1898,  607),  and  many 
others. — Add  standard  AmHO  and  MgSOf  to  neutral  solution  of 
P2O5,  and  titrate  the  excess  of  AmHO  in  the  filtrate. 

926.  BoNGARTZ  {C.  K,  Ii.,  123),  Emmerlino  (J,  C,  S,,  1.,  741),  Kelmann  and 

Meissels  (C  N.^  Ixxii.,  28),  Littmann  (C.  A'.,  Ixxx.,  178),  and  others. 
— The  titration  of  PgOg  in  the  presence  of  Ca,  Mg,  Fe,  Al,  etc.,  is 
made  by  noting  the  KHO  used  between  the  yellow  colour  of  the 
methyl-orange  and  the  reddening  of  pheuolphthalein. 

927.  LiNOSSiBR  (J.  C.  S.y  Ivi.,  308). — Precipitate  with  bismuth  nitrate,  de- 

compose with  H2S,  filter,  and  titrate  P2O5  with  soda  and  Porrier's 
orange. 

928.  Kratschmer  (C.  K,  xlvii.,  83).— Add  AgNOg,  filter  off  Ag3P04,  and 

estimate  the  excess  of  Ag.     This  is  Perrots'  process. 

929.  White  {C,  iT.,  Ivii.,  187).— To  sulphuric  solution  add  AgNOjand  CaCO^, 

and  titrate  excess  AgNOj  in  the  filtrate. 

930.  Hollemann  (6'.  ^.,  Ixxi.,  102)  and  Clark  (J,  S.  C,  /.,  1888,  311). — 

As  928.  The  Ag  in  the  filtrate  or  precipitate  being  estimated  with 
KCNS. 

931.  ScHWARz  (C.  N.y  viii.,  207). — To  acetic  solution  add  PbA2,  filter,  and 

estimate  excess  of  Pb  with  K^Cr^O-.     C^  and  Mg  do  not  interfere. 

932.  Wavelet  («/.  C,  <S.,  Ixiv.,  ii.,  597).— Titrate  with  Pb(N03)2,  using  KI  as 

indicator. 

933.  LiNDEMANN  and  Motten  («/.  0.  S.,  Ixx.,  ii.,  388). — PjOg  is  precipitated 

as  ammonio-manganese  phosphate  ;  the  Mn  converted  to  MnOs  and 
estimated  iodometrically. 
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934.  Christemson  (./.  6'.  S.,  Ixxii.,  ii.,  282).  —  From  a  mixture  of  KBrO* 
and  KI,  phosphoric  acid  liberates  I,  which  is  estimated  with 
thiosalphate. 

936.  Davy  (C,  N.,  i.,  181). — To  acetic  solution  of  the  P  add  ferric  oxychloride, 
using  gallic  acid  as  spot  indicator.     FeP04  ^^  precipitated. 

936.  Spica  (J,  C.  S,,  Ixii.,  912  ;  and  Ixiv.,  ii.,  299). — Titrate  neutral  solution 

with  iron  alum,  the  amethyst  colour  with  salicylic  acid  being  used  as 
indicator. 

937.  BcjRNARD  ((7.  i\^.,  xvii.,  99). — Titrate  with  uranium  nitrate.    Tlie  delicacy 

of  the  ferro-cyanide  indicator  is  increased  by  drying  and  then  again 
moistening  with  water.    (See  733  and  826.) 

938.  JouLiB  {C.  N,f  xxviL,  228,  etc.). — ^Titration  with  Ur  with  or  without 

citro-magnesic  precipitation,  according  as  Fe,  Al,  etc.,  are  present  or 
not.  Process  732  is  interfered  with  by  HjSOf.  Examines  best 
conditions  for  Mg  precipitation  from  citrate  solutions.  (C.  N,,  liL, 
85). — Improved  citro-Mg  precipitation.  Reasons  for  avoiding  estima- 
tion as  MgsPjOf.     HF  and  HCl  interfere  with  Mo  precipitation. 

939.  ViLLE  (C.  iV^.,  XXX.,  200).— As  938.    Particularizing  the  estimation  in 

the  presence  of  Ca,  Al,  and  Fe. 

940.  GuERiN  (6".  N.,  xlv.,  176).— The  Ur  solution  should    be    standardized 

under  such  conditions  as  obtain  in  practice.  AmA  to  be  avoided. 
Also  MoHR  {C.  N,t  xlv.,  248). — Fe  separated  with  ferro-cyanide. 

941.  Brockmann  and  Haswell  (C.  N,,  xlvii.,  177). — The  value  per  c.c.  of  the 

Ur  solution  varies  with  the  amount  used. 

942.  Mallot  (C.  N,y  Ixv.,  62).— Separate  from  Fe  with  Mo;  titrate  Mg 

precipitate  with  Ur  in  the  presence  of  cochineal,  which  marks  the  end 
by  forming  a  bluish-green  colour. 

943.  Spencer  {J,  C,  S.,  xlviii.,  436).— Add  AgaCO,  to  faintly  acid  solution, 

dissolve  Ag3P04  in  HNOj,  add  NaCls,  and  titrate  PaOg  with  Ur. 

944.  FiRBY  {C.N.,  Ixvi.,  293). — The  Ur  volumetric  process  938  is  unreliable. 


IV.  MiBcellaaeouB. 

945.  Gruner  {C.  N,^  xxL,  142).— Very  small  amounts  of  P  are  detected  by 

acting  on  the  metal  with  acid  and  observing  the  spectrum  of  the 
burning  hydrogen. 

946.  Allen  ((7.  N.^  xxiv.,  119). — P  and  As,  when  precipitated  with  Mg,  are 

distinguished  by  adding  AgNOs  ^  ^^^  washed  crystals.     Acetic  acid 
intensifies  the  reaction. 

947.  Blair  {C,  N,^  Ivi.,  227). — Sketches  the  various  methods  proposed  for 

estimating  P,  and  states  some  precautions  for  making  the  **  acetate  " 
and  "  molybdate  "  estimations. 

948.  Waller  (C,  N,^  ix.,  117  and  131). — Particulars  of  processes  used  by 

fifteen  analysts  on  samples  of  pig-iron.       **  The    Luiidberg  (Law) 
Case." 
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549.  Arth  (a  N,,  Ixii.,  165)  and  Martinotti  {J.  C.  S,,  Ix.,  1397).— The 
results  of  highly  phosphoric  slags  may  be  vitiated  by  the  formation  of 
a  hydrated  ferric  phosphate  when  the  HCl  is  being  eliminated  by 
HNO3. 

950.  The  following  references  relscte  to  the  state  in  which  P  exists  in  irons  : — 
Schneider  {J,  L  S.  /.,  1886,  913  ;  and  J.  S,  C.  /.,  1888, 125),  Chkevkb 
{J,  L  S,  /.,  1897,  i.,  401  and  467 ;  and  ii.,  290),  Juptner  (J.  L  S.  /., 
1894,  ii.,  487 ;  and  1897,  i.,  224),  Campbell  and  Babcock  {J,  L  S.  /., 
1897,  ii.,  492),  and  Stead  (C.  K,  Ixxxii.,  221,  etc.;  and  J,  L  S.  /., 
1900,  ii). 


OHBOMnTM. 

The  arrangement  is  : 

I.  Separation  from  other  Elements. 

II.  Gravimetric  Estimation. 

a.  In  which  Cr  is  the  Base  of  the  Weighed  Salt. 
o.  „  „        Acid         „  „ 

III.  Volumetric  Estimation. 

a.  Titrating  with  Ferrous  Salt. 

6.  lodometrically. 

c.  Miscellaneous  Processes. 

IV.  Means  of  Converting  to  CrOs. 

a.  Dry  Ways. 
6.  Wet  Ways. 

V.  Detection  of  Chromium. 

VI.  Miscellaneous  Notes. 

I.  Separation  from  other  Elements. 

Iron,    (See  also  983,  1538,  1775.) 

951.  G1BB8  (C.  N.y  xi.,  101). — Oxidize  to  CrOg  and  precipitate  Fe  with  acetate 

or  AmHO.     Similar  process  for  Al. 

952.  Baubiony  (C.  N.,  L,    18). — Ignited  chromite  oxidized .  with  HNOj-f 

KCIO3,  and  Fe  and  Al  precipitated  by  a  slight  excess  of  bicarbonate. 
The  CrOg  reduced  with  HjS  and  precipitated  as  hydrate. 

953.  Brearley  (C.  N.,  Ixxvii.,  49). — Separation  from  CrOg  with  acetates  or 

alkalis  the  more  complete  the  greater  excess  there  is  used.     Deficiency 
due  to  basic  ferric  chromates.     NaHO  the  best  precipitant. 

954.  Knorre  (C.  N.^  lix.,  232). — Iron  precipitated  from  HCl  solutions  with 

uitro80-j3-naphthol.    The  Cr  in  the  filtrate  cannot  be  completely  pre- 
cipitated with  AmHO. 
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955.  Hbss  and  Campbell  {C.  N,y  Ixxxi.,  159).— Cr  is  precipitated  quanti- 

tatively from  solutions  containing  Fe,  Ca,  Mg,  Mn,  Co,  and  Ni  by 
phenylhydrazine. 

956.  BoussiNGAULT  {J.  L  S.  /.,  1886,  828).— Fe  and  Cr  cannot  be  separated  by 

heating  in  HQ  gas,  because  CrjOa  is  thus  volatilzed  (see  966).  Havens- 
and  Way  (•/.  S.  C.  /.,  1899,  1157)  say  the  separation  can  be  made  at 
200—300°  in  a  stream  of  HCl  containing  CI. 

957.  Venator  and  Etibnne  (J,  C.  .S^.,  Hi.,  532).— Decompose  the  mineral  with 

NaHO,  evaporate  solution  of  the  fusion,  and  leach  NajCrO*  from  the 
dried  mass. 

958.  Bamber  (J,  L  S,  /.,  1894,  i.,  319).— Add  NajCOj  short  of  alkalinity  to 

the  HNOj  solution  of  the  iron,  evaporate,  ignite,  and  dissolve  out 
NagCrO^  with  water. 

959.  Jannasch  and  Cloedt  (J.  C,  S.,  Ixx.,  ii.,  222).— Mix  with  H2O2+ AmHO^ 

and  heat  under  pressure.  The  filtered  CrOg  is  reduced  and  precipi- 
tated with  hydroxylamine  chloride  and  ammonia. 

Aluminium:    (See  also  951,  952.) 

960.  Carnot  (a  N.,  xliv.,  85).— The  Al  is  precipitated  from  CrOs  solution 

with  sodium  phosphate  and  acetate. 

961.  Brearlet  ((7.  N.y  Ixxvii.,  179).— Similar  paper  to  953.    NagCOg  the  best 

alkaline  precipitant ;  Na3P04  available. 

962.  Hunt,  Clapp,  and  Handy  (C.  N,,  Ixv.,  223).— Cr-Al  alloys  are  boiled 

with  KHO  ;  residue  fused  with  KHSO4,  converted  to  CrOg,  but  finally 
precipitated  with  AmHO. 

Chromic  Acid: 

963.  Storbr  and  Elliot  (C  N,,  vi.,  121).— Precipitate  CrjOj  from  dilute  acid 

solution  with  AmHO. 

964.  Brearlet  {C.  N.^  Ixxvii.,  217). — Preceding  process  inaccurate.    Sepa- 

rate with  NaHO  or  Na3P04. 

Uranium : 

966.  GiBBS  (C.  N.,  xxviii.,  63).— Oxidize  to  CrOj,  and  precipitate  Ur  with 

NaHO,  or  the  CrOa  may  be  precipitated  with  HgNOs  if  no  other  pre- 

cipitable  non-volatile  body  is  present. 
966.  Ditte  ((7.  N.,  xxxvi.,  100).— The  oxides  of  Fe,  Cr,  and  Ur  are  heated 

m  H  and  then  in  HCl  to  volatilize  the  Fe  (see  956).     Dissolve  Ur 

from  the  residue  with  HNO3 

^^^'  ^^r.w'^''  ^'^-  ^'  ^'^  ^^^^  631);-To  precipitate  the  CrOs  with  HgNO, 
(965)  is  ma«5urate.     Ditte's  process  is  also  unsatisfactory. 

Vancuiium : 

968.  Classkn  (J.I  S.  I.,  1887.  i.,  473).-Precipitate  together  as  lead  salts, 
elinunate  Pb  from  HCl  solution  ^ith  H^  fuse  evaporated  filtrate  with 
NaHO  and  S,  and  extract  V  with  water. 


430  APPENDIX. 

969.  Von  Klecki  (C.  N.^  Ixix.,  54).— Precipitate  V  with  iiranic  aitrate  from 

an  acetic  solution. 

970.  Copper, — Prud'homme  {C.  iV.,  xxv.,  215). — From  a  mixture  of  the  oxides 

of  Cu  and  Or  the  Cu  is  dissolved  by  NaHO,  but  both  oxides  are  dis- 
solved by  AmHO.    (See  also  1587.) 

971.  Phosphants. — Oranobr  (C.  K^  Ixxv.,  95). — Fuse  with  KHO,  dissolve, 

acidify  with  HNOs,  &nd  precipitate  with  molybdate. 

972.  Mercury, — Jannasch  (J.  C.  S,^  Ixxvi.  ii.,  60). — Precipitate  the  Hg  with 

hydroxylamine  in  the  presence  of  oxalic  acid. 

II .  Qravimetric  EBtimation  of  Chromium. 

a.   Where  Cr  is  the  Base  of  the  Weighed  Compound:    (See  also  1005.) 

973.  OuDBSLUTB  (C.  N.,  v.,  254).— Add  NaaCOs+KNOs  to  the  KHSO4  fusion, 

precipitate  AlaOs  with  Aro/X)3,  reduce,  precipitate  with  AmHO,  ajid 
ignite  to  OaOs. 

974.  Genth  (C  N.^  vi.,  31). — As  above  ;  but  omit  the  KNOs,  and  precipitate 

AlaOs,  etc.,  by  boiling  with  excess  AmNOs. 

975.  Clouet  ((7.  i^.,  xxiv.,  304). — Fuse  ore  for  six  hours  with  NajCX)8,  reduce 

CrOs  with  alcohol,  and  precipitate  with  AmHO. 

976.  Tamm  {C  N,y  xxiv.,  305).— In  general  like  973  ;  but  the  CrOj  is  reduced 

with  HCl,  and  the  nitrous  oxide  evolved.    (See  1076.) 

977.  Kern  {C  N.j  xxxv.,  67). — Precipitate  Fe  and  Cr  together  with  AmaS, 

ignite,  fuse  with  KjOOs+KNOs,  and  precipitate  reduced  filtrate  with 
AmHO. 

978.  Waller  and  Vulte  ((7.  iV.,  Ixvi.,  17X— Fuse  with  Dittmar's  flux  (1017), 

evaporate  extract  with  AmNOs,  re-dissolve,  reduce,  and  precipitate 
with  AmHO.     A  resum6  of  the  means  of  opening  up  chromites. 

979.  Zieoler  (C.  K,  Ixvi.,  296).— Fuse  Fe-Or  with  KHO+KNO,,  in  silver 

crucible  in  smoky  flame,  pass  COs,  separate  associated  elements,  and 
precipitate  with  AmHO.  Instructions  for  estimating  P,  etc.,  in  ferro- 
chromium. 

980.  Fresbnius  and  Bayerlbin  (C.  Ky  Ixxvii.,  141).— Treat  chromite  with 

HCl ;  residue,  with  Na^Og.  After  various  separations  (Fe  with 
NajOj),  reduce  with  HjO^,  and  precipitate  with  AmHO. 

981.  Namias  (J.  L  S,  /.,  1890,  ii.,  853).— Fuse  FeCr  with  KHSO4,  precipitate 

neutralized  solution  with  MgO,  ignite,  re-fuse,  and  precipitate  reduced 
solution  with  AmHO. 

982.  M0R8B  and  Day  {C,  K,  xliv.,  43 ;  and  xlvii.,  177).~Fuse  powdered 

chromite  with  KHO  in  an  iron  crucible,  separate  AljOs  with  AmHO, 
reduce,  and  precipitate  with  BaCX)3. 

983.  Dohler  (J,  S,  a  /.,  1899,  1157).— Precipitate  with  BaCX),  from  FeO 

solution,  fuse,  separate  Si02,  etc.,  and  precipitate  as  usual.  (See  1018.) 
984  REiifHARDT  (J,  L  S,  /.,  1889,  ii.,  480).— Process  based  on  the  fact  that 
OjOs  is  precipitated  by  ZnO,  while  ferrous  and  manganous  salts 
remain  in  solution. 
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985.  ZiBOLBR  (•/.  /.  S,  /.,  1890,  i.,  372). — Decompose  chromeisen  with  bisul- 

phate,  and  proceed  as  984,  using  hypophoephite  to  reduce  the  iron. 

986.  Kern  (C.  Ky  xxxv.,  107).— Fuse  ore  with  KHSO4,  dissolve  in  HNO3,  add 

(NH4)HS,  dissolve  Tefi^  from  the  ignited  precipitate,  and  weigh  the 
Cr^Os  residue. 

987.  Jannasch  and  Mai  {J.  C,  S.,  Ixiv.,  ii.,  500). — In  presence  of  hydroxyla- 

mine  CrjOs  is  thrown  down  by  ammonia  as  a  violet-red  precipitate, 
more  easily  washed  than  the  green  one. 

988.  SoucHAT  {C,  N,,  xivii.,  248).— Crj(HO)e  precipitated  with  AmHO  in 

glass  vessels  is  always  contaminated. 

989.  Trbadwbll  {J,  S.  C.  /.,  1882,  339).— Cr  may  be  precipitoted  in  glass 

vessels  by  AmHO  without  error.  The  precipitate  strougly  retains 
fixed  alkalis. 

990.  Bloxam  (C.  N,,  lii.,  194).--Cr2(HO)e  precipitated  with  AmHO  carries 

down  large  amounts  of  MgO  ;  also  some  SO3. 

991.  Arnold  {C.  N.,  xlii.,  286). — Criticism  of  the  volumetric  process  (1009). 

Decompose  steel  with  acids,  fuse  dried  residue  with  Na^COs+KNOs, 
reduce  filtered  CrOs,  and  precipitate  with  AmHO. 

992.  Hooo  {J.  S,  C.  /.,  1891,  340).— Discusses  process  1009.    Proceeds  as  in 

991.  Oxidize  ignited  Cr^Oa  with  HNOs+KClOg  to  separate  SiOg,  etc., 
and  finally  precipitate  with  AmHO.  Percentage  approximated  by 
comparing  colour  of  samples  dissolved  in  H2SO4.  Paper  washed  with 
Br  or  01  and  AmHO  does  not  reduce  CrOs.    (See  1089.) 

993.  Carnot  (C7.  ^.,  xlv.,  243). — Precipitate  with  sodium  acetate  and  phos- 

phate from  a  slightly  acid  solution.  The  precipitate  ignited  and 
weighed. 

994.  Arnold  and  Hardt  (C7.  iV.,  Ivii.,  153). — Cr^Os  obtained  by  991  may  con- 

tain P ;  it  is  better  to  precipitate  the  Cr  as  basic  phosphate 
(^Qrfi^.^^fi^y  which  can  be  obtained  of  invariably  the  same  com- 
position. 

996.  Faktor  {J.  C,  S,f  Ixxviii.,  ii.,  691). — From  CrOj  or  Cr^Oa  solutions  con- 
taining CrO,  all  the  Cr  is  precipitated  by  boiling  with  hypo. 

996a.  Norton  (C  iV^.,  Ixxxiv.,  262). — Under  pressure  Cr2(H0)e  is  rapidly  and 
completely  precipitated  by  hypo. 

996.  Stock  and  Marsacin  (J.  S,  C.  /.,  1901,  391).— Add  KI+KIO3  and  a 

small  excess  of  hypo,  filter  hot,  and  ignite  to  CrjOg.  Fe  similarly  ; 
Ca  and  Mg  don't  interfere. 

6.    Wkere  Cr  is  the  Acid  of  the  Weighed  Compound: 

997.  G1BB8  ((7.  N.,  xi.,  101).— Oxidize  to  CrOj  with  CI  or  Br  in  acetate 

solution,  and  precipitate  with  Pb  or  Ba.  Ca,  Mg,  Zn,  Ni,  Co,  and  Mn 
do  not  interfere.  Precipitation  with  HgNO,  should  be  made  in  the 
cold.    Ore  decomposed  with  potassium  fluoride. 

998.  G1BB8  (C.  N.y  xxviii.,  63).  —  Berzelius's   method  (precipitation  with 

HgNOj)  is  best  performed  in  hot  solutions.  See  also  Koninck 
{J.  S,  C.  /.,  1900,  470). 
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999.  Baubigny  {J,  S.  C,  /.,  1884,  457).— Precipitation  as  Hg2Cr04  not  advis- 
able in  presence  of  ammonium  salts.     Precipitates  with  AmjS. 

1000.  ScHOPFKL  (C.  Kj  xli.,  31).— Treat  iron  with  copper  solution,  fuse  residue, 
and  precipitate  with  HgNO, ;  or  remove  SiOg  and  precipitate  with 
AmSj.  High  Cr  irons  not  decomposed  by  Cu  solutions  ;  after  fusion, 
a  process  like  1036  is  used. 

1001.  BoussiNGAULT  (J.  L  S,  /.,  1886,  807).— Fuse  with  KHSO4,  precipitate 

Fe  and  Cr  with  AmHO,  fuse  with  NajOOg+KNOj,  and  precipitate 
with  HgNOg. 

1002.  Clark  (J,  I.  S,  /.,  1895,  ii.,  602).— Decompose  ore  with  KHSO4,  oxidize 

with  HNO3+KCIO3,  separate  Fe  and  Al  with  AmHO,  and  precipitate 
as  PbCr04. 


m.  Volumetric  Estimation  of  Chromium. 

a.   With  Ferrous  Salts : 

1003.  Britton  (C.  N,,  xxi.,  266). — Ignite  ore  with  KCIO3  and  soda-lime,  dis 

solve  in  dilute  HCi,  and  titrate  with  FeS04  and  KMn04. 

1004.  Clark  (C.  N.,  xxiv.,  286).— Ignite  ore  with  NaHO+MgO,  and  titrate 

sulphuric  sohition  with  FeS04  **Jid  KjCrgO-. 

1005.  Clark  (J,  S,  C.  /.,  1893,  340).— Dissolve  steel  in  HCI,  precipitate  Cr 

with  Na3P04  and  NajSOg,  oxidize  ignited  precipitate  with  MgO  and 
NaHO.  Chromic  oxide  may  also  be  precipitated  as  basic  sulphite 
and,  if  pure,  ignited  to  CrgOg. 

1006.  ScHWARZ  (C7.  ^.,  xlix.,  201). — ^Tlie  CrOg  formed  by  alkaline  fusion  is 
added  to  excess  FeS04,  ^^^  titrated  with  KMn04.  Pouriug  FeS04 
into  K^Cr04  may  cause  error  through  formation  of  chromic  chromate. 

1007.  M*Kenna  {C.  N.,  Ixxx.,  ii.,  67).— Dissolve  in  HCI,  replace  HCI  with 

HNO3,  add  KCIO3,  boil  to  decompose  it,  and  titrate  CrOg  with  perman- 
ganate. Powalleck  (C  N.^  Ii.,  83)  also  oxidizes  and  titrates  in  this 
way.     (See  also  470.) 

1008.  Mahon  {J,  S,  a  /.,  1900,  72).— Oxidize  HNO3  solution  with  KCIO,, 
add  AmHO  and  titrate  filtrate  with  FeSOf  and  KMn04. 

1009.  Galbraith  (C.  ^.,  xxxv,,  151). — Dissolve  steel  in  dilute  H2SO4,  oxidize 

with  KMn04,  and  titratefiltered  solution  with  FeS04,  ®^- 

1010.  Peterson  (C.  N,,  L,  210).— As  1009;  add  KMn04  tothe  H2SO4  solution 
until  Mn02  is  plentifully  formed. 

1011.  ViONAL  (C.  N.y  liii.,  195). — A  good  account  of  the  process  depending  on 
oxidation  with  permanganate.  Dissolve  iron  by  preference  in  HNO3. 
The  formation  of  MnOg  roughly  indicates  the  amount  of  Cr  present. 

1012.  Arnold  {C.  N,  Ixxi.,  292). — In  strong  H2SO4  solutions,  oxidation  to 
Cr03  with  permanganate  is  impossible. 

1013.  Galbraith  (./.  /.  S,  /.,  1893,  i.,  146). — Presence  of  Fe  favours  accuracy 

of  process  1009.  Modifies  process  by  adding  NaHO,  filtering  off  MnOj, 
Fe2(H0X„  etc.,  and  titrating  the  filtrate. 
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1014.  Barba  {J.  L  S,  I.J  1893,  ii.,  536).— Condemns  process  1013.  Dissolve 
in  HNO9,  oxidize,  precipitate  Mn,  Fe,  etc.,  with  AmHO,  but  re-dissolve 
the  Fe  in  £[3804,  and  titrate  the  filtrate, 

1015.  Brearlet  ((7.  y,,  Ixxvii.,  131,  187,  and  216). — Manganous  salts  pre- 
cipitated with  NaHO  in  presence  of  CrO,  partly  reduce  it  Process 
1013  subject  to  error  on  this  account. 

1016.  Wahlbbro  (J,  L  S,  /.,  1889,  i.,  398).— Dissolve  in  HNO3,  ignite 
dried  residue  with  Na^CO,,  KCIO31  and  MgO,  and  titrate  the  filtered 
CrOg. 

1017.  Dittmar  (Qttant.  Chem,  Anal,  p.  128). — Fuse  chromite  with  borax- 
glass +NaKCOs,  and  titrate  the  acidified  extract.  Instructions  for 
complete  analysis  of  ore.  Also  Fibber  (•/.  C,  8,^  Ixxviii.,  ii.,  512) 
and  Macivor  (C.  iT.,  Ixxxii.,  97). 

1018.  Stead  (J,  L  S,  /.,  1893,  i.,  135).— Examination  of  1009.  Avoid  filtra- 
tion of  MnOj  by  dissolving  in  HCl  and  boiling  off  CI.  Or  precipitate 
from  ferrous  solution  as  phosphate,  ignite  with  NaKCOj+MgO,  and 
titrate  CrOs.  BaCOj  does  not  precipitate  Cr^Os  completely  from 
ferrous  solutions.  Precautions  against  Y.  Chromeisen  also  oxidized 
by  the  above  (tribasic)  reagent,  and  extract  titrated.  Distribution  of 
Cr  in  British  irons. 

1019.  Letfler  (C.  y.y  Ixxvii.,  156). — MnOj  is  soluble  in  strong  H2SO4.  Such 
a  solution  can  oxidize  FeS04,  ^^^  ^^y  ^^^  ^  error  in  processes  like 
1009. 

1020.  Ibbotson  and  Brearlet  (C.  N.,  Ixxxii.,  209). — Decompose  Fe-W-Cr 
alloys  with  HF+HNO3,  evaporate  with  H2SO4,  and  apply  1018. 

1021.  J.  T.  (C.  N.J  Ixxix.,  168). — ^When  chromeisen  is  oxidized  in  the  dry 
way  and  the  frit  dissolved  in  acid,  some  very  fine  portions  of  the 
alloy,  having  escaped  oxidation,  will  exert  a  reducing  action  on  the 
CrOj. 

1022.  Schneider  (J,  L  S,  /.,  1892,  ii.,  515). — Oxidize  nitro-sulphuric  acid 
solution  of  the  steel  with  PbOg  ;  decompose  any  permanganate  formed 
by  making  alkaline  and  boiling.    Titrate  with  FeS04. 

1023.  Harvey  (C.  JT.,  xlvii.,  86).— Heat  CrO,  compound  with  HCl+SnCl„ 
add  FcjCId,  and  determine  FeO  with  KjCrjUj. 

1024.  Schneider  (•/.  /.  S.  /.,  1886,399). — Dissolve  chromeisen  in  H2SO4,  oxidize 
solution  of  dried  residue  with  Br,  precipitate  Fe  with  AmHO,  and 
titrate  the  filtrate. 

1025.  SpOller  and  ELa.lmann  (J.  L  S,  /.,  1893,  ii.,  537). — Fuse  chromeisen 

with  sodium  peroxide,  decompose  excess  by  passing  COs,  and  titrate 
the  acidulated  filtrate. 

1026.  SpDller  and  Brenner  (J,  I,  S,  /.,  1897,  i.,  570). — Modified  process  for 
FeCr.  Acid  solution  of  steel  dried,  fused  as  FeCr,  and  CrOs  estimated 
iodometrically. 

1027.  Sanitbr  (J.  I  S,  /.,  1895,  ii.,  153).— Fuse  FeCr  with  mixture  of  Na  and 

Ba  peroxides,  and  boil  acidified  solution  with  permanganate  according 

to  Stead's  modification  (1018)  of  1009. 

2£ 
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1028.  BiDEAL  and  Rosenblum  {J,  S,  C,  /.,  1895,  1017).— Severe  criticism  of 

1027.  Ni  from  fusion  crucible  interferes  with  the  ferro-cyanide 
indicator.  Mn,  Ni,  and  Fe  separated  before  titration.  The  uses  of 
NasOs  in  chrome-iron  and  steel  analysis. 

1029.  Saniter  {J,  8.  C,  /.,  1896, 165).— Discusses  the  criticisms  of  1028. 

1030.  Carnot  and  Goutal  {J,  C.  S.,  Ixxii.,  ii.,  521). — Treat  with  Cu  solutioD 
(1000),  fuse  residue  with  Na^a,  and  titrate  CrOs. 

1031.  KosMANN  {J,  L  S.  /.,  1889,  ii.,  479).— Oxidize  the  Fe  solution  with 
alkaline  H202,  and  titrate  a  filtered  fraction  with  FeSO^. 

b.  lodometric  Estimation  of  Chromium : 

1032.  Waller  (J,  S,  C,  /.,  1896,  436).— Decompose  ore  with  NagOa,  and 
titrate  CrO,  with  NaaSaOj  and  KI. 

1033.  O'Neill  (C.  K,  v.,  199).— Fuse  ore  with  KHSO4,  precipitate  with 
NaaCOs,  fuse  with  NaaCOs+KClOs,  and  titrate  CrOg  with  NagSjOa, 
using  KI  and  starch  as  spot  indicator. 

1034.  ZuLKOWSKi  ((7.  JV:,  xix.,  238).— Add  KI  to  an  HCl  solution  of  CrOs,  and 

titrate  liberated  I. 

1035.  Seubert  {J,  S,  C.  /.,  1901,  69). — The  titration  may  be  at  once  pro- 
ceeded with  if  the  molecular  ratios  K^CrsO;  :  KI :  H2804=l  :  18  :  110 
are  adopted. 

1036.  Sell  {C,  N,y  xxzix.,  131). — Fuse  chromite  with  bisulphate  and  sodium 
fluoride,  oxidize  with  KMnOf,  add  NasCOj  and  alcohol,  and  estimate 
CrOs  with  KI. 

1037.  Sell  {C,  N.y  liv.,  299). — Oxidize  with  H2O2  in  alkaline  solution,  and 
titrate  CrOj.  Al  and  Zn  are  without  influence ;  Fe  (filtered  off) 
causes  low  results. 

1038.  Browning  {J,  C,  S,^  Ixxii.,  ii.,  73). — Add  excess  AsgOs  and  NaHCOj  to 
CrOs  solution,  and  titrate  with  I.  Ferric  salts  may  be  present.  Also 
Namias  {J,  C,  S.,  Ixii.,  1374)  and  Bialobrzbski  {J.  C.  S.,  Ixxiv.,  ii., 
184). — In  like  manner  in  the  presence  of  acetates  and  acetic  acid.  Also 
Reichard  (J,  S.  C.  /.,  1900,  854). 

1039.  DoNATH  (J,  L  S,  /.,  1894,  ii.,  493). — Pour  ferric  solution  into  alkaline 
permanganate,  and  estimate  the  iodine  liberated  by  the  CrOj.  FeSOf 
not  suitable  for  estimating  small  amounts  of  chromic  acid. 

c.  Miscellaneous  Volumetric  Processes  : 

1040.  Davy  ((7.  N,,  iii.,  274)  and  Rube  (C.  N,,  xii.,  82).— Titrate  acid  solution 

of  CrOs  with  ferro-cyanide,  using  FejCl^  spot  indicator. 

1041.  DoNATH  {C.  N,^  xliii.,  253). — The  neutral  Cr^Os  solution  is  run  into  hot 
alkaline  standard  KMnO^  until  a  yellow  colour  is  obtained.  Fe  and 
Al  do  not  interfere  ;  Mo  does.    (See  416.) 

1042.  GiOROis  («/.  C,  S,y  Ixiv.,  ii.,  554). — Oxidize  alkaline  ferric  solution  with 

KMn04,  destroy  excess  with  HjOj,  reduce  filtered  CrO,,  and  run  into 
KMnO^  as  in  1041. 
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1043.  GiORois  {J,  C,  S.,  Ixxii.,  ii.,  3f.O).— Add  staudard  KMnO*  to  CtjOj 
solution,  boil,  and  titrate  excess  KMn04  with  N/20  02(804)3  solution. 

J044.  Carnot  (J,  L  S,  /.,  1889,  i.,  399)  and  Pbrrault  (J,  L  JS.  /.,  1893,  i., 
413). — Oxidize  to  CrOj  with  AmHO+HgOj,  boil  oflf  excess,  and  titrate 
with  H2O2  in  acid  solution. 

1045.  Bbrthblot  (J,  C,  S.,  Ivi.,  350  and  4B8).— The  HaOa+CrOj  reaction 
various  with  the  mode  of  admixture,  temperature,  and  concentration. 

1046.  Jean  and  Pbllbt  (C.  JT.,  xxxv.,  213).— Decompose  ore  by  fusion.    To 

CrOg  add  baryta-water  and  (X)2  to  precipitate  excess  thereof.    The 
free  alkali  equivalent  to  the  CrOg  is  titrated  with  H2SO4. 

1047.  Ruoss  {J.  a  S,y  Ixxiv.,  ii.,  644).  -Add  lead  salt  to  CrOg  solution,  and 
estimate  the  excess  in  a  fraction  of  the  filtrate. 

1048.  SoLTSBiN  (J,  C.  S.y  Ix.,  118).— CrOs  titrated  with  BaClj,  using  hcema- 
toxylin  or  logwood  indicator. 

1049.  PuROOTTt  {J.  a  5.,  Ixxii.,  ii.,  349).— Acidified  hydrazine  sulphate  acte 
quantitatively  with  K2Cr207,  liberating  N.  The  N  is  measured  at 
normal  temperature  and  pressure.    Similar  process  for  Cu. 

1050.  Baumann  (C,  N.,  IxvL,  181,  etc.). — In  acid  solutions,  Hj02  oxidizes 
CrOj  to  perchromic  acid  and  then  reduces  it  to  OiOj.  Liberated  O 
gasometrically  estimated.  CrQs  formed  by  H^O,  in  alkaline  liquids. 
These  facts  applied  extensively  to  quantitative  analysis. 

1051.  HiLLEBRAND  (C,  N,^  IxxviiL,  227).— Traces  of  Cr  in  rocks,  ores,  etc, 
estimated  by  comparing  as  mono-chromate  with  standard  solutions. 

1052.  Neumann  {J,  C,  S,y  Ixviii.,  ii.,  64).— By  titrating  neutral  CrjOj  solution 
with  sodium  sulphide. 

rv.  Means  of  Convertiiiif  to  Chromic  Acid. 

a.  In  the  Dry  Way : 

1053.  Clarke  (6*.  A^.,  xvii.,  232). — Chromite  (and  other  refractory  materials) 
is  fused  with  sodium  fluoride  and  bisulphate,  and  oxidized  with  hypo- 
chlorite ;  or  at  once  by  including  KNO3  in  the  fusion.  CrOs  not 
completely  separated  from  Fe  and  Al  by  Na200s. 

1064.  Namias  {J.  S.  C,  /.,  1891,  486).~Fuse  ore  with  KHSO4,  precipitate 

water  extract  with  MgO,  and  fuse  with  KClOs+NaKCXDs. 
1055.  M0188AN  {0,  N,y  Ixvii.,  137). — Powdered  chromeisen  is  converted  to 

CrOg  by  melting  with  KNO3. 
1066.  Katser  (C.  N,y  xxxvi.,  153). — Heat  chrome-iron  with  a  mixture  of 

NajOOj  and  CaO. 
1057.  Pbmbbrton  (C.  N,y  Ixiii.,  241).— Chromite  and  NajCOj  are  heated  over 

night  by  a  Bunsen,  and  next  morning  over  the  blast.    Decomposition 

is  complete. 
1068.  Haussbrmann  {J,  S.  C.  /.,   1892,   182).— Fuse  powdered    ore    with 

KjCOj  and  NaHO. 
1059.  Massionon  and  Yatel  {C.  N,,  Ixiii.,  273). — Heat  ore  mixed  with 

Caa,  and  CaO  (or  CaCOa). 
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1060.  Clark  {J.  8,  C.  /.,  1892,  501). — Ferro-chromium  is  not  completely 
dissolved  by  H2SO4  (1085).  Oxidize  with  MgO  or  GaO + NaHO.  FeCr 
is  decomposed  by  heating  with  Ga(H0)3,  or  in  the  vapour  of  S  or  CS» 
Latter  process  available  for  steels. 

1061.  DoNATH  (J.  I,  S,  /.,  1887,  ii.,  371). — Heat  with  barium  peroxide,  and 
extract  CrOs  with  acidulated  water. 

1062.  Kennicut  and  Patterson  (/.  C.  S.,  Ix.,  366). — Fuse  with  barium 
peroxide  and  NajOOs,  dissolve  in  HCl,  re-oxidize  with  alkaline  H^O^, 
acidify,  and  titrate. 

1063.  Clark  (J.  C.  S,,  IxiiL,  1081). — FeCr  and  chromite  are  completely 
decomposed  by  Na202.  Heat  to  make  pasty,  not  to  liquefy.  NagOa 
does  not  separate  Fe  and  Cr. 

1064.  Reinhardt  {J,  L  S,  /.,  1890,  i.,  376).— Fuse  with  soda-lime  and  KClOr- 
Titrate  with  FeS04. 

1065.  Smith  ((7.  N.^  Ixiv.,  44  and  218). — An  electric  current  passed  through 
molten  potash  containing  chromiferous  material  completely  oxidizes  it 
to  CrOs.    Titrate  with  FeS04. 

b.  Conversion  to  CrOz  in  the  Wet  Way : 

1066.  Storer  (C.  N,^  xxi.,  198). — Strongly  ignited   Cr203  and  chromite  are 

converted  to  CrOs  by  boiling  with  HNOs+HClOa.     Precipitated  as 
BaCr04. 

1067.  Stoddart  (C  N,y  xxiii.,  284). — Storer's  process  does  not  completely 
decompose  chromite. 

1068.  Phillips  ((7.  N,^  xxix.,  28). — Decompose  chromeisen  with  H3SO4  in 
closed  tubes,  oxidize  with  NaoCOs  and  Br.  Zd,  Mn,  Fe,  and  Ai  are 
completely  separated.    (See  1053.) 

1069.  Marchal  and  Wiernich  {J,  S.  C.  /.,  1891,  1034).— To  nearly  neutral 

H2SO4  solution,  add  Mn02  and  boil ;  Fe  is  precipitated.     Precipitate 
Al  with  AmHO,  reduce  CrOs,  and  precipitate. 

1070.  Mationon  {J,  C.  S.,  L,  984). — In  alkaline  solutions  H2O2  immediately 
converts  CraOs  to  CrOs ;  in  acid  solutions  the  easily  decomposable  per- 
ch romic  acid  is  formed. 


V.  Detection  of  Chromium. 

1071.  Storer  {C.  N.,  i.,  253,  etc.). — PbOj  best  reagent  for  effecting  oxidation. 

Pb02,  MnOa,  and  KMnO^  form  CrOs  in  cold  acid  solutions ;  PbOa  (not 
Pb304),  MnOa,  KMn04,  Br,  I,  HgO,  and  hypochlorite  in  alkaline 
solutions.  Formation  of  perchromic  acid  with  HjOa  the  most  delicate 
reaction. 

1072.  Neville  (C.  ^.,  xxxiv.,  19). — Add  ether  and  HsOj  to  CrOs  solution  ; 
a  blue  colour =Cr.  Ni,  Co,  Fe,  Mn,  and  Al  do  not  interfere ;  acetates 
do.  The  blue  colour  in  ether  is  used  as  indicator  (M^Culloch,  C,  iT., 
Iv.,  2)  in  estimating  acidimetrically  K2Cr04  in  the  presence  of  KaCrsO?. 
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1073.  Reighardt  {J,  S.  C,  /.,  1901, 1241). — Perchromic  acid  t^st  interfered 
with  by  V,  Mo,  and  W. 

1074.  Cazeneuve  (J,  C,  8,,  Ixxviii.,  ii.,  627). — Diphenylcarbazide  in  dilute 
HCl  gives  a  violet  colour  with  CrOs.     Detects  one  part  per  million. 

1075.  Donate  (C.  JV:,  lix.,  109).— Similar  to  1039.  Use  KI  and  starch. 
Small  quantities  are  estimated  by  precipitating  with  Am^S. 

1076.  M^Cay  ((7.JV;,1xv.,221).— After  fusing  with  NaaCOa+KNOs  the  yellow 
colour  of  the  acidified  extract  looked  for  may  have  been  destroyed  by 
the  nitrous  acid  present.    (See  976.) 

1077.  Tbrriel  (C,  ^.,  xL,  136). — Precipitate  the  ferric  solution  with  KHO, 

oxidize  with  permanganate,  and  add  lead  acetate  and  acetic  acid 
to  the  filtrate.  Traces  of  W,  Mo,  and  Va  in  steel  are  similarly 
detected. 

1078.  Waldbn  {J,  C.  <S.,  liv.,  321). — Diphenylamine  in  concentrated  H2SO4 
detects  one  part  K2Cr207  in  700,000. 


VL  MiBcellaneouB  Notes. 

1079.  Fresenius  and  Hintz  (C.  N.^  Ixi.,  65). — Scheme  for  very  elaborate 
analysis  of  chrome-iron.  The  material  is  decomposed  in  a  current  of 
chlorine. 

1080.  Clark  {J,  S,  C,  /.,  1895,  510).— Decompose  ore  with  KHSO4  prepara- 
tory to  estimation  of  Si02,  CaO,  MgO,  FcsOa,  AI2O3,  and  Cr203. 

1081.  MoissAK  (C,  iV.,  Ixx.,  93). — Preparation,  physical  and  chemical  proper- 
ties of  metallic  Cr. 

1082.  Jannasch  and  Yoothsrr  {C.  N.^  Ixiv.,  293). — Chromite  decomposed 
with  HCl  in  sealed  tube. 

1083.  Schneider  (Jl  /.  S,  /.,  1886,  399).— Fifty  per  cent  FeCr  would 
dissolve  in  HCl,  if  it  were  not  for  a  protective  coating  of  oily 
hydrocarbon. 

1084.  Rideal  and  Rosenblum  (C  N,^  Ixxiii.,  1). — Give  prominence  to  Na202 
in  a  review  of  the  means  proposed  for  decomposing  chromite,  ferro- 
chromium,  etc.    A  bibliography  of  forty  items. 

1085.  Warren  ((7.  N,y  Ixv.,  186). — Ferro-chromium  is  completely  dissolved 

by  hot  concentrated   H2SO4  (see  1060).      Borax  in  fusion  mixtures 
contaminates  the  precipitates  of  the  subsequent  analysis. 

1086.  Carnot  and  Goutal  (J.  C,  S,,  Ixxii.,  ii.,  555). — Chromium  exists  in 
steel  as  a  Cr-Fe  carbide. 

1087.  ZiEOLER  (J.  S.  C,  /.,  1893,  377). — Describes  the  following  processes  for 
steel : — Fusion  of  the  dried  residue  ;  removal  of  the  iron  with  cupram- 
monium  chloride  ;  fusion  with  NaHS04,  or  oxidation  with  KMn04 ; 
and  dissolving  out  other  chlorides  than  Cr  from  the  dried  residue  with 
alcohol. 

1088.  Proctor  {J,  S,  C,  /.,  1897,  413).— A  review  of  the  processes  for  esti- 
mating CrOs  and  some  mixtures  of  Cr  salts. 
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1089.  Jervis  {C.  K,  Ixxvii.,  133). — Either  acid  or  alkalioe  chromate  solutions 

are  reduced  by  filter  paper.    (See  992.) 

1090.  Parry  and  Morgan  (C.  iV.,  Ixvii.,  307). — ^There  is  no  satisfactory 
process  for  estimating  Cr  in  steel.  Describes  some  processes  the  like 
of  which  are  otherwise  noticed. 


NICKEL. 

The  classification  is  : 

I.  Separation  of  Iron. 

a.  By  precipitating  the  iron — 

(1)  As  Acetate  ;  (2)  As  Hydrate  ;  (3)  Miscellaneous. 

b.  By  precipitating  the  Nickel. 

c.  Electrolytic  Separations. 

II.  Separation  of  Other  Elements. 

III.  Gravimetric  Estimations, 

a.  As  Oxide  or  Sulphide. 
6.  By  Electro-deposition. 
c.  Miscellaneous. 

IV.  Volumetric  Estimations. 

a.  With  Potassium  Cyanide. 

b.  Miscellaneous. 

V.  Detection. 
VI.  Miscellaneous  Notes. 

I.  Separation  of  Iron. 

a.  -fly  Precipitating  the  Fe : 

1.  By  means  of  Acetates. — The  separation  of  nickel  from  iron  by  means  of 
acetate  requires  gi^eater  manipulative  precision  than  the  like  separation  of 
any  other  element  of  the  same  group,  and  therefore  a  few  references  to 
papers  which  discuss  the  basis  of  acetate  separations  are  included.  (See 
also  Manoanese,  p.  380.) 

1091.  Mackintosh  {C.  N.^  Ivi.,  65). — Acetate  separation  needs  to  be  repeated 
six  times.  Cobalt  more  difficult  to  separate  than  nickel.  Precipitates 
Ni,  Co,  and  Fe  as  sulphides,  treats  precipitate  with  HCl,  and  makes 
acetate  separation  of  the  soluble  and  insoluble  portions. 

1092.  Wbsterson  {J,  L  S.  /.,  1894,  ii.,  495).— Sample  dissolved  in  HjS04, 
oxidized,  and  Fe  repeatedly  precipitated.  Mn  interferes  with  electro- 
deposition  of  Ni. 
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1093.  Brearley  {C,  N»^  Ixxiv.,  16). — Precipitation  from  a  solution  containing 

7  per  cent,  acetic  acid.  Ni  titrated  with  KCN  and  Agl ;  copper 
separated  as  sub-sulphocyanide  ;  SOg  and  KCNS  do  not  interfere  with 
titration  of  the  Ni. 

1094.  Debrat  {C,  N,y  xxi.,  53). — Ferric  acetate  separates  on  boiling  into 
acetic  acid  and  colloidal  oxide  ;  the  latter  is  insoluble  in  ammonium 
salts  and  acetic  acid. 

1095.  Brearley  {C,  N,^  IxxvL,  222,  etc.). — Ease  of  separation  of  the  following 
elements  is  in  the  order  Mn,  Zn,  Co,  Ni,  Cu.  Attempts  to  deduce 
reasons  for  this  from  the  character  of  the  salts  separated.  Separation 
of  various  elements  without  a  second  precipitation  {C.  N.y  Ixxvi.,  49 
and  222,  Nickel ;  Ixxvi.,  165,  Cobalt). 

1096.  GiBBS  (C,  y.f  xi.,  102). — Add  enough  acetate  to  convert  all  bases  into 
neutral  acetates  to  the  cold  solution. 

1097.  Brearley  {C.  N.,  Ixxix.,  193). — It  is  best,  according  to  both  theory 
and  practice,  to  add  acetate  to  the  boiling  solution. 

a,  2.  Precipitating  Iron  as  Hydrate : 

1098.  Thohas  (C.  N.^  xxxv.,  187). — Repeated  precipitation  of  the  Fe  with 

excess  of  ammonia. 

1099.  Sleeper  {C.  N,,  Ixix.,  15). — Decompose  material  with  aqua  regia,  KBr 
and  Br,  or  NaHS04.  Precipitate  Ni  and  Fe  with  NaHO,  dissolve  in 
H2SO4,  and  rapidly  add  (NH4)H0  to  the  cold  solution.  Detailed 
instructions  for  electro-deposition  of  the  Ni. 

1 100.  Neumann  (J.  I.  S.  /.,  1898,  ii.,  560).— The  Fe  is  separated  with  (NH4)H0 
and  (NH4)2S04,  and  the  Ni  electro-deposited  from  the  filtrate. 

1101.  Moore  {C.  K,  xliv.,  76).— To  faintly  acid  solution  add  (NH4)jS04  and 
large  excess  oxalic  acid ;  precipitate  Fe  with  (NH4)H0. 

1102.  Emmens  (J.  /.  S.  /.,  1893,  i.,  414). — Precipitated  ferric  hydrate  boiled 
with  dilute  acid  ;  only  little  Fe  dissolves  along  with  Ni ;  Ni  and  Co 
are  electro-deposited.  Applied  to  regulus,  minerals,  and  alloys 
{J.  S,  a  /.,  1892,  1035). 

1103.  JuPTNER  (J.  I.  S,  /.,  1894,  i.,  616).— Precipitate  with  (NH4)H0  in  the 
presence  of  (NH4)C1,  and  keep  hot  several  hours.  (Repeated  precipi- 
tation is  necessary,  J,  L  S.  /.,  1894,  ii.,  495.)  Ni  and  Co  precipitated 
as  sulphides,  and  Mn  and  Al  separated. 

1104.  MooRE  (C.  N,f  Ixv.,  75). — The  separation  by  NH4HO  is  worthless  ;  by 
acetate  needs  four  precipitations. 

1105.  Ibbotson  and  Brearley  (C.  ^.,  Ixxxi.,  193). — Precipitated  ¥e^H.O)^ 
adsorbs  Ni  from  ammoniacal  but  not  from  acidified  solutions,  or  from 
solutions  of  double  nickel  ammonium  salts.  Perfect  separation  on 
adding  AmHO  if  only  enough  KCN  to  form  Ni(CN)2 . 2  KCN  is 
present. 

1106.  ZiEOLER  («/.  S,  C.  /.,  1893,  377).— An  acid  solution  of  the  metals  is 
poured  into  an  alkaline  solution  of  ammonium  borate.  Ni,  Co,  and 
Cu  are  in  solution  ;  Fe,  Al,  and  Mn  are  precipitated. 
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1107.  Bloxam  (a  N.,  liL,  109).— The  precipitation  of  Fe  with  (NHJHO 
always  carries  down  the  Co  in  larger  proportion  than  the  Ni^  so 
much  80  that  Ni  may  in  this  way  be  roughly  detected  in  the  presence 
of  cobalt. 

1108.  Beinitzer  (C.  N.f  xlviii.,  114). — Solutions  of  CrjOs  when  boiled  with 
sodium  acetate  are  not  precipitated  by  alkalis,  alkaline  carbonates, 
phosphates,  etc.,  and  the  same  property  is  conferred  on  certain 
amounts  of  Fe  or  Al  present  therewith.  Begoura  (C.  JT.,  Ixxviii, 
46). — ^The  presence  of  alkaline  sulphites  have  a  like  effect. 

a.  3.  Mucdlaneous  Processes.    (See  also  307,  317,  319,  320,  321,  323.) 

1109.  Moore  (C.  N,j  liv.,  300). — Add  sodium  phosphate,  clear  with  acid,  boil, 
and  precipitate  with  acetate ;  precipitate  Ni  with  KHO,  and  electro- 
deposit  from  sulphates.  Shortcomings  of  Field's  (320)  WOhler's 
(hydrate),  and  acetate  processes  enumerated. 

1110.  Cbenet  and   Richards  (C.  N,^  xxxvi.,  161). — Acetate  and  hydrate 

inferior  to  Field's  process.  Precipitate  with  sodium  phosphate  from 
acetic  solution  ;  Ni  electro-deposited ;  with  more  than  3  per  cent.  Ni, 
precipitation  to  be  repeated. 

1111.  Eastwick  {J.  /.  S.  /.,  1894,  i.,  615). — Depends  on  solubility  of  nickel 
sulphide  and  insolubility  of  iron  sulphide  in  acid  solution  of 
(NH4)2S04.    A  little  Fe  goes  with  the  nickel. 

1112.  Galbratth  (t/.  S,  C,  /.,  1882,  346). — Precipitated  with  calcium 
sulphide  ;  the  Fe  dissolved  out  with  HCl ;  Ni  weighed  as  sulphate. 

1113.  Rosenblatt  {J,  C,  S.,  1.,  492). — Ni  and  Co  are  separated  from  Fe,  Cr, 
Al,  Mn,  and  Zn  by  precipitating  the  latter  elements  with  potassium 
thiocarbonate. 

1114.  RoTHB  (C.  N,j  Ixvi.,  182). — Hydrochloric  acid  solutions  of  ferric  salts 
are  soluble  in  ether ;  similar  solutions  of  NiO,  MnO,  FeO,  CrjOs,  and 
AI2O3  are  not ;  hence  a  means  of  separating  them. 

1115.  Sargent  (C  N.,  Ixxxi.,  209  and  240). — Estimation  of  Ni  in  steel  based 
on  1114. 

1116.  Speller  (C,  N,^  Ixxxiii.  124). — Examination  of  some  features  of  the 
Ether-HCl  separation. 

1117.  Proctor-Smith  {C.  N.y  Ixxxiii.,  153). — Modified  manipulation  of  the 
ether  process  for  separating  Ni  from  steel. 

1118.  NoRRis  (•/.  *5.  C,  /.,  1901,  551). — The  ether  separation  is  improved  by 

the  presence  of  Br  and  acetone. 

1119.  Langmuir  (J,  S,  a  /.,  1900,  378).— Oxidize  ore  with  HNOj-f-Br, 
separate  Fe  with  AmHO,  re-dissolve  Fe2(H0)g  and  separate  remaining 
Ni  with  ether.    Electro-deposit  Ni  from  combined  filtrates. 

1120.  Brearlet  (C,  N,y  Ixxviii.,  15). — Uses  chromates  instead  of  acetates. 
A  large  excess  of  the  precipitant  used  in  acetic  solutions  without  any 
Ni  being  precipitated.    Also  separates  Fe  and  Cu. 
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1121.  NicoLARDOT  {C,  N,y  Ixxxiv.  256). — Fe  is  precipitated  as  basic  sulphate 

free  from  Ni,  Co,  Mg,  Zn,  Cu,  Mn,  Cd,  Cr,  and  Al.    (See  307.) 

b.  By  Precipitating  the  Nickel : 

1122.  Thompson  (C,  K,  vii.,  185).— To  acidulated  sulphates  of  Ni,  Co,  Fe, 

Mn,  Zn,  and  Cu  add  (NH4)2S04  ;  nearly  all  the  Ni  and  Co  separate  as 
"  alupis  "  on  standing. 

1123.  Moore  (C  -^.,  Ivi.,  3). — Add  pyrophosphate  until  precipitate  begins  to 
re-dissolve ;  add  excess  KCN,  boil,  add  KHO,  and  precipitate  Ni  with 
KHO  and  Br.  Co  remains  with  the  iron ;  Ni  estimated  electroly- 
tically.  A  modified  process,  leaving  out  pyrophosphate  and  embracing 
other  separations  (C,  N,,  Ivii.,  125). 

1124.  Campbell  and  Andrew  (J,  L  S.  /.,  1895,  ii.,  598). — ^Add  sodium  pyro- 

phosphate and  carbonate ;  precipitate  Ni  with  sodium  xanthate ; 
convert  to  sulphate  and  electro-deposit,  or  titrate  with  KCN  and  Agl. 
For  preparation  of  xanthate  see  Campbell  {J,  C.  S,,  IxxviiL,  ii.,  577). 

1125.  Pinbrua  (C.  N,,  Ixxv.,  193). — Based  on  the  insolubility  of  the  chlorides 

of  Ni  and  Al  and  the  solubility  of  the  chlorides  of  Co  and  Fe  in 
etherized  HCl  are  processes  for  the  sepaitition  of  Ni  and  Al  from  Fe 
and  Co.     (See  1114  and  1231.) 

1126.  Perillon  {J.  I.  8.  /.,  1898,  ii.,  562). — Precipitate  the  dissolved  sample 
with  KHO,  add  oxalic  acid,  dry  at  80° ;  boil  dried  mass  with  dilute 
acetic  acid  and  alcohol,  and  ignite  the  precipitated  oxalate  to  NiO. 

1127.  Classen  (C.  N,^  xxxvi.,  40). — In  W5hler*s  process  for  separating  As 
and  Ni  (1152),  if  Fe  is  present  the  Co  and  Ni  are  completely 
precipitated  on  neutralizing,  adding  acetic  acid,  and  potassium  oxalate. 
(See  530.) 

1128.  Miller  and  Mathews  {C.  jV.,  Ixxxi.,  282). — Iron  is  not  precipitated 
as  cobalti-cyanide  in  the  presence  of  AmoSO^;  Ni,  Co,  Zn,  and  Mn  are. 

<?.  Electrolytic  Separations : 

1129.  Le  Roy  ((7.  N,  Ixiii.,  194)  and  Herrenschmidt  and  Capelle  (C  ^., 
Ixix.,  142). — Ni,  Co,  and  Fe  are  deposited  from  a  solution  containing 
citric  acid,  ammonia,  and  ammonium  sulphate ;  on  reversing  the 
current  in  an  ammoniacal  solution  of  (NH4)2S04,  Fe  is  precipitated ; 
Ni  and  Co  are  deposited  together. 

1130.  DucRU  (C.  iT.,  Ixxvi.,  279). — Electrolyze  ammoniacal  solution  con- 
taining precipitated  iron.  A  small  amount  of  iron  is  deposited 
with  the  Ni.  Mn,  P,  and  large  amounts  of  Cr203  do  not  interfere. 
CrOg  prevents  electro-deposition  entirely. 

1131.  Neumann  (•/.  S.  C,  /.,  1898, 1074).— On  electrolyzing  as  above  (1130)  the 
deposited  Fe  varies  with  the  amount  in  solution,  time,  strength  of 
current,  etc. 

1132.  Emoels  (t/.  C,  S.,  Ixxiv.,  ii.,  192). — The  deposited  Ni  is  free  from  iron  if 
the  latter  has  been  oxidized  with  H^Oj.  (See  also  Foerster, «/.  (7.  S., 
Ixxiv.,  ii.,  228.) 
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1133.  VoRTMANN  {J,  C.  *S.,  Ixvi.,  34). — Zn,  Co,  aud  Fe  are  deposited    free 

from  Ni  in  an  alkaline  tartrate  solution.    Ni,  Ck),  and  Ou  are  estimated 
in  presence  of  Fe,  and  after  the  manner  of  1130. 

1134.  Marshall  (•/.  (7.  <5.,  Ixxviii.,  ii.,  185;. — A  rise  of  potential  may  be 

taken  as  an  indication  that  all  the  Ni  has  been  deposited. 


II.  Separating  other  Elements  from  Nickel. 

Cobalt.    (See  1206,  etc.) 
1136.  Zinc,     (See  also  1113,  1181,  1182.)— Brunner  (C.  N,,  i.,  95).— With 
HaS  from  solution  containing  sodium  acetate.      Excess  acetate  an<l 
heat  to  be  avoided.    Ni  aud  Co  in  sohition. 

1136.  DoHLER  {J.  C.  S.f  Ixxv.,  811). — Precipitate  Zn  with  HaS  in  the  presence 
of  soda  formate  and  formic  acid. 

1137.  GiBBS  (C.  N.y  xi.,  149). — Add  HCN  gas  and  Na^S  to  solution   con- 

taining acetate,  or  precipitate  hot  solution  with  NsjS  and  dissolve 
out  Zn  with  HCl.  The  former  process  also  separates  Ur  from  Ni 
aud  Co. 

1138.  Moore  (C.  N.,  1.,  151).— Precipitate  with  (NH4)aS,  dissolve  in  KCN, 
and  precipitate  ZnS  with  soda  acetate  and  acetic  acid. 

1139.  Treadwell  (t/.  C.  S.^  Ixxx.,  ii.,  281).— Zn  is  precipitated  with  H^S  in 

the  presence  of  AmCNS,  Am2S04,  or  AmCl. 

1140.  Von  Bero  (C.  A", Iv .,  236). — Precipitated  with  HgS  from  formic  or 
monochloracetic  solutions. 

1141.  Hampe  («/.  C.  S.,  Hi.,  182). — As  1140.  Monochloracetic  acid  the  more 
eflficient,  especially  with  Co. 

1142.  Baubigny  {C.  N.f  lix.,  88). — From  acetic  solutions  with  HgS  in  the 
cold.     Not  available  for  cobalt  {J  C.  S.,  Ivi.,  653). 

1143.  Beilstein  (C.  A^.,  xxxix.,  74). — HjS  passed  into  cold  ammoniacal 
solution  made  acid  with  citric  ;  Zn  precipitated.  Electro-depositiou 
of  Ni  made  from  solution  of  nitrates  ;  (NH4)C1  interferes. 

1144.  Alt  and  Schdlze  (C   N.^  Ixi.,   124). — With  HaS  from  liot  or  colcl 

solutions  of  succinic  acid.    Process  for  analyziiig  nickel-silver. 
1 146,  Zinc  and  Copper. — Carnot  (C.  N.^  liii.,  172  and  196). — Cu  precipitated 
with  hyposulphite.     Zn  from  oxalic  acid  solutions  with  H2S.     Same 
process  for  cobalt. 

1146.  W5BLER  {C.  A'.,  xxii.,  84). — From  acid  solution  of  German  silver 
precipitate  Cu  as  CuCNS ;  convert  Ni  and  Z\\  to  double  cyanides  ; 
precipitate  Zn  with  K2S  (not  (NH4)2S),  and  Ni  from  oxidized  filtrate 
with  KHO. 

1147.  MooRE  {C.  N.f  lii.,  20). — Analysis  of  German  silver.  Precipitate  Cu 
from  HCl  solution  with  H2S,  add  KCN  to  filtrate,  and  precipitate  Zn 
with(NH4)2S.    The  Cu  and  Zn  are  electro-deposited. 

1148.  Copper, — Dewilde  {C.  y.,  vii.,  49). — HjS  always  carries  Ni  down. 
Add  cream  of  tartar,  precipitate  with  KHO  in  alcohol,  re-dissolve  in 
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excess,  and  precipitate  Cu  with  glucose.      The  Ni,  precipitated  by 

KHO,  after  calcining  and  grinding,  is  easily  washed  free  from  potash 

salts. 
1149.  RicHE  (C.  iV.,  Ixxvi.,  241). — Ni-Ca  alloys  (coins)  have  the  Cu  deposited 

from  acid  solution  of  sulphates.    Then  Ni  deposited  from  ammoniacal 

solution.    Similar  processes,  Roberts  (•/.  C.  S.y  1.,  101)  and  Lanobein 

{J.  a  S,,  l,  1077). 
1160.  Classen  (•/.  C.  S,,  xlviii.,  191). — Cu  electro-deposited  from  ammonio- 

oxalates. 
1151.  Kaikow  (J,  C,  S.j  Ixviii.,  ii.,  246). — Cu  precipitated  with  hydrazine 

hydrochloride  and  KI.    Ni,  Cd,  and  Zn  are  in  solution. 
1162.  Arsenic. — Wohler  (C.   iV.,  xxxv.,    141). — Both    metals    precipitated 

with  NajCOg,  digested   with   oxalic  acid,  and   Ni   or    Co    oxalates 

filtered  off. 

1153.  Jakkasch  and  Lehnert  (J.  (\  S.,  Ixx.,  ii.,  547). — Co  and  Ni  are  pre- 
cipitated from  alkaline  solution  with  H2O2. 

1154.  Cadmium, — Smith  and  Wallace  {J,  C.  jS.,  Ixii.,  920). — Cd  electro- 
deposited  after  adding  KHO.  Also  Rudorff  {J.  C.  S.y  Ixiv.,  ii. ,  305)  and 
Smith  and  Moyer  (•/.  (7.  S,y  Ixiv.,  ii.,  496).  Ni  is  precipitated  in  acid 
solution  if  a  strong  current  is  employed. 

1155.  Bismuth. — Smith  and  Moyer  (J.  C.  S.,  Ixiv.,  ii.,  497). — Electrolytic. 
H2SO4  preferable  to  HNO3  solutions. 

1156.  Jannasch  and  Rose  («/.  C.  S.^  Ixvi.,  ii.,  482). — Separation  in  ammoni- 
acal solution  with  H^Og. 

1 157.  Mercury. — Smith  and  Frankel  {J.  C.  S.y  iviii.,  664). — £lectro-separation 
of  Hg  and  Ag  from  Ni  and  Co.  Also  Heidenreich  (•/.  S.  C.  /.,  1896, 
774)  and  Rudorff  (J.  C.  S,,  Ixvi.,  ii.,  399). 

1158.  (?oW.— Smith  and  Muhr  (J,  C.  S.,  Ix.,  1398). — Electro-separation  from 
cyanide  solutions. 

1159.  Aluminium.— GonTBiEKE  (•/.  S.  C.  /.,  1896,  830).— The  metallic  Al  is 
dissolved  in  NaHO.  The  Ni  is  separated  from  the  residual  metals 
(Cu,  Pb,  Fe)  by  electrolysis  and  precipitation  with  ammonia. 

1160.  Leffler  (C.  y.,  IxxviL,  265). — Al  precipitated  with  sodium  phosphate 
in  acetic  acid  solutions. 

1161.  Lead.— J AVJUAacn  and  Lesinskt  (J.  C.  5.,  Ixvi.,  ii.,  33). — Precipitated 
from  ammoniacal  solution  with  H^Ojj. 


in.  Gravimetric  EBtimation  of  Nickel. 

a.  As  Oxide  or  Sulphide  : 

1162.  Hadow  {C.  N,y  ii.,  86). — Ni  separated  from  solution  of  the  ore  with 
CaCOs  and  acetate  ;  Ni  and  Co  precipitated  with  HjS  and  converted 
into  sulphates,  or  precipitated  with  KHO  or  binoxalate  and  weighed 
as  oxides.  Filter-paper  absorbs  Ni  and  Co  from  strong  solutions  of 
the  acetates. 
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1163.  GiBBS  (C.  N,j  xvii.,  172). — Ni  is  completely  precipitated  by  a  sxoall 

excess  of  Na^COs  and  boiling.     Ignited  to  oxide. 

1164.  Schmidt  (C.  JV:,  Ixx.,  248).— Precipitated  by  HaS  from  an  (NHJNO, 
solution.  The  sulphide  converted  to  oxide  by  ignition  with  ammoni- 
acal  mercuric  cyanide.  \ 

1165.  Rose  (C.  N,^  ii.,  302). — Neither  Ni  nor  Co  can  be  estimated  as  sulphide 
by  heating  with  S  in  H,  as  iron,  Mn,  Zn,  and  Cu  may. 

1166.  Frbsenius  {C,  K^  iv.,  160). — (NH4)aS  precipitates  Ni  slowly  and  not 
completely  ;  (NH4)C1  assists,  (NH4)H0  retards,  the  precipitation. 

1167.  Lecreuier  (J,  C.  <S.,  Iviii.,  297). — The  retention  of  nickel  sulphide  in 
solution  is  due  to  the  formation  of  a  thionickelate. 

1168.  Terrbil  {J,  C,  S,y  Ixii.,  1132). — HjS  precipitates  Ni  and  Co  in  the 

presence  of  many  organic  salts  and  sulphur  and  phosphorous  acids. 

1169.  Baubiqnt  {a  N,,  xlv.,  174  and  229).— Precipitation  of  NiO  salts  with 

HjS  depends  on  the  ratio  weight  of  acid  to  weight  of  metal,  and  not 
weight  of  acid  to  weight  of  water.  This  distinction  serves  to  separate 
other  metals  (e.g.  Zn).  (See  also  (7.  -A^.,  xlv.,  257.)  For  action  of  H^ 
on  NiSOf  in  acetic  solutions  see  (7.  JV.,  xlvi.,  17  ;  for  action  on  Ni01«, 
see  C.  N.y  xlvi.,  40  ;  action  on  Co  salts,  J,  C,  S.,  liv.,  113. 

b.  By  Electro-deposition.    (See  also  1099, 1100,  1102,  1109,  1110,  1123.) 

1170.  Merrick  (C.  N.^  xxiv.,  100,  172).— Cu  and  Ni  may  be  successively 
deposited  from  the  same  solution.  Only  a  limited  number  of  salts  are 
suitable  for  electro-deposition  {C.  N.y  xxvi.,  209). 

1171.  Fresenius  and  Beromann  (C.  N.^  xlii.,  75). — Co  and  Ni  not  deposited 
if  solution  contains  free  mineral  acids.  Solutions  of  (NH4)2S04  (no 
NH4CI)  are  best.  Sulphocarbouate  used  to  indicate  when  precipita- 
tion is  complete. 

1172.  RuDORFP  (./.  C.  S.J  Ixiv.,  ii.,  94). — From  sulphate  or  pyrophosphate 
solutions. 

1173.  Classen  {J.  C.  S.,  xlviii.,  191). — Ni,  Co,  and  Fe  deposited  from  double 
oxalates.  Fe  estimated  volumetrically,  Ni  by  difference  ;  Co  separated 
with  nitrite. 

1174.  Brand  (./.  C.  <S.,  Iviii.,  294). — From  ammoniacal  solution  of  the  pyro- 
phosphates. 

1175.  KoHN  and  Woodoate  (J.  S.  C.  /.,  1889,  256). — From  various  solutions. 
Table  of  metals  which  can  be  determined  quantitatively,  and  references. 

1176.  Classen  (J.  C.  S.^  Ixvi.,  ii.,  481). — Particulars  of  current  density, 
potential,  etc.,  for  deposition  of  Ni  and  other  elements. 

1177.  WoLMAN  (J.  C.  S.y  Ixxiv.,  ii.,  50). — Oxalate  (1173)  and  pyrophosphate 
(1172)  solutions  lead  to  high  results. 

1178.  Lanobein  (C.  N.J  Ivii.,  251). — Tlie  deposit  from  solutions  containing 
Mn  are  contaminated  thereby.    (See  also  1092.) 

1179.  Riche  (C,  N.J  xxxvi.,  96). — Deposition  from  ammoniacal  solution 
carries  down  Mg.     Purified  by  re-deposition. 

1180.  (Ettel  {J.  S.  C.  I.J  1896,  69). — From  ammoniacal  solution  of  chlorides. 
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c.  Miscellaneous  Processes:    (See  also  1112,  1162.) 

1181.  Fresenius  (C  N,^  xxiz.,  193). — Ore,  etc.,  decomposed  by  acid  or 
bisulphate,  Schwarzenberg  (311)  separatiou  of  Fe.  Ni  and  Co  pre- 
cipitated with  HgS,  with  KHO,  and  finally  reduced  to  metal  in 
hydrogen,  (See  also  C,  iV.,  xxx.,  16.)  Zn  separated  by  volatilizing 
with  (NHJCl,  and  Co  as  nitrate. 

1182.  Batlet  {J.  S,  C,  /.,  1887,  449).— Add  (NH4)2S  to  alkalinity,  ammonium 
benzoate,  and  HCl ;  the  precipitated  sulphide  weighed  as  sulphate ; 
Zn  separated  in  a  solution  containing  phosphoric  acid. 

1183.  Clarke  (J.  S,  C.  /.,  1896,  866). — ^To  solution  containing  ammonium 
phosphate  add  HCl  to  neutrality,  then  20  per  cent,  alcohol.  Pre- 
cipitate ignited  to  pyrophosphate.  Zn  is  estimated  similarly.  (See 
also  1225.) 


rv.  Volumetric  Estimation  of  Nickel. 

a.  Titration  with  Potassium  Cyanide,    (See  also  1093,  1124.) 

1184.  Lbc(euvre  {C.  N.J  Ixxi.,  188). — Feebly  alkaline  solution  titrated  with 
KCN  until  the  precipitate  first  formed  just  re-dissolves  ;  NH3  salts  or 
small  amounts  of  (NH4)HO  do  not  interfere. 

1185.  Moore  {C.  N,^  lix.,  160). — Titrate  in  ammoniacal  solution,  using  cupric 
ferro-cyanide  indicator.  'Sulphates,  nitrates,  chlorides,  and  acetates  do 
not  interfere. 

1186.  Campbell  {C.  N.,  Ixix..  139). — Fe  separated  as  phosphate  in  acetic 
solution.  Separate  Cu  with  Pb,  and  then  Pb  and  Mn  as  phosphate. 
Deposit  Ni  electrolytically  or  titrate  with  KCN,  as  in  1185.  How  to 
prepare  the  indicator. 

1187.  MooRE  (C.  N.,  lix.,  292). — Mn  and  large  amounts  of  ammonium  salts 

interfere  with  (1185).  By  adding  pyrophosphate  to  acid  solution 
until  precipitate  re- dissolves  and  titrating  ammoniacal  solution,  neither 
Fe,  Al,  Zn,  nor  Mn  interfere. 

1188.  Denioes  (C7,  N.,  Ixix.,  42). — General  method  for  estimation  of  Ag,  in 

which  KI  is  added  to  form  indicator  in  ammoniacal  solution.  (This 
very  suggestive  paper  should  be  read  along  with  the  processes  for 
estimating  Ni  based  on  the  same  principle). 

1189.  Moore  (C  ^.,  Ixxii.,  92). — KCN  added  until  clearing  of  the  suspended 

Agl  indicates  the  formation  of  Ni(CN)a .  2KCN.  The  KCN  may  be 
standardized  with  Ni  or  Ag  ;  Co  is  estimated  with  the  Ni ;  Mn,  Cu, 
and  Zn  interfere  ;  Zn,  Al,  Fe,  or  Mg  kept  in  solution  with  pyrophos- 
phate or  an  organic  acid. 

1190.  Brearlbt  and  Jervis  (C.  N,,  IxxviiL,  77,  etc.). — Some  points  in  the 
cyanometric  estimation.  Interferences  exerted  by  a  score  elements, 
and  means  of  avoiding  them.  Estimation  in  presence  of  elements 
giving  precipitates  in  alkaline  solutions. 
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b.  Miscellaneous  Volumetric  Processes : 

1191.  KuNZELL  ((7.  N,y  viii.,  38). — Hot  ammoniacal  solution  titrated  with 
sodium  sulphide,  using  silver  or  iiitro-prusside  as  indicator.  Titration 
may  be  made  in  presence  of  Cu. 

1192.  Syssoyeff  {J.  L  S.  /.,  1893,  i.,  414).— Precipitate  NigOs  with  CI  from  a 
KCN  solution  ;  the  Ni  is  calculated  from  the  reaction — 

NijOj + HjOj = 2  NiO + HjO + Oj 
after  measuring  the  oxygen.     Iron  kept  in  solution  as  ferrocyanide. 

1193.  GioRGis  (J.  C.  S.,  Ixxv.,  452). — GibVs  process,  precipitating  with  aJoo- 
holic  oxalic  solution,  is  inaccurate.  Precipitate  with  oxalic  solution 
of  Sr  or  Ba  oxalate,  and  titrate  either  the  dissolved  precipitate  or  the 
excess  of  precipitant  with  permanganate. 

1194.  Lucas  (C.  N.^  Ixxx.,  38). — Separate  Fe  with  ammonia  and  (NH4)C1, 
add  K  snlphocarbonate,  and  compare  red  colour  formed  with 
standards  ;  Co  can  be  detected  by  using  ammonium  snlphocarbonate 
at  the  same  time. 

1195.  Spuller  {J,  L  S,  /.,  1897,  ii.,  507).— Fe  precipitated  with  ZnO  ;  the 
filtrate  colorimetrically  compared  with  standards.  Fieber  (J.  S.  C.  I. 
1900,  563),  similarly,  but  precipitates  with  AmHO. 

V.  Detection  of  Nickel. 

1196.  Allen  (C.  iV.,  xxiii.,  290).— Add  (NH4)Cl,(NH4)HO,andferricyanide  ; 
a  red  colour = Co;  no  change  but  a  red  precipitate  on  boiling =NL 
(See  also  Carter,  C.  N,^  xlvii.,  273.) 

1197.  Davies  (C.  N.y  xxxii.,  44). — After  detecting  Co  with  ferricyanide,  add 
ferrocyanide  and  HCl ;  a  precipitate =Ni ;  detects  0*01  per  cent. ; 
ferrocyauide  may  be  used  to  detect  Co  also. 

1198.  DoNATH  and  Mayrhofer  {C.  N,y  xlv.,  46). — Precipitate  with  NaHO 
and  I,  dissolve  out  Ni  with  ammoniacal  (NH4)C1,  and  detect  with 
{NH4)2S.  Boil  HCl  solution  of  the  residue  with  KHO  ;  blue  liquid  = 
Co. 

1 199.  ViLLiERS  (C.iV.,  Ixxi.,  45  and  49).— Tartaric  acid,  NaHO,  and  HgS  added 
successively.    The  colour  of  the  filtrate  indicates  traces  of  Ni. 

1200.  Cavalli  (•/.  C.  S,,  Ixxii.,  603). — Precipitate  with  nitroprusside  and 
treat  with(NH4)H0  ;  only  the  Ni  compound  dissolves. 

VI.  Miscellaneoiis  Notes. 

1201.  Pattinson  ((7.  N.^  viii.,  136). — Ni  and  Co  exist  in  small  amounts  in 
Cleveland  ironstone. 

1202.  Warren  (C,  N,y  Iv.,  37). — Certain  metallic  adulterations  of  cube  Ni 
render  the  metal  non-magnetic,  and  may  thus  be  detected. 

1203.  Fleitmann  ((7.  iV^,  Ixx.,  280).— Commercially  pure  nickel  contains 
more  or  less  Fe,  Cu,  Co,  Zn,  and  Mn.  Instructions  for  quantitative 
estimation  of  these. 
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1204.  (Ettbl  (C.  N.,  Iviii.,  48). — Analysis  of  nickel-silver  and  separation  of 

Sn,  Pb,  Cu,  Zn,  Fe,  and  Mn.     Ni  electro-deposited. 
1206.  CARXOTand  Goutal  (J.  C.  ^.,lxxii.,  ii.,  555). — Nickel  is  probably  simply 

mixed  with,  or  dissolved  in,  the  iron. 
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The  arrangement  is : 

I.  Sbparation  of  Nickel. 

a.  Depending  on  behaviour  with  KCN. 

b.  „  „  „      oxidizing  reagents. 

c.  As  Phosphate. 

d.  Miscellaneous. 

II.  Separation  of  other  Elements. 

III.  Gravimbtic  Estimations. 

IV.  Volumetric  Estimations. 

a.  Oxidimetric. 

b.  Miscellaneous. 

V.  Detection  of  Cobalt. 

I.  8ei>aratixig  from  Nickel. 

a.  Depending  on  Behaviour  with  KCN: 

1206.  GiBBS  ((7.  N,,  xi.,  125).— By  using  a  solution  of  HgO  in  KCN  to  pre- 
cipitate Ni  from  the  double  cyanide  of  Ni  and  Co,  the  separation  is 
immediate  and  complete  ;  the  precipitates  may  be  ignite<l  and  weighed 
at  once  ;  Co  determined  by  difference.  Separation  with  KNOg  lengthy 
and  difficult. 

1207.  Hadow  {C.  N,y  ii.,  86). — In  Liebig's  process  KCN  should  be  added 
before  the  KHO  ;  SiOg  should  be  absent.  Precipitation  of  the  Ni  by 
CI  or  a  salt  of  Hg  preferable  to  HgO.  If  cobalt  is  finally  precipi- 
tated with  HgNOs  (Wdhlet's  process),  chlorides  and  sulphates  should 
be  absent. 

1208.  Fleck  (C,  K,  xiii.,  299).— NHj  solution  exposed  to  air  (NH4)2S  added, 
NHj  evaporated,  and  KCN  added  ;  the  nickel  sulphide  dissolves. 

1209.  GuYARD  (C.  N.,  xxxiv.,  266). — Precipitate  as  sulphides,  dissolve  out 
Ni  with  KCN,  acidulate  filtrate,  and  ignite  precipitated  nickel  cyanide 
to  oxide. 

1210.  JoRissEN  (C.  N,j  xlv.,  240).— Precipitate  with  NaHO  and  Br,  and  dis- 
solve out  Ni  with  KCN  ;  not  good  for  much  Ni  and  little  Co. 
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b,  DepcTiding  on  Behaviour  of  Oxidized  Compounds: 

1211.  Fleischer  (C,  N.^  xxii.,  96). — Add  hypochlorite  and  KHO,  boil  until 

precipitate  is  black,  then  dissolve  out  Ni^Oj  with  (NHJHO. 

1212.  Donate  {C,  N,y  xlvii.,  248). — Halve  the  solution  ;  precipitate  both 
metals  as  sesquioxides  in  one,  and  Co  alone  with  KHO  and  I  in  ^e 
other  ;  distil  each  precipitate  with  HCl  and  estimate  the  CI  with  KI 
and  hyposulphite. 

1213.  Delvaux  {C.  N,,  xliii.,  196). — Dissolve  oxides  or  sulphides  in  aqoa 
regia,  add  (NH4)H0  and  permanganate,  then  KHO  to  precipitate  the 
Ni.     The  precipitate  must  be  separated  from  Mn. 

1214.  VoRTMANN  (C.  A\  xlix.,  150). — Uses  hypochlorite  instead  of  permanga- 

nate (1213) ;   detects  traces  of  either  metal  in  the  other.    (See  also 
1123.) 

1215.  M^CuLLOCH  (C.  N.y  Ivi.,  27).— Examination  of  Fleischer  (1211)  and 
Donath  (1212)  processes.  The  Co  is  not  oxidized  to  CojOj.  Nickel 
salts  precipitated  with  NaHO  and  an  oxidizing  reagent  varied  from 
Ni^Oy  to  Ni304. 

1216.  Bayley  (C.  N,,  xxxix.,  81,  and  Ixxxii.,  179). — Ni  and  Co  are  not  oxi- 
dized by  hypochlorite  to  Ni203,  but  to  NigOg  and  C03O5,  which  are 
further  decomposed  on  boiling. 

1217.  Arnold  (Steel  Works  Analysis,  p.  166). — By  precipitating  with  Br  and 
NaHO,   the  compound  formed  contained  only  about  15  per   cent. 

NijOg. 

1218.  Carnot  (C.  ^.,  lix.,  183).— Co  precipitated  by  HgOg  and  KHO    is 

exactly  C02O3 ;  precipitated  by  hypochlorite,  Br,  or  I,  the  proportion 
of  O  is  greater ;  under  the  latter  conditions,  the  Ni  is  exactly  'Nifi^ 
Estimation  and  separation  of  the  metals  based  on  these  facts. 
M^Cdlloch  (C.  N.y  lix.,  205)  disputes  the  fundamental  facts,  and  {C,  N.^ 
lix.,  208)  makes  unsuccessful  attempts  to  separate  the  metals  after  oxi- 
dation in  ammoniacal  solution. 

1219.  Fischer  {J.  C.  S,,  Ivi.,  653). — Alkaline  solution  boiled  with  HjOj,  and 
the  oxygen  in  the  C0.2O3  estimated  with  KI  and  NagSgOg. 

1220.  Carnot  (C.  iT.,  Ix.,  54).— To  acid  solution  add  (NH4)H0  and  H^Oa  ;  or 
precipitate  ammonio-cobalt  molybdate  from  acetic  solution  with 
(NH4).2Mo04 ;  Ni  in  solution ;  Zn  and  Cu  do  not  interfere.  A  good 
way  of  detecting  cobalt. 

1221.  Terreil  (C\  N,y  xiii.,  133). — KMnOf  added  to  hot  ammoniacal  solution, 
and  then  a  faint  excess  of  HCl ;  after  a  time,  roseo-cobaltic  hydro- 
chlorate  is  precipitated.     Detects  O'Ol  per  cent.  Co  in  Ni. 

c.  Separation  as  Phosp/iate : 

1222.  DiRVELL  (6*.  K,  xl.,  268). — Co  precipitated  by  microcosmic  salt  and 
ammonium  acetate  as  NH4O.  2CoO.  PO6+2H2O  and  ignited  to  pyro- 
phosphate.    The  method  is  rapid. 

1223.  Hope  (J.  S.  C.  /.,  1890, 375).— Uses  process  1222  with  electro-estimation 
for  analysis  of  ores,  mattes,  etc. 
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1224.  Clarkb((7.  K,  xlviii.,  262). — A  careful  examination  of  Dirvell's  process. 
Accurate  results  with  any  proportion  of  Ck)  and  Ni.  Process  consider- 
ably modified. 

1226.  Clarke  (J.  S.  C.  /.,  1896,  867). — Dirvell's  process  does  not  precipitate 
Co  if  present  as  cobaltic  salt,  and  therefore  by  means  of  Br  and  H2O2, 
and  the  process  (1183)  Ni  is  precipitated  in  the  presence  of  Co. 

d.  Miscellaneous  Processes  for  Separating  Hi  and  Co: 

1226.  Fleitmann  (C.  K,  xxxii.,  260). — BlNOj  fails  to  separate  1  per  cent.  Co 
from  Ni.  Tlie  Co  is  precipitated  along  with  a  little  Ni  by  means  of 
hypochlorite,  and  then  the  nitrite  separation  of  the  Co  made. 

1227.  Baubiony  {C.  N,,  Ixiv.,  224).— Ba,  Ca,  Sr,  and  Pb  interfere  with  the 

nitrite  separation.    KN02  should  always  be  tested  for  Pb. 

1228.  iLiifSKi  and  Knorre  (C.  ^.,  li.,  170). — Precipitate  cobalt  with  nitroso- 
)3-naphthol,  ignite  with  oxalic  acid,  and  reduce  to  metal ;  Fe  and  Cr 
must  be  absent  (see  323  and  324).  Also  Janda  (J,  I.  S.  /.,  1900, 
ii.,  681). 

C.  Ky  Hi.,  301. — Cobalti-nitroso-)3-naphthol  is  permanent  in  the 
presence  of  acids,  alkalis,  and  oxidizing  and  reducing  agents ;  stability 
with  various  reagents,  and  means  of  preparing  the  nitroso-jS-naphthol 
given. 

1229.  Knorre  (J.  C.  S,,  xlviii.,  840 ;  and  Ixiv.,  ii.,  500). — Scheme  for  analysis 
of  commercial  Ni :  separation  as  above  ;  cobalt  ignited  to  CosOf. 

1230.  Phipson((7.  iV.,  xxxvi.,  150). — Co  and  Ni  are  precipitated  together  by 
potassium  xanthate ;  on  making  slightly  ammoniacal,  the  Ni  passes 
into  solution. 

1231.  Havens  (C.  iV.,  Ixxviii.,  323). — Pinerua's  process  (1126)  does  not  effect 
a  complete  separation.  Part  of  the  cobalt,  if  present  in  considerable 
amount,  goes  down  with  the  Ni. 

1232.  Rosenheim  and  Huldschinsky  (•/.  S.  C.  /.,  1901,  840).— To  concen- 
trated solution  add  AmCNS  and  extract  with  ether-amyl-alcoholic 
mixture  until  Co(SCN)4  is  removed. 

1233.  Gucci  (J.  C,  S.,  1.,  1077).— Mixed  sulphides  are  fused  with  KNOs;  from 

the  oxides,  undissolved  by  water  leaching,  Ni  is  completely  dissolved 
byl-20HNO3. 

1234.  Baubiony  (C.  N.y  Ivii.,  55). — HjS  does  not  precipitate  all  the  Co  before 
acting  on  the  Ni,  in  an  acetic  solution,  as  has  been  stated,  and  there- 
fore no  process  on  these  lines  is  quantitatively  available.    (See  1169.) 

1235.  Clarke  (C.  N,,  xx.,  154) ;  and  Browning  and  Hartwell  ((7.  iV^.,  Ixxxii., 
203). — Metals  precipitated  with  f erri-cyanide  from  (NH4)C1  solution ; 
nickel  dissolved  from  precipitate  with  (NH4)H0 ;  cobalt  absolutely 
insoluble  ;  process  given  as  qualitative. 

1236.  Herrenschmidt  (C.  iV^.,  Ixix.,  112,  etc.). — ^Cyanide  superior  to  nitrite 
method  of  separation.  Traces  of  Ni  can  be  microscopically  detected 
in  cobalt  hydroxide  ;  weigh  Ni  and  Co  together  as  sulphates  ;  deter- 
mine Ni  separately  as  sulphate  after  separating  with  KCN,  Br,  and 

2f 
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CI ;  Co  by  difference.  Discusses  (p.  128)  Baubigny's  separation  of  Zn 
(1142) ;  reviews  experiments  ou  the  state  of  oxidation  when  Ni  and 
Co  are  treated  with  oxidants  in  alkaline  solution.  Carbon  monoxide 
(Mond's  process)  is  recommended  for  the  absolute  separation  of  Ni 
and  Co. 

1237.  Krauss  {C.  N,y  Ixiii.,  254,  etc.). — An  examination  of  fourteen  methods 
founded  on  the  different  behaviour  of  the  higher  oxides  of  the  metals ; 
two  depending  on  the  behaviour  of  the  sulphides,  Dirvell's  process 
(1222)  and  Clarke's  modification  of  it  (1224)  ;  and  six  methods  based 
on  various  principles.  This  memoir  practically  covers  the  whole 
ground  up  to  1891. 

1238.  Balachowskt  {t\  N.,  Ixxxiv.,  24). — Electro-separation. 

II.  8ei>aration  of  Cobalt  from  other  Elements. 

1239.  Zinc, — Vortmann  (J,  C.  S.,  Ixviii.,  ii.,  89). — Electro-deposition  of  Co 
from  alkaline  tartoite  solution. 

1240.  Waller  (J.  S.  C.  /.,  1897,  1043). — A  summaiy  of  proposed  means  of 
making  the  electro-separatiou.    (See  also  1113, 1135,  etc) 

1241.  Bismuth.— ^ AW Ascu  and  ELamherer  {C.  N.,  Ixxii.,  91). — On  pouring 
a  nitric  acid  solution  of  the  metals  into  ammoniacal  H3O9,  Bi  is 
precipitated. 

in.  Gravimetric  Estimation  of  Cobalt. 

1242.  GiBBS  (C,  N.^  xvii.,  172).- -Neutral  solution  boiled  with  sodium  acetate 

and  hypochlorite.    The  Co^Os,  reduced  to  Co  in  H,  is  free  from  alkiUi ; 
Ni  may  be  similarly  estimated  ;  this  is  Poppas  process. 

1243.  GiBBS  {C,  N.j  xxviii.,  61). — Ck>  converted  to  cobalti-cyanide,  precipitates! 

with  HgNOs,  and  HgO,  ignited  in  air,  and  then  reduced  to  metal  in 
H. 

1244.  Russell  {C.  N.j  vii.,  43). — Ignition  in  a  powerful  blast  blowpipe  and 

cooling  in  a  current  of  CO2  forms  true  protoxide  of  cobalt. 

1245.  Salvetat  (C.  N,,  x.,  91). — Oxide  is  calcined  with  a  salt  of  Al,  leaving 
a  known  residue.  The  increa.se  in  weight  represents  protoxide  of 
cobalt. 

1246.  Fresenics  {C.  N.^  iv.,  150).— (NH4)2S  does  not  precipitate  dilute  Co 
solutions  ;  NH4CI  assists,  (NH4)H0  slightly  retards,  precipitation. 

1247.  MooRE  (C.  N.,  Ixv.,  75). — Decompose  Mn  ores  by  fusion ;  precipitate 
Ni  and  Co  as  sulphides,  convert  to  sulphates,  and  electro-deposit ; 
separate  Co  by  precipitation  as  ammouic  phosphate.  A  rapid  process 
is  based  on  the  absorption  of  oxygen  by  ammoniacal  solutions  of 
cobalt  according  to  the  equation  2CoO  +  0  —  C0.2O3. 

1248.  Dakin  (C.  N.^  Ixxxiii.,  37).—  Critical  examination  of  phosphate  process. 
Precipitate  may  be  weighed  either  as  the  ammonium  phosphate  or 
pyrophosphate.     (See  1222,  etc.) 
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IV.  Volametric  Estimation  of  Cobalt. 

a.  Oxidimetric  Processes: 

1249.  WiNKLKR  {C.  iV.,  X.,  216). — Co  may  be  estimated  in  proiaence  of  Ni  by 
precipitating  with  HgO  and  a  standard  solution  of  KMn04 ;  recognizes 
O'l  per  cent  Co  in  Ni ;  oxygen  compounds  of  CI,  S,  As,  and  P  interfere ; 
As  and  P  eliminated  by  adding  Fe2C]e  and  precipitating  with  HgO. 

1250.  DoyATH  ((7.  N.^  xli.,  15). — Modified  Fleischer's  process  (1211).  In  one 
portion  converts  to  C02O3  and  NigOs  with  bromine,  and  in  another  to 
Co-jOs  and  NiO  with  KHO  and  boiling.  Each  precipitate  is  distilled 
with  HCl. 

1251.  M'CuLLOcH  {V.  Ky  lix.,  61). — Measures  the  oxygen  necessary  to 
convert  cobalto-  to  cobalti-cyanide ;  the  operation  is  performed  in 
absence  of  air  and  at  barometric  pressure.  Ni,  Mn,  Pb,  P,  As,  Al,  Zn, 
Sb,  Mo,  and  Ur  do  not  interfere  ;  Cu  and  Fe  do. 

1 252.  Moore  (C.  N.,  Ixviii.,  295). — The  change  from  cobalto-  to  cobalti-cyanide 
either  in  alkaline  or  acid  solutions  is  accompanied  by  greater  absorp- 
tion of  O  than  is  expressed  by  the  usual  equation,  2K4CoCye+H20+0 
=  KeCo^Cy  12 + 2KH0 + H2O. 

1263.  Job  {(7.  ^.,  Ixxviii.,  254). — Alkaline  cobalt  solutions  peroxidized  with 
H3O.J,  and  the  C02O9  formed  titrated  with  a  ferrous  solution. 

1254.  Moore  (C,  N.^  Ixxxii.,  66).  —Dissolve  ore  in  HCl,  precipitate  Fe  with 
AmCl  +  AniHO-f-Na-iCOs  without  making  the  solution  alkaline  (see 
1105).  Precipitete  Co  finally  with  H2O0  and  KHO,  digest  with  KI, 
and  titrate  with  hypo.    (See  1216.) 

C,  N.,  Ixxxii.,  73).— Small  amounts  of  Co  are  separated  from  Ni  with 
Br  and  ZnO,  the  precipitate  re-dissolved,  and  Co  estimated  as  above. 

1255.  Karslake  (J,  C\  S.y  Ixiv.,  ii.,  194). — Precipitate  as  cobalti-nitrite,  boil 
with  KHO,  and  titrate  with  permanganate  ;  the  oxidation  is  from  the 
nitrous  acid  of  the  K3Co(N02)e  to  nitric  acid. 

1256.  JoLLBS  (J,  C,  <S».,  Ivi.,  798). — The  cobaltous  solution  is  run  into  a 
measured  volume  of  mangauate  until  the  latter  is  decolourized  ; 
CoMnOs  is  precipitated. 

1257.  Reis  and  Wiogert  (J,  C,  S.,  Ix.,  620). — Oxidation  to  cobaltic  oxide  with 
permanganate  in  presence  of  ZnO ;  excess  of  KMnOi  titrated  with 
arsenious  acid. 

1258.  PuRQOTTi  (J.  C.  S.f  Ixxii.,  ii.,  77). — After  converting  to  the  sesquioxides, 
either  Ni  or  Co  may  be  estimated  by  titrating  with  a  solution  of  the 
blue  oxide  of  molybdenum  (MogO^).     (See  also  C.  iV.,  xxxviii.,  22.) 

1259.  EossLER  {C.  N.y  xli.,  184). — Cobaltous  solution  mixed  with  standard 
silver  and  KHO  solution  ;  Ag40Co203  is  precipitated.  Proceed  thence 
as  for  Mn  (532).     Ni  causes  low  results. 

6.  Miscellaneous  Processes  : 

1260.  Neumann  {J,  C,  S,j  Ixviii.,  ii.,  64). — Either  Ni  or  Co  estimated  by  titra- 

tion with  sodium  sulphide. 
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1261.  Kriedbr  {J,  C.  S.^  Ixviii.,  ii.,  534). — The  HCl  solutioD  of  the  ore  pre- 

cipitated with  chalk,  and  a  fraction  of  the  filtrate  colorixnetrically 
compared  with  standard  cobaltous  chloride  solution. 

1262.  Brearley  (C  N..^  Ixxvi.,  165).— Cyanometric  estimation,  using  the  A^I 

indicator  as  for  Ni  (1189). 

1263.  Harris  {J.  C,  8,,  Ixxiv.,  ii.,  487).— A  criticism  of  Winkler's  (1249), 
M^ulloch's  (1251),  Fleischer's  (1211),  Donates  (1250),  and  von  Beis's 
methods.    None  of  them  quite  satisfactory. 


V.  Detection  of  Cobalt. 

1264.  Braun  {C.  A\  xii.,  58). — ElNOs  and  acetic  acid  added  to  a  solution  of 

Co  in  KCN  gives  a  deep  red  solution. 

1265.  Skey  {C.  y.f  XV.,  111). — In  an  ammoniacal  solution  in  tartaric  or  citric 
acid  ferri-cyanide  produces  a  dark  red  colour.  Can  detect  one  part  in 
400,000.  C.  N,,  XV.,  328. — Any  other  acid  may  be  substituted  for 
tartaric.    (See  1196.) 

1266.  Rbichel  (C.  N.,  xliii.,  7).— The  KHO  precipitate  of  the  Ni  and  Co  is 
heated  with  KHO  (solid)  and  a  little  HgO.  The  Co  dissolves  with  a 
blue  colour,  and  may  be  precipitated  from  the  filtrate  with  ether. 

1267.  Tattersall  (C.  N.,  xxxix.,  66).— Add  KCN  and  yellow  (NH4)oS  ; 
blood  red = Co  ;  only  Cu  interferes.  Papasogli  (C.  N,y  xxxix.,  149) 
says  this  test  is  most  sensitive  when  the  (NH4)2S  is  superstratified. 

1268.  Papasooli  (C  N.,  xli.,  74).— The  previous  reaction  and  a  red  colour 

formed  when  Zn  is  added  to  the  double  Ni  and  K  cyanide  are  used 
to  detect  the  one  metal  in  the  presence  of  the  other. 

1269.  Papasooli  {J.  S.  C.  /.,  1899,  74). — Saccharose  and  soda  give  a  violet 
colour  with  one  part  Co  in  50,000 ;  further  tests  with  amylsulpho- 
carbonate,  etc.,  are  applied  when  Ni  is  also  present. 

1270.  MooRB  (C.  jr.,  Ixviii.,  295  ;  and  Ixxi.,  81). — Investigates  the  cause  of 
the  red  colour  used  by  Papasogli  (1268)  as  a  test  for  Ni. 

1271.  Ball  (C  N.,  Ixx.,  36). — Pour  a  little  of  the  solution  on  to  anhydrous 
thiosulphate  and  heat ;  green  colour = Co.  Ni,  Fe,  Mn,  etc.,  do  not 
interfere. 

1272.  DuRRANT  (C.  N.J  Ixxiii.,  228). — Na^COa  +  HgO...  give  a  green  liquid  with 
Co  in  presence  of  much  Ni. 

1273.  Coehn  {J,  S.  C,  /.,  1898,  605).— Co  is  detected  in  presence  of  Ni  by  its 
deposition  in  the  fine  cracks  of  a  glass  tube  (stenolysis). 

1274.  Von  Ilinski  (J.  C.  S.,  Ixx.,  ii.,  451). — Add  fresh  nitro80-)8-naphthol  to 

HCl  solution  ;  dark  red  precipitate = Co.     Works  well  in  the  presence 
of  Ni. 

1275.  Wolff  ((7.  N.y  xlvii.,  94). — Fe  precipitated  from  solution  of  the  sulpho- 
cyanides  with  Na2C03.  Shake  the  filtrate  with  amylic  alcohol  and 
ether  ;  cobalt  is  distinguished  with  the  spectroscope  by  the  absorption 
band  between  C  and  D. 
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1276.  Bettink(J.  S.  L\  /.,  1899,  519).— To  detect  Co  in  Fe  treat  the  solution 
with  KCNS  and  NajSjOj  until  the  red  colour  disappears,  filter,  and 
add  alcohol-ether;  a  blue  colour  indicates  Co.  See  also  Ditz 
{J,  S.  a  /.,  1901,  389)  ;  and  Treadwell  {IhidL  390). 

1277.  Jawgrowski  {J.  C  5.,   Ixxv.,  61).— Add  sodium  pyrophosphate  to 

neutral  solution,  dilute  till  solution  is  colourless,  add  Na2C03  and 
Br  ;  a  reflected  green  colour  indicates  cobalt. 


TUNGSTEN. 

The  arrangement  is  : 
I.  Separation  from  Other  Elements. 
II.  Gravimetric  E8timation& 

III.  Volumetric  Estimations. 

IV.  Detection  and  Miscellaneous  Notes. 

I.  8ei>aration  from  Other  Elements. 

1278.  /mn.— Bennbville  {J.  L  S,  /.,  1896,  i.,  205).— Fuse  with  NajCOa, 
KNO3,  and  NaHO ;  extract  with  water,  and  evaporate  with  HCl. 
Fe  and  Mo  are  also  separated  by  fusion.    (See  1331  and  1332.) 

1279.  Silicon.SKEY  {C.  K,  xvii.,  165). — Hydrous  SiOg  is  sensibly  dissolved 

in  ammonia,  and  is  partly  soluble  even  after  strong  ignition.  Pibram 
(C,  jy.,  xvii.,  227)  determines  the  solubility  of  variously  treated  silica 
in  ammonia. 

1280.  ViGOOROux  (C  y.,  Ixxviii.,  291). — Silicide  of  tungsten  is  analyzed  by 

heatiug  with  chlorine.  The  silicon  chloride  is  volatilized  and  finally 
weighed  as  Si02. 

1281.  Waddell  {C.  N.,  1.,  113).— By  fusion  with  KHSO4,  etc. ;  also  with 
ammonia. 

1282.  Benneville  {J.  S,  C,  /.,  1897,  636).— Several  evaporations  with  HF 
are  sometimes  necessary  to  remove  all  the  SiOj  from  WO3.  Accurate 
separation  with  ammonia  not  possible. 

1283.  Hertino  (C.  N.,  Ixxxiv.,  76).— WO3  goes  off  on  treating  WOg  +  SiO^ 
with  HF.     Fuse  with  KHSO4,  and  digest  with  AmjiX>3. 

1284.  M^Kbnna  (Ibid,)  denies  volatility  of  WO3,  and  so  do  Wells  and 
Metzoer  (C,  N  y  Ixxxiv.,  3),  whether  HjS04  is  present  or  not ;  but  WO3 
is  volatilized  if  heated  alone  over  a  blast  lamp. 

1285.  Tin. — Rammelsbero  (C.  N.,  ix.,  25). — Rose's  process  consists  in  reduc- 
ing the  metals  in  hydrogen,  and  dissolving  out  the  tin  with  HCl 
(see  1350).  It  is  difficult  to  reduce  the  WO3,  and  the  tin  may 
volatilize.  By  igniting  with  (NH4)C1  stannic  acid  is  vapourized  ; 
WO3  remains.    Repeat  process  to  constan  t  weight.    (See  1 327-29-30-66.) 
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1286.  Talbott  {C.  N,,  xxii.,  190).— Fuse  oxides  with  KCN.     The    tin    U 

reduced  to  metal  and  filtered  from  alkaline  tungstate  diasolved  in 
water.    Mo  is  not  similarly  separated. 

1287.  DoNATH  and  MOllnbr  {J,  C.  S.y  liv.,  531). — Oxides  mixed  with  zinc 
dust,  ignited,  boiled  with  HCl,  oxidized  with  KCIO3,  and  WOs  filtered 
off. 

1288.  Phosphorus. — KEHRMANy  (J.  I.  S.  L,  1887,  iL,  371). — Boil  acids  with 
NaHO ;  (NH4)C1  and  (NH4)H0  added,  and  the  P  precipitated  with 
magnesia  mixture.  Filtrate  must  be  evaporated  four  times  to 
recover  the  WOj. 

1 289.  Vanadium,  — Fbiedhbim  (C.  N.^  Ixi.,  220). — The  acids  are  precipitated 
together  with  HgNOg  and  HgO,  and  moist  precipitate  dissolved  in 
HCl ;  on  largely  diluting,  the  WO3  is  re-precipitated  and  separated  by 
filtration. 

1290.  GiBBS  (t/.  C.  S.y  xlvi.,  713). — Slightly  alkaline  solution  boiled  with 

large  quantity  of  (NH4)N03  ;  metavanadate  precipitated  on  standing. 
RosBKHEiM  (J,  C.  S.y  Ivi.,  762)  says  Gibb's  process  is  erroneous. 

1291.  RoTHENBACH  (J,  C,  S,j  Ix.,  18). — The  acids  precipitated  together  with 

HgNOs ;  the  vanadic  acid  determined  separately  by  reduction  and 
titration  with  KM11O4,  or  by  boiling  with  H3PO4,  KBr,  and  HCl, 
absorbing  liberated  Br  in  KI,  and  titrating  the  free  iodine. 

1292.  Browning  and  Goodman  (J.  C.  /S.,  Ixxii.,  234). — Va  can  be  estimate«i 

in  the  presence  of  both  W  and  Mo  by  reducing  with  some  organic 
acid,  and  titrating  with  iodine.     (See  also  1358.) 

1293.  TVtowiMW.— Defacqz  {C.  A'.,  Ixxiv.,  293).— Heated  with  KNO3  and 
K2CO3  ;  W  in  water  extract ;  precipitate  as  roercurous  tungstate. 

1294.  Gold,— Smith  and  Wallace  {J,  C.  S.,  Ixii.,  920).— Both  W  and  Mo 
are  separated  electrolytically. 

1295.  Moli/bdenum. — Friedheim  and  Meyer  {J.  C.  S.y  Ixiv.,  125). — Tungsten 
compounds  always  contain  molybdenum  ;  it  is  separated  as  sulphide 
from  a  solution  of  the  metatungstate. 

1296.  Benneville  (J.  L  S.  /.,  1895,  i.,  209). — Precipitated  together  as  lead 
salts,  heated  in  stream  of  HCl,  residual  tungsten  determined,  and  Mo 
calculated  by  difference. 

1297.  Smith  and  Obbrholtzer  (C.  xV.,  Ixviii.,  6). — By  volatilizing  Mo  in 
current  of  HCl.  Smith  and  Maas  (C.  .y.,  Ixviii.,  207)  make  an  atomic 
weight  determination  in  this  way. 

1298.  Waddell  (C  N.,  Iv.,  101). — Add  tartaric  acid  to  prevent  precipitation 
of  WO3  on  acidification  ;  the  Mo  is  then  precipitated  with  HjS. 

1299.  Desi   {J,   a  S.y  Ixxiv.,   ii.,   221).— WO3  insoluble   in   H2SO4 ;   M0O3 

easily  dissolved  ;  hence  a  means  of  separating  them. 

1300.  RuEOENBERo  and  Smith  (C.  N,^  Ixxxiii.,  5). — Most  favourable  conditions 
for  separating  as  in  1299.     (See  also  1370.) 

1301.  Ibbotson  and  Brearley  (C.  N.^  Ixxxi.,  13). — MoOg  is  not  easily 
separated  by  ignition  (see  1329).  Dissolve  Pb  salts  in  HCl, 
evaporate,  take  up  in  dilute  HCl  and  filter  ;  all  the  Mo  in  solution. 
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1302.  Antim<my, — Hallopeau  {J,  C.  S,y  Ixxiv.,  ii.,  540). — The  metals  are 
precipitated  as  mercurous  antimonio-tungstate,  ignited  to  oxides,  and 
the  antimony  reduced  by  fusion  with  &CN. 

1303.  Antimony,  Arsenic,  and  Iron, — Cobenzl  (C.  N,,  xlvi.,  13). — Digest  with 
aqua  regia,  evaporate,  take  up  with  HNO3  and  tartaric  acid,  and  filter 
oflF  WO3.    (See  1367.) 

1304.  Silver,  Mercury,  and  Cadmium.— Suitb  and  Fraitkel  {J.  S.  C,  L,  1890, 

1067). — Separated  electrolytically  from  both  W  and  Mo. 

1305.  Chromium, — Smith  and  Diegk  (C,  N,,  Ixviii.,  68). — Evaporate  with 
HCl.  Pure  WO3  remains  insoluble  on  again  digesting  with  HCl. 
(See  1337.) 

1306.  Various, — Ibbotson  and  Brearley  (C,  N.^  Ixxx.,  293). — ^The  alkalis, 
alkaline  earths,  Zn,  Cd,  Mn,  Ni,  Co,  Hg,  As,  Ur,  and  Fe  do  not  inter- 
fere with  the  precipitation  of  W  as  PbW04  followed  by  solution  in 
HCl,  and  precipitation  of  WO3  by  diluting. 

n.  Gravimetric  Estimations. 

1307.  Bernoulli  {C.  N.,  v.,  116). — Fuse  insoluble  tungstates  with  sodium 
carbonate ;  neutralize  extract  with  acetic  acid,  precipitate  with  lead 
acetate,  digest  PbWOf  in  ammonium  sulphide,  evaporate  filtrate 
with  HNO3,  and  weigh  WO3.  By  treating  the  nearly  dried  nitric 
acid  solution  with  ammonia,  niobic  acid  is  left  undissolved. 

1308.  Zettnor  (C.  N.,  xvl,  12). — By  precipitating  with  lead  acetate  from  a 
faintly  acetic  acid  solution.     (See  1309.) 

1309.  Brearlet  (C.  N,,  Ixxix.,  66). — The  precipitate  formed  in  acetic 
solutions  with  lead  acetate  is  an  indefinite  acid  tungstate  of  lead  con- 
taining all  the  W.  On  dissolving  in  strong  HCl  and  diluting,  all  the 
WO3  is  re-precipitated.  PbWOf  is  soluble  in  alkaline  acetates  and 
chlorides,  but  not  in  nitrates.  True  PbWO^  is  formed  in  faintly 
ammoniacal  solution,  in  presence  of  (NH4)N03,  by  a  few  minutes' 
boiling. 

1310.  Kern  {C.  N.,  xxxv.,  67). — WO3  and  SiOj  separated  from  acid  solution 
of  iron,  washed  with  HCl  and  alcohol.  SiOj  separated  with  ammonia, 
and  WO3  precipitated  from  caustic  filtrate  with  HCl. 

1311.  Parry  and  Morgan  (C.  N,,  Ixvii.,  260). — Acid  solution  of  the  steel  is 

evaporated,  but  not  baked.     Filtered  SiO^  and  WO3  separated  with 
ammonia.    (See  1279.) 

1312.  M*Kenna  {C,  N,,  Ixxxii.,  67).— Attack  steel  with  HCl,  HNO3, 
evaporate,  wash  undissolved  residue  with  6  per  cent.  HNO3  and 
collect  W03+SiOj.  Determine  S  (evolution),  Si,  W,  Mn(KC103), 
and  Cr  (1007)  on  one  sample. 

1313.  Ibbotson  and  Brearlet  {C.  N,,  Ixxxii.,  224). — Digest  steel  with  HCl, 
just  oxidize  with  HNO3,  boil  to  WO3,  precipitate,  dilute,  and  collect 
WO3.  Analysis  of  steel-making  W  alloys,  W  powders,  and  W-Mo 
steels. 
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1314.  AucHY  {J,  a  A'.,  Ixxvi.,  ii.,  624).— The  Fe^Oj  associated  with  WO, 
obtaineil  by  evaporating  acid  solution  of  steel  is  fairly  oonstant  and 
need  not  be  separately  estimated. 

1315.  Kembrt  {J.  L  S.  /.,  1894,  i.,  614). — Dissolve  in  nitro-sulphuric  acid, 

evaporate  to  SO3  fumes,  separate  SiOj  with  HF. 

1316.  Schneider  and  LiPP(C.iV:,li.,  297).— Steel  attacked  with  Br  and  HNO,; 
evaporated  ;  residue  not  soluble  in  dilute  HNO3  fused  and  evaporated 
with  HNO3  ;  SiOg  and  WO3  separated  with  KHSO4  and  (NH:4)2003. 

1317.  Vienna  Assay  Office  {J.  L  S,  /.,  1884,  230). — Decompose  with  aqu* 

regia  or  bromine  ;  separates  Si02  as  in  1316. 

1318.  Perillou  (J.  L  S,  /.,  1884,  629).— Dissolve  in  HNOg,  evaporate,  re- 
dissolve,  boil  two  hours,  weigh  W03+Si02,  and  heat  to  redness  in 
dried  HCl  gas.  The  tungsten  is  volatilized  (see  1280) ;  residual  silica 
weighed. 

1319.  Schneider  {J,  L  S.  /.,  1885,  246).— Iron  alloys  treated  with  HQ 
repeatedly.  Only  traces  of  tungsten  pass  into  solution  from  rich 
alloys. 

1320.  Namiab  (J,  a  S,y  Ixii.,  539).— Rich  alloys  digested  with  Br  in  an 
alkaline  solution  and  then  evaporated  with  HCl.  WOs+SiOj  ignited 
in  hydrogen  (see  1285) ;  the  loss  in  weight  being  calculated  to  WO3. 
Steel  digested  with  HCl  in  absence  of  air ;  what  little  passes  into 
solution  is  recovered  by  evaporating  with  sugar ;  charred  residue 
contains  WO3  4-  SiOj. 

1321.  Preusser  {C.  A'.,  Ix.,  37). — In  rich  alloys,  powdered  sample  ignited  to 
WO3,  evaporated  with  acids,  residue  fused  with  sodium  carbonate, 
extract  precipitated  with  HCl,  Si02  separated  with  ammonia, 
(NH4)2W04  evaporated  and  ignited  to  WO3.  Notes  the  solubility  of 
SiOj  in  ammonia. 

1322.  ZiEOLBR  (O.N.J  Ix.,  272). — Points  out  that  tungsten  attacks  platinum, 
probably  forming  an  alloy.  Throws  the  W  powder  on  to  fused 
(NH4)N03,  which  effects  a  superficial  oxidation,  and  is  volatilized. 

1323.  Wdowiszewski  (J.  I.  S.  /.,  1895,  ii.,  597).— The  FeW  alloy  fused  with 
borax  glass  and  NaK  carbonates ;  water  extract  evaporated  with 
HCl  ;  washing  with  dilute  (NH4)N03  prevents  WO3  passing  through 
the  filter. 

1324.  Cremer  (J.  S.  C.  /.,  1895,  679). — Fuse  the  ore  with  pyrosulphate 
(K2Sg07),  dissolve  in  dilute  HCl,  add  cinchonin,  and  wash  WO3  with 
ciiichonin  solution.     Separate  SiOj  with  ammonia. 

1325.  Zieoler(JI  /.  S.  /.,  1890,  i.,  373).— Fuse  with  sodium  nitrate,  evaporate 

extract  with  acid,  separate  Si02  and  WO3  with  H  F.    Any  W  in  the 
fusion  residue  is  separated  aUd  precipitated  with  HgNOs- 

1326.  Ziegler  (J.  S.  C.  /.,  1890,  216). — Behaviour  of  reagents  with  metallic 
W.  Oxidation  of  a  sample  gauged  by  dusting  into  NajCOg  kept  fluid 
so  that  the  W  may  sink  promptly.  Steel  is  attacked  with  nitro- 
sulphuric  acid.  A  detailed  account  of  process  1325.  (See  also 
J.  S.  a  /.,  1891,  388.) 


TUNGSTEN.  457 

1327.  Helmhackkr  {J.  8,  €,  /.,  1896,  656)  and  Sktlik  (C.  N.^  Ixi.,  54).— 
Wolfram  ore  fused  with  sodium  carbomite  ;  WO3  precipitated  from 
filtrate  with  acids ;  and  SiO,  and  SnOj  separated  with  HF  and  KCN 
fusion  respectively. 

1328.  Fritcbie  {J.  S,  C.  /.,  lf)01,  840).— Digest  ore  with  HCl  and  HF,  expel 
HF,  remove  SnOg,  boil  to  low  bulk,  dilute,  and  collect  WO3. 

1329.  BuLLNHEiMER  {J,  L  S.  /.,  1901,  i.,  529).— Fuse  ore  with  NajOj+NaHO. 
From  soluble  portion  remove  SiOj  and  Sn02  with  AmNOs  and  As  and 
P  with  Mg.  Precipitate  WO3  with  HgN03  and  ignite  (if  Mo  is 
present)  with  AmCl. 

1330.  BoRNTRAOER  (J.  S.  C,  /.,  1900,  855).— Fuse  ore  with  NaHO;  100- 
unattacked  residue  =W03  to  within  5  per  cent.  Evaporate  filtrate 
with  acids,  separate  SiO^  and  SnOg  with  AmHO  and  re-evaporate 
for  WO3.  Sb  found  in  metallic  W ;  precipitation  with  HgNOs  not 
trustworthy. 

1331.  Carnot  and  Goutal  (J,    C.  S,,  Ixxil,  521). — Iron  separated  with 

copper  solution.    Eesidue  freed  from  Si02,  fused,  and  precipitated 
with  HgNO,. 

1332.  ScHOFFEL  (C.  iT.,  xli.,  31  ;  and  J.  L  S,  /.,  1880,  345).— Separate  iron 
with  solution  of  copper-ammonium  chloride,  and  precipitate  fused 
residue  with  HgNOs.  Si02  separated  by  fusion  with  KHSO4.  Roast 
alloys  of  over  12  per  cent.  W,  and  fuse.  Dissolve  steels  in  aqua  regia, 
dilute,  and  allow  to  stand  one  to  two  days. 

1333.  Baoley  and  Brearlet  {C,  i\r.,  Ixxxii.,  270). — Use  Cu  solutions  con- 
taining 10  to  33  per  cent,  concentrated  HCl  in  1332  when  the  steel 
contains  Cr.  Ignite  residue  to  WO3,  weigh  and  correct  for  Si02 .  Fe203 
impurities. 

1334.  Von  der  Pfordbn  {C.  N.,  L,  18). — Precipitation  with  HgNOg  (Ber- 

zelius's  method)  or  evaporation  with  HCl. 

1335.  Smith  and  Bradburt  (J.  C.  S.y  Ixii.,  241). — Tungsten  may  be  estimated 

by  means  of  its  Ba,  Pb,  or  Cd  salts,  but  not  effectually  by  means  of 
the  Sr,  Ca,  Ag,  Co,  or  Bi  salts. 

1336.  Lefort  (C.  N.J  xlv.,  57). — To  slightly  acetic  solution  of  a  soluble  tung- 
state  add  quinine  acetate  or  sulphate.  Destroy  quinine  by  igniting 
and  treating  with  HNO3.     Method  exact. 

1337.  M*Kenna  {J.  S.  C,  /.,  1893, 1185).— FeW  alloys  decomposed  with  sodium 
peroxide  in  Cu  crucible  ;  WO3  precipitated  by  evaporation  with  HCl ; 
Cr  and  Al  are  separated  by  (NH4)H0.  Carbon  is  determined  by 
fusing  with  peroxide  and  estimating  the  carbonates  formed. 

1338.  Philipp  (J,  S.  C,  /.,  1882,  152).— Powdered  tungsten  bronze  heated 
with  an  ammoniacal  solution  precipitates  Ag  equivalent  to  the  oxygen 
needed  to  completely  oxidize  the  compound.  The  Na^O  and  WO3  are 
determined  in  the  filtrate. 

1339.  Ibbotson  and  Brearley  (C.  N,^  Ixxx.,  294). — Indirect  process  for 
estimating  W  in  metallic  powders  depending  on  the  solubility  of  the 
oxidized  metal  in  NaHO.     Results  nearly  exact. 
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interfere.  Silicates  give  slij^^htly  high  results.  Fe  and  Cr  are  sepa- 
rated at  boiling  point  with  soda-hydrate.  Separation  of  Cr  ^rith 
ammonia  (1355)  not  good. 

n.  Gravimetric  Estimations. 

1361.  Chatard  (6*.  iV.,  xxiv.,  175). — Mo  precipitated  with  lead  acetate, 
ignited  apart  from  filter,  and  weighed  as  PbMoOi.  Analogous  process 
for  tungsten  frustrated  hy  fineness  of  the  precipitate.     (See  1309.) 

1362.  Brearley  (C\  iV.,  Ixxviii.,  203). — Critical  examination  of  Chatanl'TS 
process.  PbMo04  may  be  ignited  with  the  paper.  Prolonged  heating 
at  high  temperature  causes  only  slight  loss.  Presence  of  excess  acetic 
acid,  lead  acetate,  alkaline  nitrates,  chlorides,  or  acetates,  and  salts  of 
the  metals  Mn,  Cu,  Co,  Ni,  Zn,  Mg,  Hg  are  without  influence. 
Schindler's  volumetric  process  (1379)  supplemented  by  a  more  delicate 
end -reaction. 

1363.  Von  der  Pforden  (C  N.,  1.,  18). — Precipitation  with  HgNOj  and 
reduction  in  hydrogen. 

1364.  Jannasch  and  Wasowicz  ((/.  N.,  Ixvi.,  6). — Similar  to  1363. 

1365.  MoissAN  (C.  N.y  Ixxii.,  2). — Precipitates  as  mercurous  molybdate,  and 
determines  as  bioxide.  This  paper  gives  an  account  of  the  preparation 
and  numerous  properties  of  metallic  Mo. 

1366.  BoRNTRAGER  (J.  S.  C.  /.,  1900,  471). — Dissolve  alloy  in  aqua  regia, 

evaporate,  digest  with  50  per  cent,  alcohol  and  collect  M0O3. 

1367.  DoHLBR  (C.  N.,  Ixxxii.,  204). — Separate  from  acid  solution  of  steel  with 
HjS  at  80** ;  digest  with  AnijS  and  precipitate  Mo  in  filtrate  with 
HCl.     Ignite  in  H  and  weigh  MoSg.     Very  tedious  process. 

1368.  Ibbotson  and  Brearley  (C.  -lV.,  Ixxxi.,  269). — Pour  acid  solution  of 
steel  into  NaHO,  acidify  the  filtrate  and  precipitate  PbMo04  (1362). 
Deals  also  with  influence  of  Mo  on  other  estimations  and  analysis  of  Mo 
metal  and  steel-making  alloys  of  Mo. 

1369.  GuicHARD  (J.  C.  S.f  Ixxviii.,  ii.,  370). — Decompose  molybdenite  with 
HNO3,  or  by  fusion  and  estimate  as  PbMo04.  Or,  heat  in  O  and 
collect  sublimed  M0O3. 

1370.  Smith  and  Bradbury  («/.  C.  S.,  Ixii.,  241). — Same  available  precipitants 
as  for  W  (see  1335).  Suggest  the  estimation  of  W  and  Mo  together  as 
Cd  salts  and  electro-estimation  of  Cd  in  another  portion  as  a  means  of 
determining  W  and  Mo  in  mixtures. 

1371.  Pechard  (C.  jr.,  Ixv.,  89).— Volatilized  in  HCl  gas  as  M0O3.2HCI. 
The  compound  is  dissolved  in  water,  evaporated,  and  M0O3  weighed. 
Tungstates  are  not  at  all  volatilized,  and  may  be  thus  separated 
(1296  and  1297). 

1372.  Smith  and  Hoskinson  (C.  iV.,  liii.,  278). — Deposited  electrolytically 
from  acid  solution  of  the  molybdates  as  M02O3 .  3H2O  and  so  weighed, 
or  ignited  to  M0O3.  See  also  Kollock  and  Smith  (J.  C,  S.,  Ixxx.,  ii., 
694). 
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1373.  Heidbnreich  {J,  S,  C.  /.,  1896,  744).  —  Mo^Oj  is  not  completely 
deposited  from  solution  of  (NH4)2Mo04  iu  four  days. 

1374.  Frbidhbim  and  Euler  (J.  C.  S.y  Ixviii.,  535).  Precipitated  as  sulphide, 
filtered,  ignited  short  of  losing  Mo,  digested  with  (NH4)H0,  evaporated,, 
and  ignited  to  M0O3. 

1375.  Taqgart  and  Smith  {J.  C.  S.y  Ixxii.,  433). — Mo  sulphide  ignited  with 
oxalic  acid  burns  to  pure  M0O3. 


in.  Volnxiietric  Estimations. 

(See  also  891,  etc.) 

1376.  Wkrncke  ((7.  N.,  xxxii.,  259). — In  Pisani's  process  (reduction  with  Zi> 
and  titration  with  permanganate)  the  reduction  is  not  to  the  sesqui- 
oxide.  Sodium  amalgam  does  not  effect  a  complete  reduction.  The 
results  are  mutually  comparable. 

1377.  Bennevillr  (J,  /.  S,  /.,  1895,  i.,  228). — Pisani's  process.  The  tem- 
perature at  which  the  reduction  is  made  has  no  influence  on  results  ; 
nitric  acid  must  be  absent ;  H  boiled  off  before  titrating. 

1378.  Von  der  Pfordbn  (C.  N.y  1.,  18). — HCl  solution  reduced  and  titrated 

in  presence  of  H2SO4  and  MnS04.  Similar  process  for  W  ;  the  reduced 
solution  (red)  added  to  excess  permanganate  ;  excess  estimated  with 
FeS04. 

1379.  Schindler  (C.  N.,  Iviii.,  61). — Faintly  acetic  solution  precipitated  with 
standard  lead  acetate,  using  tannin  as  indicator.  Lead  may  be  esti- 
mated inversely.    (See  1362.) 

1380.  Seubert  and  Pollard  (C  N,,  Ixxii.,  293). — M0O3  is  dissolved  in 
standard  soda  and  excess  titrated  with  HCl  and  phenolphthalein. 

1381.  Friedheim  (C  iV.,  Ixxv.,  91). — Molybdate  decomposed  with  KI  and 
HCl ;  iodine  absorbed  and  titrated  with  thiosulphate.  A  discussion 
of  modified  process  by  Gooch  and  Fairbanks.  Gooch  defends  his 
modifications  ((7.  iV.,  Ixxv.,  208  ;  and  C.  N,,  Ixxviii.,  207). 

1382.  Friedheim  and  Euler  (J.  C.  S.,  Ixviii.,  535). — By  distilling  first  with 
HCl  and  HBr,  and  then  with  HCl,  KI,  and  phosphoric  acid,  both  V 
and  Mo  are  estimated  from  the  Br  and  I  liberated. 


IV.  Detection  and  Miscellaneous  Notes. 

1383.  Schlosberoer  (C.  N.^  iii.,  192  and  204).— Dilute  solution  of  (NH4)2Mo04 

gives  blue  colour  with  a  soluble  sulphide. 

1384.  Skey  {C.  N.y  xvi.,  324). — An  HCl  solution  shaken  with  zinc  gives  a  red 
colour,  which  detects  one  part  in  two  millions.  Fe  does  not  interfere 
if  time  be  allowed  it  to  deoxidize.  W  gives  a  like  colour.  (See  also 
Elbram,  J.  C,  S.J  Ixxii.,  522.) 

1385.  MoissAN  (C.  jV^,   Ixxii.,  2).  —  Heated  with  phosphorus  perch loride^ 

reddish  fumes  condense  in  a  ring. 
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1386.  ScHONN  ((7.  K,  xxi.,  166). — Heated  with  H2SO4  a  blue  colour  appears. 

Maschke  (C.  A^,  xxxviii.,  22)  describes  a  more  convenient  and  certain 
modification  of  the  test. 

1387.  Smith  (J,  C,  S,,  Ixiv.,  171). — Mo  precipitates  Ag  from  ammoniatal 
AgCl  quantitatively ;  similarly  from  solutions  of  auric  chloride ; 
tungsten  acts  in  a  similar  way  ;  Mo  and  W  (less  readily)  reduce  HgCl, 
M0O2  also  precipitates  Ag.  (See  Smith  and  Shinn,  C,  N.,  Ixx.,  197  ; 
also  1338.) 

1388.  MoNTEMARTiNi  («/.  C.  S.y  Ixii.,  1402).— Strong  HNO3  attacks  Mo  slowly  ; 

more  dilute  acids  do  not  at  once  convert  what  they  dissolve  into  Mo(>^ 

1389.  GuiCHARD  (J.  C.   S.y  Ixxii.,  496). — Mo  alone  is  formed  on   igniting 

M0O3  in  hydrogen  at  600'*  C. 

1390.  Igelstrom  (J.  C.  S,y  Ixviii.,  ii.,  505). — In  Swedish  haematite  M02O3  was 
found  up  to  9  per  cent. 


VANADIUM. 

The  arrangement  is : 

I.  Separation  from  other  Elements. 
XL  Gravimetric  Estimations. 

III.  Volumetric  Estimations. 

IV.  Detection. 

V.  Miscellaneous  Notes. 

I.  Separation  from  other  Elements. 

Iron  (or  Al): 

1391.  Bettendorf  {C.  N.,  xxxvii.,  113). — AmHO  precipitates  vanadate  of  Al, 
which  is  decomposed  by  Am3P04,  the  V  passing  into  solution.  The 
reaction  with  feiric  salts  is  similar. 

1392.  Carnot  {C.  iV.,  Ivi.,  16). — Fe  is  separated  by  repeated  precipitations 
with  AmHO,  acetate,  or  HjS  ;  not  so  Cr  or  Al. 

1393.  Bamber  (Process  958). — Separates  V  and  Fe.    (See  also  1427.) 

1394.  Helouis  (J.  S.  C,  /.,  1896,  657).— From  Al-V  alloys  the  Al  is  dis- 
solved by  HCl.  The  residual  V  is  not  attacked  by  HCl  or  alkalis- 
Influence  of  V  on  physical  properties  of  irons. 

Chromium  : 

1395.  Classen  (J.  C.  S.y  1.,  428).  — Fuse  the  mixed  oxides  with  NajCXDj  and  S ; 

the  Cr  remains  as  oxide.     Analytical  charactera  of  insoluble  V  com- 
pounds of  Pb,  Ba,  and  NHg  given. 
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1396.  Klbcki  (C.  xV.,  Lxix.,  54). — The  V  is  precipitated  from  acetic  solution 
with  Ur  ;  the  chromate  is  easily  soluble. 

1396a.  HiLLEBRAND  (C.  N,,  Ixxxiii.,  212).  —  Separates  W,  Mo,  Cr,  As, 
and  P  from  Y  by  digesting  Pb  salts  with  strong  K^COs  solution. 

Arsenic: 

1397.  Field  and  Smith  (C.  ^V.,  Ixxv.,  26). — Heat  the  mixed  sulphides  below 
250**  in  HCl  gas  ;  As  volatilized.  As  oxides,  both  metals  volatilize, 
and  are  thus  separated  from  vanadinite. 

1398.  Friedhbim  and  Michablis  (J.  C.  <$.,  Ixviii.,  ii.,  415). — Eliminate  As  by 
distilling  with  methyl  alcohol  and  HCl,  after  adding  SOg  to  form 
VjO^.    (See  also  1412.) 

1399.  ^'tomt/wi.— Devillb  {C.  N,,  iii.,  226).— Fuse  rutile  with  KHO+KNO3, 
leach,  filter,  pass  HjS,  and  drive  H^S  from  acidified  filtrate ;  V  is 
precipitated.     Used  (C.  iV.,  v.,  86)  for  estimating  V  in  cryolite. 

1400.  Sulphur.— GoYDER  (J.  C,  S,,  Ixxvii.,   1096).— Reduce    to   V2O4  with 

KNO2  or  alcohol  before  adding  BaCl2,  otherwise  vanadic  compounds 
are  also  precipitated. 

1402.  Uranium, — Lallemand  (C,  N.,  xliii.,  72). — ^The  filtered  nitric  acid 
solution  of  pitchblende  is  precipitated  with  'StifiOy  ^^  ^^^  solution  ; 
Fe,  V,  W,  etc.,  precipitated.    (See  1427.) 

1403.  Zijic. — Halberstadt  {C.  JV.,   xlvii.,   101). — Evaporate  HCl  solution, 

digest  with  Am  oxalate,  and  boil  with  acetic  acid.    V  is  dissolved  ; 
Zn,  Ba,  Ca,  and  Pb  are  precipitated. 

1404.  OcUlium. — Boisbaudran  (C.  JV.,  xlviii.,  86).— From  HCl  solution 
mixed  with  As^Oj  and  Am  acetate,  Ga  is  precipitated  by  HjS  ;  or  mix 
neutral  solution  with  AmjS,  and  precipitate  Y  with  HCl. 


n.  Gravimetric  Estimation  of  Vanadium. 

1405.  Phipson  {C.  .v.,  vii.,  210).— Fuse  clay  ironstone  with  KNO3,  add  KHO 
to  filtrate,  then  H^S,  and  precipitate  sulpho-vanadate  with  HNO3  and 
BaClj.  Decompose  precipitate  with  H2SO4,  and  precipitate  as 
ammonium  salt.  Some  French  processes  described.  TiOj  interferes 
with  the  microcosroic  blowpipe  test  (1437). 

1406.  Riley  {C.  N.,  viii.,  261  and  277).  —When  solution  of  iron  is  evaporated, 
V  accompanies  Ti  and  Si.  V  is  precipitated  with  Fe  on  adding 
Am  HO.  On  boiling  KHSO4  fusion,  V  is  precipitated  with  the 
basic  sulphate.  Dissolve  Fe  in  HCl,  wash  residue  with  KHO,  and 
burn  off  C  ;  the  final  residue  nearly  pure  V  oxides. 

1407.  Classen  (C,  A^.,  Iv.,  74). — Digest  magnetite  with  H2SO4,  drive  oflf  SO3, 
fuse  with  Na^COj+S,  precipitate  as  sulpho-vanadate  by  acidifying, 
and  weigh  as  V2O5 ;  Cr  remains  insoluble. 
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1408.  Gerland  {C.  N.,  xxxvi.,  29).  —V  precipitated  with  AmCl,  carries  down 

K  but  not  Na  salts. 

1409.  Pope  (J.  L  S.  /.,  1899,  ii.,  489).— Fuse  ore  with  NaNO,,   precipitate 

with  Ba,  dissolve  in  H2SO4,  convert  to  AmVOs,  and  ignite  to  V^O^. 

1410.  DiTTB  (C.  A^.,  Iv.,  203).— Precautions  in  precipitating,  washing,  and 

igniting  AmVOj  so  as  to  avoid  loss  through  solubility,  volatility,  etc. 

1411.  BoETTGER  ((7.  -y.,  xxix.,  62).— Heat  ore  with  nitre  and  soda,  leach, 

nearly  neutralize  with  HNO3,  and  precipitate  V  with  Ba(N03)j- 

1412.  Carnot  {C,  JV,,  Ivi.,  35). — V  is  completely  precipitated  from   alkaline 

solutions  as  dibarium  vanadate,  and  may  be  thus  ignited.  P,  As,  and 
partially  W  and  Mo,  are  precipitated  free  from  V  by  substituting^  Sr 
for  Ba. 

1413.  Gerland  (C.  JV.,  xxxvi.,  271). — V  is  almost  quite  precipitated  with 

PbAj.  Decompose  precipitate  with  HNO3,  add  H2SO4,  and  ignite 
evaporated  filtrate  to  VjO^  (readily  reduced  by  dust  and  flame  gas^). 

1414.  Carnot  (C.  N.,  Ivi.,  42).— Hg',  Hg",  Pb,  and  Bi  solutions  all  completely 
precipitate  V  from  neutral  or  faintly  alkaline  solution.  Precipitates 
can  also  be  formed  with  Co,  Ni,  Zn,  Cd,  and  Cu. 

1415.  Carnot  (C.  N.^  Ivi.,  16).— V  precipitated  with  uranium  nitrate  is  free 

from  alkaline  earths,  Zn,  Mn,  Cu,  etc.  P,  As,  W,  and  Mo  interfere. 
The  ignited  precipitate  contains  24*22  per  cent.  V.  MnO  solations 
also  precipitate  V  quantitatively  ;  Mo  does  not  interfere. 

1416.  Rosenheim  and  Friedbeim  (C.  N.^  Ixvi.,  27). — Difficulties  of  estimating 

V  in  the  presence  of  As,  P,  Mo,  and  W.  Weighs  the  COg  evolved  in 
the  reaction.  V20..,+H2C204  =  V304  +  H20  +  2C02.  Above  elements 
do  not  interfere. 


m.  Volumetric  Estimation  of  Vanadium. 

1417.  Genth  {C.  N.y  xxxiv.,  79). — Reduce  to  V2O4  with  SOg ;  oxidize  to 
V2O5  with  permanganate.     Excess  of  H2SO4  without  influence. 

1418.  Gerland  {C.  N.^  xxxvi.,  272). — As  1417.    The  first  appearance  of  the 

pink  colour  is  the  final  point.  EMnOf  can  be  repeatedly  standardized 
by  pure  V  compounds. 

1419.  Osmond  and  Witz  (C  N.^  xlvii.,  12). — Slag  decomposed  with  H2SO4, 

permanganate  added  to  faint  colour,  and  then  standard  FeS04,  using 
ferri-cyanide  indicator.  Excess  H2SO4  should  be  considerable.  Also 
by  comparing  colour  of  hypovanariic  solutions. 

1420.  DiTTE,  Carnot,  etc.  {C.  N.,  Ixviii.,  77,  89,  etc.).— Separation  of  Ba 
and  Sr  from  Va.  Process  1417  is  not  aflected  by  Mg,  Ga,  or  (with 
modification)  W.  Analysis  of  vanadio-tuiigstates.  (See  also  1289 
to  1292.) 

1421.  Rosenheim  {J,  S.  C.  /.,  1891,  164).— The  titration  of  V2O4  with 
KMn04  is  obscured  by  a  violet  colouration  when  WO3  is  present. 
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1422.  L'HoTB  (C.  N,,  Iv.,  191).— Tlie  ore  mixed  with  C  is  heated  with  CI. 
Vanadyl  chloride  is  condensed  and  titrated  with  ElMn04  in  hot 
solution  after  reducing  with  zinc.    (See  1446.) 

1423.  Stead  (J.  L  S,  /.,  1893,  i.,  164).— In  the  presence  of  CrOj,  titrate  with 

FeS04  and  KMn04,  which  gives  V+Cr,  and  then  with  FeS04  and 
KjCfjOy,  which  gives  V  only.    Vs04  is  not  oxidized  by  KjCrsO^. 

1424.  RiDSDALK  {J.  S.  C.  /.,  1888,  73).— V  in  slags  estimated  by  modifica- 

tion of  1419.    Separation  of  various  constituents  of  slag,  and  relative 
tendency  of  precipitates  to  carry  down  V2O5. 

1425.  JoNBT  {J,  S.  C.  /.,  1901,  620).— Fuse  slag,  boil  nearly  acidified  water 
extract,  remove  AljOs+SiO,  and  precipitate  V  with  BaNOs.  Digest 
with  H28O4,  re-precipitate  as  AmVOj,  ignite  and  check  weight  of 
VjOft  by  titration  with  KMn04. 

1426.  HiLLKBRAND  (C.  N.,  Ixxviii.,  217  and  295).— Neither  CrjOj  nor  H3PO4 
affect  process  1417  ;  Mo  and  As  do.     Describes  H^O^  test. 

1427.  Fritchle  {C.  K,  Ixxxii.,  258). — Fe  and  Ur  are  precipitated  free  from 

V  by  NajCOg+NaHO.    The  V  in  camotite  is  found  indirectly  by 
estimating  the  Ur,  the  Fe+ V,  and  then  Fe  +  Ur-h  V  by  permanganate. 

1428.  HoLVERSCHEiT  (J.  C.  ^.,  Iviii.,  1343).— The  precipitated  Ba  or  Pb  salt 

is  boiled  with  HCl  and  KBr.    The  liberated  Br  is  estimated  iodo- 
metrically. 

1429.  Browxino  (C  N.J  Ixx.,  205). — Eeduoe  to  V2O4  with  tartaric  acid, 
alkalize  with  NaHCO^,  add  excess  of  iodine,  and  titrate  with  As^Oj. 

1430.  Browning  and  Goodman  (J.  C.  S,,  Ixxii.,  ii.,   234).— Above  process 

interfered  with  by  Mo  (not  W)  unless  the  reduction  with  tartaric 
acid  is  effected  slowly  in  the  cold. 

1431.  Browning  (C.  N.,  Ixxiv.,  203). — Beduce  acid  V2O6  solution  with  HI  or 
HBr,  and  titrate  as  1429. 

1432.  Fribdheim  (C.  N.y  Ixxv.,  125). — In  1431  it  is  better  to  collect  the 
liberated  halogen  and  estimate  as  1428.  In  the  presence  of  syrupy 
H3PO4,  the  reduction  may  be  carried  to  VjOg. 

1433.  Klecki  {J.  C.  S,y  Ixvi.,  ii.,  162). — Dextrose  added  to  a  sulphuric  solution 
of  V  in  the  presence  of  Fe  gives  a  green  colouration  from  which  the 

V  may  be  approximately  deduced. 

1434.  Maillard  (C.  iV^.,  Ixxxii.,  19). — Ether  saturated  with  H2O2  is  added 
and  the  colour  compared  with  standards.  Heavy  metals  may  be 
removed  by  H2S  or  AnijS,  and  soluble  alkaline  salts  do  not  interfere. 


IV.  Detection  of  Vanadium. 

1435.  Deville  (C.  iV.,  iv.,  241). — ^The  sulphovanadite  formed  on  passing  H^S 
through  an  alkaline  solution  is  a  very  delicate  test  for  V.  In  (7.  3^., 
v.,  103,  it  is  used  for  approximately  estimating  V  in  cast-iron. 

1436.  Apjohn  (C  N.y  xxvi.,  183). — Fuse  mineral  with  NajCOj,  remove  SiO^ 

and  metals  precipi table  with  HsS,  and  apply  1435. 

2g 
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1437.  DsviLLE  (C.  ^.,  v.,  86).— Tested  with  P  salt,  V  ^ives  intense  frreen  in 

the  B.  F.,  yellow  in  the  O.  F.    (See  1405.) 

1438.  SoNSTADT  (C,  N,  xxvi.,  215).— If  strong  KIOs  be  added  to  sea- water, 

y  can  be  detected  in  the  precipitate  hj  blowpipe  reactions. 

1439.  GuTARD  (C.  N,y  xxxiii.,  71). — Add  salt  of  anUine  and  a  chlorate  to 

HCl  solution  ;  rapid  formation  of  aniline-black =y. 

1440.  WiTzand  Osmond  {C.  N.,  liii.,  252). — Soak  prepared  calico  strips  in 

solution  to  be  tested,  and  compare  with  standard  stripe  after  treating 
with  aniline-black  mixture  minus  the  hypovanadate. 

1441.  Hatbs  (C.  N.y  xxxL,  167). — Gall  forms  a  greenish  black  precipitate  in 
acid  V  solutions.  In  the  presence  of  MnO,  AmHO  gives  a  blue 
solution,  like  Cu. 

1442.  Smith  (C  N.^  Ixi.,  20). — Add  dilute  ferro-cyanide  to  H2SO4  solution  ; 
a  green  colour =V.     Both  NaHO  and  KHO  may  contain  Y. 

1443.  Elbram  {J,  C.  ^.,  Ixxii.,  ii.,  522). — Faintly  acid  solution  of  KCNS 
gives  a  yellow  colour  ;  more  strongly  acid,  a  blue  colour  with  V. 

1444.  Levy  (J.  C.  <S.,  lii.,  305). — The  dark  green  colour  given  by  VjO^  with 
resorcinol  distinguishes  it  from  M0O3  or  P2O5. 

1445.  Stead  (•/.  /.  S.  /.,  1893,  i.,  170). — Vis  always  present  in  British  chromi- 

ferous  pig-irons.     Detects  with  HjOg. 


V.  Miscellaxieous  Notes. 

1446.  RoscoB  (C.  N,^  xvii.,  135). — In  acid  solution,  zinc  forms  VjOj  ;  mag- 

nesium, V2O3 ;  and  SOj  or  HjS  form  VjOi-    The  relation  of  V  to  N, 
P,  As,  Sb,  etc. 

1447.  RoscoE    (C.   iV.,    XX.,    37).  —  V    is    insoluble    in    HCl,    soluble    in 

HjSOi  -k-  HF  or  HNO3,  and  fused  with  formation  of  vanadates. 

1448.  Genth  and  VoM  Rath  {fi.   K^   liii.,   218).— Outline  of  process  for 

analysis  of  V  minerals  containing  Pb,  Cu,  Zn,  Mn,  Fe,  As,  P,  etc. 

1449.  Procter-Smith  {J,  S.  C,  /.,  1901,  1183).— Preparation  of  Fe-V  alloys; 
etfect  of  V  on  steel,  and  estimation  of  V  in  ores  ;  alloys  and  steel  by 
fusion,  separation,  and  KMnOi  titration. 

1450.  HiNTz  and  Weber  (C.  N.,  Ixx.,  157). — How  to  precipitate  V  with 
AmCl ;  precipitation  with  Ba  in  the  presence  of  alkaline  salts  ;  and 
the  main  portions  of  1415  and  1420. 

1451.  CowpER-CoLBS  (C.  N.y  Ixxix.,  147). — Electro-deposition  of  V.     Some 

chemical  properties  and  /^mmercial  uses. 

1452.  Read  (•/.  C,  S.,  Ixv.,  31yp — At  high  temperatures  VgOg  gives  off  0. 

It    readily    re-oxidized  J^   cooling.      V2O4    crystals    may  be    thus 
obtained. 

1453.  WiTZ  and  Osmond  (J.  L  S,  /.,  1882,  770).— V  concentrates  in  (notaWv 

the  Thomas-Gilchrist)  slags. 
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TITANIUM. 

The  arrangement  is : 

I.  Separation  from  other  Elements. 
II.  Gravimetric  Estimation. 

III.  Volumetric  Estimation. 

IV.  Detection. 

V.  Miscellaneous  Notes. 

I.  Separation  from  other  Elements. 

Iron,    (See  also  1758,  1767.) 

1454.  Streit  and  Franz  (C.  iV.,xxi.,  120). — Ti  is  precipitated  by  boiling  the 

H2SO4  solution,  containing  considerable  acetic  acid,  free  from  Fe  or 
Zr. 

1455.  Baskertille  {J,  C.  5.,  Ixvi.,  ii.,  401). — The  separation  by  boiling  is 
more  easy  and  accurate  when  the  metals  exist  as  chlorides. 

1456.  Deville  (C.  iVl,  v.,  102). — ^To  H2SO4  solution  add  AmHO,  evaporate 
the  whole  to  dryness,  and  dissolve  out  Fe  and  Al  with  dilute  HNOs  ; 
the  residual  Ti  is  calcined  and  weighed. 

1457.  Walker  (•/.  C,  S.,  Ixxiv.,  ii.,  540). — ^The  Fe  is  repeatedly  precipitated 

with  ammoniacal  H^O^  ;  Ti  in  the  filtrates. 

1458.  Aluminium, — GoocH  (C.  iV.,  Hi.,  55,  etc.). — Separation  with  NaHO  or 
by  boiling  acid  solution  inexact.  Separate  with  AmHO  and  acetic 
acid  or  microcosmic  salt  and  formic  acid.  Fe  is  precipitated  by  HjS 
from  alkaline  tartrate  solutions. 

Tin, 

1459.  BosE  (C,  N.,  V.  87). — Fuse  oxides  with  soda  and  sulphur.  The  811  is 
dissolved  out  with  water. 

1460.  HiLOAR  and  Haas  (C,  ^.,  Ixi.,  209). — Reduce  the  mixed  oxides  in  H  ; 

dissolve  out  Sn  with  HCl.  Silicates  are  decomposed  with  H2SO4+HF. 
(See  also  Haas,  J,  C,  S.,  Iviil,  1029.) 

1461.  Silica, — Holland  (C.  N,^  lix.,  27). — If  HjS04  be  not  present,  Ti  is 

volatilized  on  treating  with  HF.  Even  after  two  precipitations, 
TiOj  contains  Fe.  Ti02  dissolves  in  HCl  if  AI2O3  is  also  present.  A 
scheme  for  the  analysis  of  Ti  silicates.    (See  also  210  and  219.) 

1462.  Niobium, — Marignac  {C,  N.,  xvii.,  119  and  121). — Fuse  the  acids 
with  fluorhydride,  reduce  HCl  solution  of  the  melt  with  zinc,  and 
titrate  (Ti  only)  with  KMnOi  (see  1488).  DEMAR9AT  {J,  C,  S„ 
xlviiL,  639)  treats  the  HF  solution  of  the  oxides  (including  Zr) 
with  KHO  short  of  alkalinity  ;  the  Ti  remains  in  solution. 

1463.  (/ff^^mm.— BoisBAUDRAN  (C7.  ^.,  xlviii.,  164). — Precipitate  Ti  with  BLHO 
from  boiling  solution.     Four  other  methods  given. 
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n.  GhraTimetric  Estimation  of  Titanium. 

1464.  ScHEBRBR  {C.  N.y  i.,  143). — Decompose  silicate  as  usual,  yaporize  SiC), 

with  HF,  and  add  the  residue  to  precipitate  formed  in  the  filtrate  with 
AmHO.  Fuse  with  KHSO4,  reduce  Fe  with  HjS,  and  precipitat«* 
TiOs  by  boiling. 

1465.  Tosh  (C.  N,^  xvi.,  168).— Solution  and  residue  treated  as  1464.  Pre- 
cipitate Fe  and  Ti  from  solution  of  KHSO4  fusion  with  Am  SO,  dis- 
solve out  Fe  with  AmjS  and  SO2,  and  weigh  residual  TiO^  ;  resulti: 
approximate. 

1466.  FoRBBS  (C.  K,  xviii.,  275).— Fuse  ore  with  KHSO4,  separate  SiO^ 
and  precipitate  Ti02  by  boiling  much  diluted  filtrate  after  acidif>~ing 
with  HNO3. 

1467.  Bbttel  (C,  N,,  xxviii.,  93).— As  1466  ;  but  omits  HNO3,  and  adds  SO. 
before  boiling. 

1468.  Forbes  (C  N.,  xix.,  3). — Decompose  powdered  mineral  with  H^O^  or 
NaHS04,  ^^^^  proceed  as  before.  The  Ti,  which  goes  into  solution  on 
dissolving  Fe  in  aqua  regia,  is  all  contained  in  a  small  precipitate 
formed  with  AmHO. 

1469.  RoussEL  (C.  N.,  xxviii.,  313). — Decompose  the  mineral  with  soda. 
Separate  TiOj  and  SiOj  with  concentrated  H2SO4 ;  Ti  from  the  filtrate 
with  SOj,  etc.,  and  from  co-precipitated  AljOg  by  digesting  with  HCl. 
(See  1461.) 

1470.  ANoy.(t/.  /.  S,  /.,  1895,  i.,  514). — Reduce  ore  in  H,  dissolve  in  HCl,  fuse 

residue,  dissolve  insoluble  titanate  in  HCl,  precipitate  Fe  and  AI  from 
tartrate  solutions  with  H^S,  and  precipitate  TiOj  by  boiling  with 
glacial  acetic  acid. 

1471.  Ledebur  (J.  /.  S.  /.,  1885,  300). — Dissolve  ore  in  HCl,  re-treating  the 
insoluble  portion  ;  evaporate  filtrate  with  H2SO4,  partially  neutralize, 
and  precipitate  by  boiling  with  SOg.  HNO3  solution  of  iron  evapo- 
rated and  treated  as  ore. 

1472.  Parry  and  Morgan  (C.  N.,  Ixvii.,  260). — Decompose  pig-iron  with  HCl, 
fuse  ignited  residue  with  KHSO4,  and  precipitate  Ti  by  boiling. 
Describe  also  Riley's  process,  in  which  Ti  is  carried  down  by  a  little 
basic  ferric  acetate. 

1473.  Classen  {J.  G.  S.^Mv.,  532). —Precipitate  Fe  with  KHO  +  HjjOj  (see 

1457),  filter,  boil  off  HjO^,  and  precipitate  Ti  with  AmHO.  Any  Ti 
carried  down  with  the  iron  remains  suspended  when  the  oxalate 
solution  of  the  latter  is  electrolyzed. 

1474.  Brakes  (•/*.  S.  C,  /.,  1899, 1097). — Dissolve  ore  and  fusion  of  the  residue 
in  HCl,  nearly  neutralize,  boil  with  SOg,  remove  SiOg  with  HF,  and 
weigh  TiOa. 

1475.  Baskervillb  (J.  S,  C,  /.,  1900,  419).— Fuse  ore  with  NaF4-KHS04, 
neutralize  HNO3  solution  of  the  melt,  and  from  faintly  HCl  solution 
precipitate  TiO^  by  boiling.  The  estimation  of  Si,  S,  P,  etc, 
described. 
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1476.  Hunt,  Clapp,  and  Handy  {C,  N.,  Ixv.,  235).— Decompose  Al-Ti  alloy 

with  KHO,  fuse  residue  of  Fe  and  Ti  with  KHSO4,  ^^^  precipitate 
TiOj  by  boiling. 

1477.  ZiEOLER  (C.  K,  IxvL,  321).— Fe-Ti  alloy  fused  with  NaHS04,  SiOj 
eliminated,  and  Ti02  precipitated  by  boiling.  H2SO4  dnven  from 
the  precipitate  by  igniting  with  AmjCOs. 

1478.  Jennings  (J,  L  S,  /.,  1888,  331).— Decompose  ore  with  HCl,  boil  with 

SO2  and  acetic,  fuse  precipitate  and  residue,  dissolve  sodium  titanate  in 
H2SO4,  and  re-precipitate  by  boiling.  (See  also  Voot,  J,  L  S,  /., 
1901,  i.,  528.) 

1479.  Austen  and  Willbur  (C.  N,,  xlviii.,  113). — TiOj  can  be  precipitated 
from  HCl  solution  of  FeO  as  well  as  by  the  usual  method  if  acetic  acid 
be  added. 

1480.  Morgan  {C,  N,,  Ixxv.,  134). — Evaporate  acid  solution  of  iron  with 
H3PO4,  fuse  insoluble  phospho -titanate  successively  with  K^OOj  and 
KHSO4,  and  precipitate  TiOj  with  acetate. 

1481.  Levy  (C.  N,,  Ivi.,  209). — The  liquid  should  contain  exactly  0-5  per  cent, 
free  H2SO4,  and  then  be  boiled  for  six  hours.  Zn,  Cu,  Mg,  Al,  no 
effect ;  Fe  makes  results  high. 

1482.  Apjohn  {C.  iV.,  xxvi.,  183). — Decompose  rock  with  KHSO4,  precipitate 

Ti  by  boiling,  and  weigh  as  titano-fiuoride  of  potassium. 

1483.  Drown  and  Shimkr  (C  N.^  xlii.,  299). — Heat  iron  in  CI,  absorb  Si  and 
Ti  in  water,  evaporate  with  HCl  and  H2SO4  to  separate  SiOs,  and 
precipitate  Ti  by  boiling.     Results  higher  than  Riley's  process  (1472). 

1484.  Shimer  (C  iV.,  Iv.,  156). — Agreeing  determinations  of  Ti  in  pig-iron  were 
made — (1)  By  fusing  HCl  residue  with  KHSO4;  (2)  by  dissolving  Ti 
from  residue  with  HNO3  (see  1 63),  and  by  1 483.  The  precipitate  formed 
by  boiling  always  contains  P ;  it  is  separated  by  fusion  with  soda. 

1485.  Carnot  and  Goutal  (•/.  C.  S,,  Ixxii.,  ii.,  521). — Decompose  Fe  with 
neutral  cupro-potassic  chloride,  fuse  residue  with  KHSO4,  and  precipi- 
tate TiOs  with  SO2  and  acetate. 

1486.  MoissAN  (C.  N.,  Ixxi.,  103).— Ti  is  decomposed  by  KNO3  and  K2CO3, 
and  precipitated  with  AmHO.     Some  properties  of  the  metal. 

1487.  Pennington  {G.  N,,  Ixxv.,  31). — Na2HP04  completely  precipitates  Ti 
from  its  double  fluoride  solution. 

ni.  Volumetric  Estimation  of  Titanium. 

1488.  PisANi  (C.  N.y  X.,  218). — Reduce  HCl  solution  with  Zn,  and  titrate  with 

KMn04 ;  Zr  does  not  interfere.  By  using  KCNS  test,  Ti  can  be 
titrated  in  presence  of  iron,  since  Ti  is  first  oxidized.  H2S  and  SO2  do 
not  reduce  Ti.  Wiegand  (J.  S.  C,  /.,  1883,  363).— The  estimation  in 
the  presence  of  Fe  is  unreliable. 

1489.  Wells  and  Mitchell  {C.  N.,  Ixxiii.,  123). — Decompose  ore  with  acids 
and  KHSO4,  reduce,  and  titrate  H3SO4  solution  (even  in  the  presence 
of  iron)  as  1488. 
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1490.  Wellejl  (J.  S,  C,  /.,  1882,  506  and  508).~Mo,  V  (see  1434X  and  Cr 
interfere  with  the  HgOa  colour  estimation  of  Ti ;  NH,  and  K  salts, 
and  excesses  of  the  reagents  do  not  appreciably.  The  yello^v'  colonr 
is  due  to  a  higher  oxide,  TiO,.     (Also  Classen,  •/.  S,  C.  /.,  1888,  344). 

1491.  DuNNiNOTON  (C,  N,,\xy.,65), — Evaporate  powdered  rock  with  HF,  fuse 
with  KHSO4,  extract  with  HSSO4,  and  apply  1490. 

1492.  DuNNiNOTON  {C.  N.y  Ixiv.,  302).— The  KHSO4  fusion  should  be  taken 
up  with  5  per  cent  HaS04  to  prevent  the  formation  of  me ta- titanic 
acid,  which  gives  no  colour  with  H^Oa. 

1493.  Wells  (J,  I.  S.  /.,  1886,  399).— Dissolve  Fe  in  nitro-sulphuric  acid, 
evaporate  to  SOs,  dilute,  add  H2O2,  and  compare  with  standard.  Will 
estimate  0*01  per  cent.  Ti. 

1494.  Notes  (J.  S.  C.  /.,  1891,  485).— Open  up  ore  with  KHSO4  and  NaF. 
and  apply  1490.  Very  small  amounts  of  Fe  interfere,  but  maj  be 
allowed  for.    (See  also  Brakes,  J,  S.  C.  /.,  1901,  23.) 

1495.  HiLLEBRAND  (C.  N.y  IxxxiiL,  177). — Particulars  of  HoOj  colour  estima- 
tion of  TiOs  in  rocks  ;  and  (p.  1 84)  a  description  of  some  gravimetric 
methods. 

IV.  Detection  of  Titaninm. 

1496.  Riley  (C.  N.,  iv.,  84).— Treat  SiO,,  with  HF,  fuse  residue  with  Zn  and 
microcosmic  salt  in  order  to  detect  Ti  in  pig-iron. 

1497.  Dbville  (C.  N.,  iv.,  241).— Titonate  of  K  in  HCl  gives  with  Zn  a 
violet-blue  colour.  The  precipitate  formed  with  AmHO  in  HCl  solu- 
tion gives  a  deeper  colour  when  heated  with  Su  in  R.F. 

1498.  Jackson  (C  N.,  xlvii.,  157). — Yellow  colour  with    HjO-  in  Hd   or 

H3SO4  solution  ;  easily  detects  1  part  in  50,000. 

1499.  HiLLEBRAND  (C.  N.j  Ixxii.,  168).— HF  interferes  with  HoO-  test.     H2O- 

may  contain  HF. 

1500.  Fresenius  (C.  N.y  lii.,  104). — HjSOs  which  has  been  momentarily  in 
contact  with  Zn  produces  an  orange-red  colour  ;  about  as  sensitive  as 
the  H3O2  test 

1501.  Levy  ((7.  N,^  liv.,  301).— Moisten  with  H2SO4,  and  add  morphine  ;  a 
crimson  colour =Ti. 

1502.  LuDEKiNO  (C  N,y  Ixiii.,  24).— Fuse  in  bead  of  Na-jCOj  and  heat  in  R.F. ; 
red  (cyano-nitride)  colour =Ti. 


V.  Miscellaneous. 

1503.  RiLET  (C  N,^  i.,  159).— Analysis  of  New  Zealand  iron  sands.    Ti  deter- 
mined by  difference. 

1504.  MusKtfr  (C.  iV%  i.,  231  and  276).— Contention  that  the  "body"  and 
general  excellence  of  certain  steels  is  due  to  Ti. 

1505.  RiLET  {C\  A^.,  viii.,  224,  etc.). — Two    or   three    not  very  satisfactory 
processes  for  estimating  Ti.    (See  1472.) 
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1 506.  Jones  ((7.  N.,  Ixv.,  8). — Refractory  Ti  minerals  containing  Al,  Mg,  Cr, 

etc.,  are  decomposed  by  heating  with  HSSO4  in  sealed  tube. 

1507.  Blondel  {a  y.y  Ixxix.,  305).— Beyond  200%  H8S04  solutions  of  TiOa 
deposit  crystals  which  stop  the  decomposition  of  the  mineral.  TiOs 
slowly  precipitated  at  oixlinary  temperatures. 

1508.  Hooo  {C.  N.y  Ixviii.,  163). — As  isolated  crystals  of  cyano-nitride  Ti 
exists  in  ferro-mangauese. 

1509.  HiLLEBRAND  (C  N.,  IxxviiL,  94). — Description  of  HaOs  colour  test.  Zr 
prevents  precipitation  of  TiOs  by  boiling  acetic  solutions.  Separates 
Fe  and  Al  from  Ti  as  1455. 

1510.  Nau  (J.  I,  S,  /.,  1892,  ii.,  437). — Ti  may  not  be  detectable  in  pig-iron 
even  when  the  slag  contains  8  per  cent,  or  more  TiO^. 

1511.  Reinhardt  (J.  S.  C.  /.,  1888,326).— Separation  of  cyano-nitride  (^fiS^) 

from  slags,  and  analysis  thereof.    (Also  Franck,  J.  S.  C,  /.,  1897,  942.) 
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A  large  number  of  papers  dealing  with  the  estimation  of  aluminium  in 
phosphatic  materials,  in  which  the  iron  is  separated  with  NaHO,  or  the  Al 
estimated  by  difference  after  determining  the  Fe  volumetrically,  are  mostly 
unnoticed,  because  such  processes  are  in  principle  very  well  known,  and  in 
steel  works'  practice  have  only  a  limited  application. 

The  classification  is : 

I.  Separation  from  other  Elements. 

II.  Gravimetric  Estimations. 

III.  Volumetric  Estimations. 

I.  Separation  tcom  other  Elements. 

Iron.    (See  also  1775.) 

1512.  Reynolds  {C,  N.,  ii.,  208). — Add  oxalic  acid  to  keep  up  AlgO,,  pour 
into  AmHO+AmjS,  oxidize  the  filtrate,  and  precipitate  the  Al  with 
AmjOOj.  PiSANi  (r.  N.,  iii.,  257). — Oxalate  keeps  up  the  AlgOj  only 
for  a  time ;  heat  readily  causes  it  to  separate. 

1513.  Dyer  (C  N,,  liii.,  51). — The  ammoniacal  citrate  solution  of  the  oxides 
is  treated  with  AmgS,  and  the  ferrous  sulphide  filtered  off. 

1514.  Carnot  (C.  y,,  xliv.,  85). — Add  tartaric  acid,  and  precipitate  Fe  with 
Am^S  ;  Al  is  precipitated  from  the  acetic  filtrate  as  AIFO4.  In  order 
to  separate  Al  from  Cr,  the  latter  must  be  oxidized  to  CrOs. 

1515.  Wolff  («/.  C,  S.^  Ixxx.,  ii.,  198). — From  a  solution  of  hydroxides  in 
ammonium  salicylate  H^S  precipitates  Fe  completely  leaving  Al  in 
solution. 
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1516.  Deville  ((7.  N.,  v.,  102).— Heat  Al^Os+FesOs  in  H  +  HCl,  and  weigh  th^ 

residual  alumina.    A  similar  process  is  used  by  L'H6te  {C  3%  It., 
176),  KoNiNCK  {C.  N.y  Ixix.,  13),  and  Rozycki  (J.  /.  S,  /.,  1893,  iL,  414). 

1517.  GoocH  and  Havens  ((7.  N.,  Ixxx.,  39). — Fe  is  volatilized  and  separated 
from  Al  in  HCl  containing  CI  at  lower  temperatures  than  with  HCl       \ 
alone.  | 

1518.  W6HLER  ((7.  iV.,  xviii.,  154). — Boil  neutralized  solution  with  thio- 
sulphate  to  expulsion  of  SO2.    AI2O3  is  precipitated. 

1619.  Parnell  (C.  N.y  xxL,  54). — To  slightly  acid  solution  add  **  hjpa' 
more  than  equivalent  to  free  acid,  and  boil  only  ten  or  fifteen 
minutes. 

1520.  Flight  (C.  N,^  xxxi.,  214). — Boil  faintly  acid  solution  (containing^  PsOJ 
for  several  hours  with  excess  of  hypo. 

1621.  DoNATH  and  Jeller  («/.  S,  C.  /.,  1887, 458). — After  boiling  with  hypo., 
the  filtrate  should  be  boiled  down  one-half  to  recover  small  amoante 
of  AI2O3.  The  precipitate  must  be  strongly  ignited  in  order  to  get  rid 
of  the  sulphur. 

1522.  EsiLMANN  (C,  N,j  xxviii.,  209). — To  warm  dilute  solution,  containing 
free  acid  and  excess  P20g,  add  hypo,  and  acetic  acid ;  boil  twenty 
minutes,  and  collect  AIPO4. 

1523.  Warington  (C.  N.,  x.,  1). — Precipitate  the  acid  solution  (of  mineral 
phosphate)  with  NaHO  ;  digest,  and  estimate  Al  in  filtrate.  Also 
Jones  (C,  JV.,  liii.,  87),  Gladding  (C  xV.,  Ixxiv.,  146),  and  many 
others. 

1524.  Lasxe  (C.   iV.,  Ixxiv.,   309).— As   1523.    AIPO4  is  soluble  in   acetic 

solutions.    True  AIPO4  is  formed  by  boiling  with  hypo,  only  when  a 
certain  excess  of  PjO^  is  present. 

1625.  Glaser  («/.  C.  S.f  Ixiv.,  ii.,  346). — The  mixed  phosphates  are  fused  with 

NajCJOg ;  Al  can  then  be  completely  boiled  out  with  water. 

1626.  Lyte  {C.  iV.,  xxviii.,  324)  and  Beckman  (C,  K^  xliv.,  226).— A  boiling 

solution  of  Ba(H0)2  separates  Fe  and  Al  perfectly,  and  so  dispenses 
with  the  preparation  of  pure  soda,  etc. 

1627.  Glaser  (J.  S.  C,  /.,  1897,  936). — ^To  nearly  neutral  and  cold  solution 

add  Na302  until  the  solution  becomes  quite  clear.     Boil  to  decompose 
sodium  ferrate,  and  filter  off  Fe2(HO)g. 

1528.  Thomson  {C,  iV.,  liv.,  262). — Add  Am  A  to  neutral  FeO  solution  con- 
taining P2O5.  Separate  a  little  Fe  from  precipitate  with  NaHO,  and 
estimate  as  AIPO4.  If  Mn  is  present,  the  first  separation  is  made, 
omitting  PjOj.  Neither  the  "NaHO"  nor  hypo,  separation  of  Al 
from  large  amounts  of  iron  is  satisfactory. 

1529.  Parrt  and  Morgak  (C.  N,^  Ixvii.,  308). — Mainly  as  1528 ;  omitting 
the  P2O5,  and  precipitating  finally  as  AI2O3. 

1530.  Donate  {C.  N.,  xlvi.,  12). — Reduce  with  hypo.,  pour  into  alkaline 
KCN,  acidify  with  HCl,  and  precipitate  Al  with  AmjC^s.  Reoels* 
BEROER  (J.  S,  C.  /.,  1891,  1033)  precipitates  the  Al  finally  by  boiling 
with  AmNOa. 
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1531.  MooRB  (a  jr.,  Ivii.,  125).— Add  excess  NaHCOj  to  FeO  solution,  and, 
then  form  ferro-cyanide  by  addiof^;  to  KCN.    Boil  with  AmCl  to  pre- 
cipitate Al.    Separates  also  Ni  and  Co  from  Al. 

1532.  BoRNTRAQBR  {C.  N,,  Ixvii.,  204). — Precipitate  oxides  together  from 

neutral  solution  with  potassium  oleate,  and  diBsolve  out  the  iron 
oleate  with  hot  petroleum. 

1533.  ViQNON  (C.  N.,  li.,   166). — Mix  the  solution  with   large    excess  of 

trimethylamine,  and  allow  to  stand  twenty- four  hours  ;  the  precipi- 
tated Al  is  completely  re-dissolved. 

1534.  Hbss  and  Campbell  (C.  N,,  Ixxxi.,  158). — From  neutral  and  reduced 
solution  precipitate  Al  (together  with  all  the  PgO^)  with  phenyl- 
hydrazine.  Cr  is  also  precipitated  ;  but  neither  Fe,  Ca,  Mg,  Mn,  Co> 
or  Ni  are. 

1535.  Db  KoNiNCK  {C.N,,  Ixii.,  19)  and  Breutel  {J.  S,  C,  /.,  1887,  151).— 
Add  oitroso-jS-naphthol  to  acetic  acid  solution ;  the  Fe  only  is 
precipitated.  (See  323  and  324  for  other  separations  with  this 
reagent.) 

1536.  GoocH  and  Havens  (C  N.,  Ixxiv.,  296). — AljCle  ^^  almost  insoluble  in 
etherized  HCl;  Fe.2Cle  easily  soluble.  Precipitated  AljClg  ignited 
under  HgO  to  AljO,. 

1537.  Beilstein  and  Luther  (C  N,,  Ixvi.,  37). — Evaporate  HNO3  solution  on 

water-bath,  and  dissolve  out  basic  aluminium  nitrate  with  water. 

1538.  Marchal  and  Wiernik  (•/.  C.  B.,  Ixiv.,  ii.,  49). — Neutralize  acid 
solution  and  boil  with  freshly  precipitated  MnOj.  The  filtrate 
contains  Al  (and  Cr)  ;  the  Fe  remains  with  the  undissolved  MnOj. 

1539.  KoHN  and  Woodgate  (J,  C.  S.  /.,  1889,  260).— Electrolytic  separation 
from  oxalate  solutions.  Enoels  {J,  S,  C.  /.,  1898,  796). — From  solution 
containing  Bochelle  salt. 

Manganese: 

1540.  GiBBS  {C.N.J  xi.,  102). — By  boiling  neutral  solutions  with  sodium  acetate, 
Al  is  precipitated  free  from  Mn,  Ni,  Co,  Zn,  Mg,  Ca,  and  Ur.  A 
second  precipitation  is  more  necessary  than  in  the  like  Fe  separation. 

1541.  Leffler  {C.  N.,  Ixxvii.,  265). — ^AljCl^,.  ll'5Al2(HO)e  may  be  formed  by 
neutralizing  AljCl^  solutions  with  dilute  alkalis.  The  acetate  precipi- 
tation separates  Mn,  but  not  Ni,  quantitatively.  The  separation  of  Ni 
by  NajPOf  in  acetic  solutions  is  approximately  accurate. 

1542.  Chromium. — Brbarlet  {C.  N.,  Ixxvii.,  179).-  Al  is  not  separated  from 
CrOj  by  precipitating  with  AmHO,  AmjCOs,  or  acetates,  and  a  con- 
siderable excess  of  NajCOj  is  needed.  It  may  be  separated  by 
Na3P04  in  acetic  solutions. 

Magnesia  and  Lime : 

1543.  Wrinkle  {C.  N.j  xxii.,  4). — The  amount  of  MgO  which  goes  down  on 
precipitating  Al  with  AmHO  depends  on  the  presence  of  SO3  and  the 
mode  of  adding  AmHO. 
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1544.  BosE  (C.  N.y  ii.,  291).— By  adding  AmHO  and  boiling  off  exceaa,  any 
Ga  precipitated  by  OOj  impurities  is  re-dissolved  if  ammonium  salt$ 
are  present. 

Copper,  ZinCy  Mercwry,  etc, :  \ 

1545.  Havens  (C.  N.y  Ixxviii.,  53). — Cii,  Zn,  Hg,  and  Bi  are  separated  as  in       | 

1536.  ! 

1546.  Jannasch  («/.  8,  C,  Ixxvi.,  ii.,  60.)— Hg  is  precipitated  by  aninioniacal       | 

hydroxylaniine  in  the  presence  of  oxalic  acid. 

1547.  Zircon, — Davis  (C.  N,,  lix.,  100). — Zr  is  precipitated  from  nearly  neutral 
solutions  with  sodium  iodate.    Al  remains  in  solution.    (See  1573.) 

Beryllium : 

1648.  ZiMHERMANN  (C,  K,  IviiL,  49). — Boil  with  KHO ;  Be  is  precipitated. 

Or  boil  neutral  solution  with  hypo. ;  Al  is  precipitated. 
1549.  Havens  (C.  N,,  Ixxvi.,  111).— Aa  in  1536. 


n.  Ghravimetric  EstimationB. 

1550.  Penfield  and  Harper  {C.  N.,  liv.,  91). — Some  instructive  experiments 
on  the  precipitation  and  washing  of  AljCHO)^. 

1551.  Go  YARD  {C.  iV.,  xlviii.,  119). — Alumina  precipitated  in  the  presence  of 

glycerin  falls  in  dense  flocks  which  are  easily  washed. 

1552.  LucKOW  (C.  N,y  xi.,  205). — Precipitate  with  bicarbonates  rather  than 
carbonates,  as  the  precipitate  is  less  bulky  and  more  easily  washed. 
The  smaller  excess  of  AmHO  and  larger  of  AmjS  used  for  precipitating 
the  better.     Cochineal  colours  Al  solutions  carmine. 

1553.  Allen  and  Gottschalk  {J,  S,  C,  /.,  1900,  1149). — The  Al  is  precipi- 

tated as  basic  carbonate  by  passing  COg  into  a  solution  which  contains 
only  a  small  excess  of  KHO. 

1554.  MoissAN  (fi,  N,,  Ixxiii.,  49). — Am^S  (with  reasons),  and  not  AmHO,  is 
used  for  precipitating  Al.  AljOj  is  difficult  to  dehydrate.  Estimates 
also  Si,  Fe,  Cu,  and  Na  in  Al  alloys. 

1555.  LuNOE  {J,  S.  a  /.,  1890,  111).— On  precipitating  Al  with  AmHO,  the 
excess  need  not  be  boiled  off  if  AmCl  is  present ;  the  precipitate 
retains  no  SO3. 

1556.  Stead  (J.  S.  C.  /.,  1889,  966).— Dissolve  Fe  in  HCl,  separate  SiOg,  and 

boil  nearly  neutral  solution  with  Na3P04  and  NajSgOg.  Dissolve  pre- 
cipitated AIPO4  in  HCl,  separate  little  Fe  with  NaHO  and  re-precipi- 
tate Al  as  before.  Phillips  {C.  N.,  Ixi.,  313)  describes  a  similar 
process,  and  so  does  Carnot  {C.  N.j  Ixiii.,  10  and  172),  except  that  the 
AIPO4  first  obtained  is  purified  by  re-precipitating  with  NajSjOj. 

1557.  Osmond  (J.  I.  S.  /.,  1890,  ii.,  200).— Heat  steel  in  current  of  HCl  ; 
the  Al  in  the  residue  is  estimated  by  difference  after  deducting 
S  and  P. 
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1558.  Drown  and  M^Kenna  {C.  N.^  Ixiv.,  194). — The  steel  solution,  fi^eed 
from  0  and  SiO^,  is  electrolyzed,  using  Hg  cathode.  The  Fe  forms  an 
amalgam,  and  the  Al  is  precipitated  from  filtered  solution  as  AIFO4. 

1559.  Spatz  («/.  C.  S.^  Ixxx.,  ii.,  349). — Electrolyze  oxalate  solution  of  steel ; 
no  Al  is  precipitated  until  all  the  Fe  is  deposited.  AIPO4  and  a  little 
FeP04  ^^  precipitated  together,  and  the  latter  estimated  volumetii- 
cally  and  allowed  for. 

1560.  ScHOSNiss  (./.  /.  S,  /.,  1892,  ii.,  518).— Evaporate  HNO3  solution,  fuse 
evaporated  residue  with  NaHO  in  silver  dish,  and  precipitate  Al  from 
acidulated  filtrate  with  AmHO. 

1561.  Zeioler  {C.  N.y  Ixvi.,  321). — Fuse  powder  (with  or  without  oxidation 

by  acidsX  and  precipitate  as  A^HO)^  after  filtering  off  the  iron. 

1562.  ZiEQLBR  (J,  L  S.  /.,  1891,  i.,  440).— Dissolve  Fe  in  HCl,  complete  reduc- 
tion to  FeO  with  hypophosphite,  and  add  excess  ZnO.  Dissolve  pre- 
cipitate in  HCl,  and  eliminate  impurities  by  precipitating  with  AmHO 
both  before  and  after  fusing  with  sodium  carbonate. 

1563.  Ledebur  {J.  L  S.  /.,  1893,  ii.,  634).— Treat  strong  HCl  solution  of 
FegCl^  with  ether  (see  1536).  Precipitate  Al  in  aqueous  solution  as 
AIPO4  ^tli  Na3P04  and  acetate. 

1564.  Klkmp  (C.  N.,  Ixii.,  241).— Treat  Al  metal  with  KHO,  burn  liberated 

H  to  HgO  and  calculate  per  cent.  Al  from  increased  weight  of  H2SO4 
tube. 
1566.  Regelsbergbr  (J,  C.  S,,  Ixii.,  102  and  535). — Dissolve  Al  metal  in 
KHO,  boil  with  AniNO,,  and  collect  precipitated  AI2O3.    KHO  com- 
pletely dissolves  A 1  from  its  Ni  or  Cu  alloy. 

1566.  Reoblsbbrobr  {J.  C  S.,  Ixiv.,  ii.,  48). — Estimate  Al  in  Fe-Al  alloy  by 
process  1530;  gives  means  of  analyzing  Al-Cu  and  Al-Zn  alloys 
JoFTNER  (•/.  C,  S,y  Ixiv.,  ii.,  391)  calls  1530  Neuhausen's  method. 

1567.  Thomson  (J.  S.  C.  /.,  1886,  152).— Precipitate  Al  and  Fe  together  as 

phosphates,  and  determine  Fe  volumetrically  and  Al  by  difference. 
AIPO4  becomes  basic  on  washing  with  HjO. 

1568.  MacIvor  (C.  N.,  xxix.,  199).— The  ignited  Al^Og  +Fep^  are  dissolved 
in  H2SO4  in  the  presence  of  zinc  prior  to  the  Fe  titration. 

1569.  Glaser  (J.  C.  iS\,  Ixii.,  1523). — Precipitation  of  Al  solution  containing 

excess  P^O^  with  AmHO  or  AmA  at  100''  gives  basic  phosphates  ;  at 
70"  AIPO4  exactly  is  forme^l. 

1570.  Hunt,  Clapp,  and  Handt  (C.  K,  Ixv.,  223  and  235).— Analysis  of  Al 
metal.     Al  estimated  as  AIPO4  by  boiling  with  hypo. 

1571  Handy  (C.  ^.,  Ixxv.,  55,  66,  7.4).— Estimation  of  Cu,  Fe,  Si  (total  and 
graphitic),  Na  and  C  in  Al.  Al^Og  is  very  hygroscopic.  Analysis 
of  the  Cu,  Ni,  Mn,  Cr,  W,  Ti,  and  Zn  alloys  of  Al,  Al  solders,  and  the 
raw  materials  of  Al  manufacture. 

1572.  Camp  (C.  iV.,  Ixxxii.,  9). — In  ore  and  cinders  the  HCl  filtrate  from  SiO^ 

is  neutralized  and  AIPO4  precipitate<l  by  boiling  with  AmA  and  hypo. 
AIPO4  is  slightly  soluble  in  the  wash-water. 
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1573.  Stock  {J.  S,  C,  /.,  1900,  276)."-Oii  adding  KI  and  KIO3  to  Al  eolationsv. 
the  precipitated  Al2(H0)e  is  more  easily  washed  than  when  formed. 
with  AmHO.    (See  1547.) 


m.  Volumetric  EstixnationB. 

1574.  Reiss  (C.  N,^  xlvii.,  248). — To  boiling  acetic  solution  containing  CaCl^ 

add  standard  AmO  until  a  turbidity  appears ;  3  AmO  =  lAl^Oj. 

1575.  Prumier  ((7.  N,y  1.,  235). — The  neutral  solution  of  Al,  using  tropseoline 
indicator,  is  precipitated  by  N/2AniH0,  and  the  excess  determined  in 
a  fraction  of  the  filtrate. 

1576.  Neumann  {J,  C,  S.y  Ixviii.,  ii.,  64). — Precipitate  with  standard  alkaline 

sulphide,  add  H2SO4  to  portion  of  filtrate,  and  titrate  with  KHO. 

1577.  Le8C(EUR  (•/.  C  <$.,  Ixxiv.,  ii.,  484). — Make  solution  neutral  to  helianthin, 
add  excess  of  alkali,  boil,  and  titrate  back  with  acid,  nsing 
phenolphthalein. 

1578.  Bayer  (C  ^.,  lii.,  277). — Add  NaHO  in  excess,  and  titrate  with  litmus 

as  indicator  in  one  portion  and  trop^oline  in  another.  Atkinson 
((7.  N,^  lii.,  311)  uses  phenolphthalein  instead  of  litmus.  See  alao 
Bayer  (C.  ^V.,  liii.,  40),  Lunge  {J,  S,  (7.  /.,  1890,  767),  Cross  and 
Bevan  {J,  S,  a  /.,  1890,  202  ;  and  1891,  314),  E.  B.  (•/.  C,  S,,  L,  651X 
and  Gyzander  {C,  N,,  Ixxxiv.,  296). 

1579.  Kretzschmar  {J.  S,  C.  /.,  1890,  1064).— Add  standard  Na3P04  and 
AmA,  and  determine  excess  of  P2O5  with  uranium  acetate.  Any  Fa 
present  is  estimated  with  KMnO^,  and  its  FeP04  equivalent  deducted. 
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COPPER. 

The  items  are  arranged  under  the  following  heads  : 
I.  Separations  from  other  Metals. 
11.  Gravimetric  Estimations. 

III.  Volumetric  Estimations. 

a.  Cyanide  Process, 

b.  Iodide  Process. 

c.  Other  Processes. 

IV.  Colorimetric  Estimation. 
V.  Detection. 

VI.  Miscellaneous  Notes. 

I.  Separations  from  other  Metals. 

/ran,    (See  also  1095,  1603,  1646,  1650,  1719.) 

1580.  LoEWE  (C.  K,  i.,  119).— After  precipitating  with  AmHO,  the  Fe/HO)^ 
cannot  be  washed  free  from  Cu  ;  it  must  be  dissolved  and  re-precipi- 
tated. 

1581.  Galetti  (C.  N,,  XX.,  248). — Precipitate  iron  with  AmHO,  add  excess 
acetic  acid,  and  again  excess  AmHO  followed  by  acetic.  This  pro- 
cedure prevents  adhesion  of  Cu  to  precipitated  iron.  Cu  titrated  with 
ferro-cjanide. 

1582.  Merrick  (C  N.^  xxvi.,  115). — Decompose  pyrites  with  HNO3,  evaporate, 
and  dissolve  Cu  from  residue  with  dilute  AmHO.  (See  also  1629  and 
1647.) 

1583.  Brearlet  {C,  N,y  Ixxviii.,  14). — Iron  can  be  precipitated  from  neutra- 
lized solutions  as  basic  chromate  perfectly  free  from  copper,  and  Cu 
estimated  as  in  1679. 

1584.  Flajolot  (C  iV.,  ix.,  193). — Precipitate  Cu  with  hypo.    The  precipi- 

tate is  free  from  Fe,  Zn,  Co,  Ni,  and  P,  but  not  As  or  Sb.     Estimate 
Cu  with  KCN. 

1585.  Carnot  (C.  iV.,  liii.,  172). — As  1584.     Precipitated  Cu^S  ignited  with 

S  in  H  and  weighed. 

1586.  VoRTMANN  (J.  C,  S.y  Ixvi.,  ii.,  35). — AmHO  solutions  of  Cu  electrolyzed 
without  filtering  ofF  precipitated  Fe. 

1587.  Fernberoer  and  Smith  (J.  S,  C.  /.,  1900,  53). — Electro-separations  of 
Fe,  Cr,  Zn,  Ni,  Co,  Mn,  etc.,  from  Cu,  using  solutions  of  the  phosphates 
in  phosphoric  acid. 

1588.  Aluminium, — Hunt,  Clapp,  and  Handy  (C.  N.,  Ixv.,  225). — Cu  pre- 
cipitated with  H^  from  acid  solution  of  metallic  Al,  evaporated  with 
HNO3,  and  weighed  as  CuO. 
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Zinc,    (See  also  1584,  1587,  1627, 1633,  1650,  1652.) 

1589.  WiTTSTBiN  (C.  N.J  xix.,  156). — Zn  dissolved  from  precipitated  sulphidei 

with  dilute  HJSO4. 

1590.  Berolcnd  (C.  N,y  xlvii.,  244). — Precipitate  Cu  with  H^S  from  definitelT 
acidified  solutions. 

1591.  Knorre  ((7.iV.,lix.,  222).~Precipitate  Cm  with  nitroso-jS-napbthoIy  and 

ignite  to  CuO.     (See  323  and  324.) 

1592.  Kaikow  (J.  C,  S.J  Ixviii.,  ii.,  246). — Cu  precipitated  with  hydrazine 

hydrochloride  and  KI.     (See  1151  and  1652.) 

1593.  SoDERBAUM  {J.  C.  S.,  Ixxii.,  ii.,  348). — Cu  is  precipitated  by  a  stream  of 

acetylene  quite  free  from  zinc. 

1594.  Mawrow  and  Muthmann  (J.  S.  C.  /.,  1896,  38I).—Cu  is  precipitated 
free  from  Zu  and  Cd,  if  no  HCl  is  present,  by  adding  hypophosphoroos 
acid. 

Cadmium.    (See  also  324,  1594,  1603,  1633,  1641,  1651.) 

1595.  Behal  (C.  K,  Ii.,  280)  and  Warren  (C.  N.,  Ixix.,  125).— Add  an  alkaline 
solution  of  sodium  tartrate  and  boil.    Cd  is  precipitated. 

1596.  Gucci  (6*.  X,  Ii.,  55). — Precipitate  Cu  with  ammonium  benzoate  from 
acid  solution. 

1597.  VoRTMANN  (C.  N.,  xlv.,  57). — Hypo,  precipitates  Cu  free  from  Cd. 

1598.  Hoffmann  {V.  2V.,  ii.,  159). — Cd  is  easily  dissolve<l  from  mixed  sulphides 

with  H2SO4. 

1599.  Browning  (J.  C.  jS.,  Ixvi.,  ii.,  68). — Cu  precipitated  as  iodide,  dried, 
and  weighed  ;  Cd  in  solution. 

1600.  Backblandt  {J.  S.  C.  /.,  1886,  510).— Cd  is  precipitated  with  KHO  in 

the  presence  of  glycerol.     Cu  is  precipitated  from  the  filtrate  with 
glucose  and  weighed  as  CuO. 

1601.  Wells  (C.  N.,  Ixiv,,  294). — To  neutral  solution  add  hypo,  until  all 
colour  goes  ;  then  precipitate  Cd  with  NajCOg  and  filter  off.  On 
acidifying  filtrate,  Cu  is  precipitated. 

1602.  BoRNEMANN  {C.  iV^.,  Ixxxi.,  53).  —  Cu  precipitated  from  hot  HNO3 
solutions  with  oxalic  acid. 

Nickel.    (See  also  1587,  1646,  1650.) 

1603.  RuDORFF  (Ag,  Hg,  Cd)  (J.  C.  S.y  Ixiv.,  ii.,  305)  and  Smith  and  Moyer 
(Cd,  Zn,  Co,  Fe)  {J.  C.  S.^  Ixiv.,  ii.,  496). — Electro-separations. 

Mercury.    (See  also  1694.) 

1604.  RosENBLADT  {J.  C.  S.y  Hi.,  302). — Precipitated  sulphides  digested  with 
K  thiocarbonate.     Hg  and  Pd  dissolved. 

1605.  VoN  UsLAR  {C.  N.y  Ixxiii.,  28). — Precipitate  Hg  as  Hg2Cl2  with  phos- 

phorous acid  from  acidified  solutions. 

1606.  Jannasch  {C.  N.,  Ixxiv.,  145). — Hg  volatilized  from  precipitated  sul- 

phides ;  or  (J.  C.  S.y  Ixxvi.,  ii.,  59),  precipitated  from  AmHO  solutions 
with  hydroxylamine. 
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1607.  Smith  and  Macauley  {J,  €.  S.,  Ivi.,  797  ;  and  Ixii.,  239)  and  Bbvay 
(Hg  and  As)  {C,  3^,lxxix.,  194). — Electro-separations. 

Lead.    (See  also  1634,  1694.) 

1608.  NissENSON  {J.  C.  S.,  Ixvi.,  ii.,  220)  and  Classen  (J.  C.  A,  liv.,  529).— 

Electro-separations. 

Arsenic.     (See  also  1641,  1651, 1652,  1665,  1705.) 

1609.  Parnell  (C  ^.,  xxi.,  133). — Examines  processes  depending  on  solu- 
bility of  As  in  NajS,  passing  chlorine  through  alkaline  liquor  containing 
precipitated  sulphides,  and  heatin$(  in  CI  gas  and  H. 

1610.  Classen  {J.  C.  S.,  liv.,  528). — By  volatilizing  As  from  HCl  solution. 

1611.  Jannasch  (Sb  and  Sn)  (J.  C.  S.,  Ixviii.,  ii.,  89  and  462). — By  volatilizing 

in  a  stream  of  HCl  gas. 

1612.  Gucci  (J.  C.  S.,  liv.,  630).— Cu  precipitated  with  KHO. 

1613.  M*Kay  {J.  S.  a  /.,  1890,  822),  Smith  and  Frankel  (J.  S.  C.  /.,  1890, 

1067),  and  Schmucker  (J.  S.  C.  I.,  1894,  280).— Electrolytic. 

Antimony.    (See  also  1611,  1659,  1665.) 

1614.  Lucas  (C.  iV.,  Ixxix.,  78). — Treat  mixed  sulphides  with  NajS,  destroy 

polysulphides  with  HjOg,'  and  electro-deposit  Sb  without  removing 
CuS,  as  in  1130. 

1615.  Finkener  (J.  S.  a  I.J  1889,  733).  Add  alkaline  fluoride,  and  then  KI 
and  SOj.  The  filtrate  contains  SbjOs  and  a  little  Cu,  which  are 
separated  with  HgS  and  Ani2S. 

1616.  Smith  and  Wallace  (J.  S.  C.  /.,  1893,  1063).— Electro-separation. 

Bismuth : 

1617.  Lowe  (C.  iV.,  xlviii.,  296). — Precipitate  with  NaHO,  re-dissolve  in 
glycerin,  and  precipitate  Cu  with  glucose  in  the  cold.  Bi  in 
solution. 

1618.  Jaxnasch  (J.  C.  S.J  Ixvi.,  ii.,  71). — Bi  precipitated  with  AmHO 
and  H2O2. 

1619.  Smith  and  Saltar  (J.  S.  C.  /.,  1893,  605). — Electro-separation  from  a 
citrate  solution  containing  regulated  amount  of  KCN. 

Silver.    (See  also  1603,  1694.) 

1620.  Revay  {J.  S.  C.  /.,  1898,  184)  and  Kuster  and  Steinwehr  (J.  S.  C.  /., 

1898,  466). — Electro-separations. 

Selenium  : 

1621.  Violette  (C.  y.j  xxi.,  178). — Heat  strongly  in  current  of  dry  air ;  the 
Se  is  sublimed  as  a  white  crystalline  ring. 

Palladium^,    (See  also  1604.) 

1622.  WOhler  (C.  N.  XV.,  40).— Cu  precipitated  with  SOj  and  KCNS. 
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Thallium  : 

1623.  Crookbb  (C.  N,,  vii.,  133  and  218).— Precipitate  Tl  as  sulphide  tr^ya 
alkaline  cyanide  solution ;  or,  precipitate  metals  as  subiodides  and 
dissolve  out  the  Cu  with  AmHO.    Metallic  Cu  frequently  contaius  Tl 
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1624.  Storer  {C.  iT.,  iii.,  70). — Deposit  Cu  from  H2SO4  solutions  with  iron, 
and  heat  in  nitrogen  before  weighing  to  destroy  organic  matter. 

1625.  Kern  {C,  N,y  xzxi.,  76). — Cu-Sn-Zn  alloys,  after  decomposition,  ar>* 
precipitated  as  metals  on  Fe,  Zn,  etc. 

1626.  ViLLiERS  ({7.  N,j  Ixviii.,  263). — Precipitate  Cu  with  Mg,  wash  with 
alcohol,  dry  at  100°  C,  and  weigh.  An  alloy  is  precipitated  if  Zn  i> 
present. 

1627.  Warren  {C.  N,^  Ixi.,  136  ;  and  Ixxi.,  92). — Decompose  Zn-Cu  alloy  with 
strong  H2SO4,  precipitate  Cu  with  Mg,  and  weigh.  After  adding 
sodium  acetate,  Zn  may  be  precipitated  similarly. 

1628.  Shbnole  and  Smith  {C,  N.,  Ixxxi.,  134). — Cu  precipitated  hy  zinc 
always  contains  more  or  less  of  the  latter  metal. 

1629.  MoHR  (C.  y,y  vi.,  229). — Decompose  ore  with  H2SO4,  evaporate,  and  boiJ 
dry  residue  with  water.  Cu  and  a  little  Fe  dissolve ;  precipitate 
Cu  with  Zn  and  wash  out  of  contact  with  air. 

1630.  Sutton  (C.  N.,  vi.,  275).— A  score  of  common  elements  have  no 
influence  on  1629.^ 

1631.  Lowe  {C\  N,,  ii.,  191). — Cu  is  completely  precipitated  by  a  slight  excess 
of  oxalic  acid.    (See  1704.) 

1632.  61BBS  (C.  -V.,  xvii.,  172). — Cu  is  completely  precipitated  by  boiling 

with  small  excess  of  NajCOj.    The  metal  reduced  in  H  is  free  from 
alkalis.    (See  also  Field,  C.  N.,  ii.,  279.) 

1633.  Warren  (C.  N.y  lxiii.,193). — Precipitate  with  glucose  from  solution 
containing  NaHO  and  Rochelle  salt  and  weigh  as  CuO.  Zn  and 
Cd  perfectly  separated.  For  various  means  of  estimating  the 
suboxide  precipitated  by  glucose,  see  C.  iV.,  xliv.,  262. 

1634.  Jannasch  and  Lezcinsky  ({7.  N.^  Ixix.,  7). — Separate  Pb  from  AmHO 
solution  with  H2O2.  Precipitate  Cu  in  HjS  and  heat  in  air  which  has 
passed  through  Am.2C03,  so  as  to  decompose  any  CUSO4  foimed. 

1635.  MiLLON  and  Commaile  (C  N.^  viii.,  100). — Copper  always  escapes  with 
the  nitrous  vapours  on  heating  Cu(N03)2.  Weigh  as  Cu  after 
reducing  in  H. 

1636.  Wegscheider  {J,  C.  S.,  Ixvi.,  ii.,  31). — Particulars  of  temperature  and 
nature  of  atmosphere  to  be  attained  when  Cu  is  estimated  as  cuprous 
sulphide.    (See  also  1688.) 

^  Simple  replacement  of  copper  bj  either  Zn,  Mg,  or  Fe  is  found  in  no  case  to  be 
exactly  true.  Clowes's  paper  (C.  iV.,  IxxviiL,  155)  may  be  taken  as  a  type  of  many 
others. 
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1637.  Debray  and  Joaknis  (C  N.^  1.,  234  and  248).— A  temperature  high 
enough  to  melt  or  even  frit  CuO  partly  decomposes  it. 

1638.  Ulrici  {C.  JV.,  xx.,  118).— Ignited  precipitate  formed  with  HjS  is 
weighed  as  though  CuaS,  but  really  it  is  always  a  mixture  of  CuO 
and  CujS.     (See  also  1688.) 

1639.  HoLTHOF  (C,  N.,  Ixi.,  193).— Precipitated  sulphide  ignited  while  moist 
passes  to  oxide  completely.  Dried  precipitates  contain  SO3  after 
ignition. 

1640.  Stickney  (J,  C.  S,,  Ixx.,  ii.,  523). — CugS  is  reduced  to  copper  when 
heated  in  contact  with  a  Bunsen  flame. 

1641.  NissENSON  and  Neumann  {J.  (7.  <S.,  Ixx.,  ii.,  450). — Cu  precipitated 
with  hypo,  is  oxidized  completely  to  CuO  in  the  muffle.  Any  As 
is  expelled.  Cd  does  not  interfere.  Also  Willenz  (J,  C,  S.,  Ixxviii., 
ii.,  315). 

1642.  Troilius  (J,  L  S,  /.,  1883,  367  and  710).— Precipitate  H2SO4  solution 

of  steel  with  hypo. ;  re-dissolve  and  re-precipitate,  and  ignite  moist 
precipitate  to  CuO. 

1643.  Eeinhardt  (J,  L  S,  /.,  1889,  ii.,  481).— Reduce  ferric  solution  with 

hypophosphite  and  precipitate  Cu  with  H2S.  H3SO4  (3:1)  dissolves 
basic  pig  without  attacking  contained  copper. 

1644.  Zieqler  (J.  S.  C.  /.,  1893, 377). — Ammonium  sulpho-carbonate,  which  is 
more  agreeable  in  use  than  HgS,  precipitates  Cu  from  FeO  solutions  of 
steel. 

1646.  Reis  {J.  L  S.  /.,  1891,  i.,  441).— HCl  solution  of  steel  is  treated  with 
H2O2  to  bring  any  undissolved  Cu  into  solution ;  then  reduced  as 
1643,  and  Cu  precipitated  with  sulpho-carbonate  and  ignited  to 
oxide. 

1646.  Klein  (J.  S,  C.  /.,  1887,  836). — Add  ammonium  dithiocarbamate  to 
hot  HCl  solution.  Ignite  precipitate  with  S  in  H  and  weigh  as  Cu^S. 
Fe,  Mn,  and  Ni  do  not  interfere. 

1647.  Parry  and  Morgan  (C.  N,^  IxviL,  269). — Precipitate  from  FeO  solution 

with  HjS  or  hypo.,  and  re-precipitate  with  NaHO  or  ignite  at  once  to 
CuO.  Also,  digest  nearly  dried  residue  of  20  to  50  grms.  of  steel  with 
AmHO  and  compare  blue  colour  with  standards. 

1648.  Nahusen  {C,  N.,  Ix.,  133). — Decompose  pyrites  with  H2SO4-HHNO3, 

precipitate  with  HjS,  dissolve  out  As  and  Sb  with  NajS,  and  estimate 
Cu  as  sulphide. 

1649.  Bloxam  {C.  N.^  xi.,  196). — On  digesting  the  sulphide  with  Am^S,  a 

portion  of  the  Cu  dissolves  as  Qxxj^'Si^^f, 

1650.  G1BB8  {C,  N,,  xvii.,  160). — Precipitate  from  H2SO4  solution  with  Mg 
hjrpophosphite,  ignite  in  H,  and  weigh  as  Cu.  Fe,  Mn,  Ni,  and  Zn 
do  not  interfere  ;  Sb,  As,  HCl,  and  HNO3  do. 

1651.  SoDERBAUM  (J,  S,  C,  /.,  1897,  663). — Cu  precipitated  from  alkaline 

solution  with  acetylene.     Dissolve  acetylide  in  HNO3,  filter  from  C> 

evaporate,  and  ignite  to  CuO.    J.  C.  S.,  Ixxiv.,  ii.,  191. — As  and  Cd 

are  separated  from  Cu  in  this  way. 

2h 
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1652.  Jannabch  and  Biedebmann  {C,  iT.,  Ixxxii.,  282). — Hydrazine  solpb^u 

precipitates  metallic  Ca  from  NaHO  solutions  free  from  Zn,  As,  a&d 
nearly  Sn.    Ou  weighed  as  OuO. 

1653.  Tamm  ((7.  iT.,  xxiy.,  91). — ^Precipitate  as  sulpho-cyanide   (see   1694;, 

digest  with  AmjS,  and  weigh  as  CugS.    Cu  may  be  separated  a« 
CaCNS  from  all  other  elements. 

1654.  Naha  {C,  i^.,  Izxxiii.,  258). — Precipitation  as  CuCNS  with  variations 
in  AmCNS,  H2SO4,  drying  period,  etc.  See  also  Cohn  {J.  S.  C.  A, 
1901,  1243). 

1655.  MiLLOK  and  Commaile  {C,  N,y  vii.,  218). — ^Process  for  estimating  Cu 
(or  Ag)  or  mixtures  of  CuO  and  CU2O  is  based  ou  the  fact  that  AmHO 
solutions  of  CugO  precipitate  Ag  from  silver  solutions. 

1656.  GiBBS  (C.  N.,  xi.,  173).— Precipitation  with  Zn  accurate.  (See  1628.) 
Suggests  electro-deposition  from  sulphate  solutions. 

1657.  LucKOW  (C  iT.,  xix.,  221). — Dissolve  roasted  ore  in  add  and  el^rtro- 
deposit  Cu.    Behaviour  of  associated  elements. 

1658.  Hampb  (C  N,y  Ixvii.,  103).—  Small  quantities  of  Sb  are  always  electro- 
deposited  with  Cu.  So  also  is  Bi  {C,  N.^  Ixviii.,  51).  The  JBi  may  be 
removed  as  oxy chloride  (Stahl,  J,  C.  S.^  lii.,  529).  See  also  Smith 
and  Saltar  {J,  C.  S.,  Ixiv.,  ii.,  495),  who  say  Pb  is  also  deposited. 

1659.  Smith  and  Wallace  {J.  i\  S.,  Lxiv.,  ii.,  495). — No  Sb  is  deposited  with 
the  Cu  from  AmHO  tartaric  solutions. 

1660.  Chassy  {C.  N,y  Ixx.,  97). — On  electrolysis  a  heated  CUSO4  solution 
deposits  CU2O. 

1661.  Merrick  (C.  N,^  xxxiii.,  111). — Can  determine  0*0001  grm.  Cu  by 
depositing  on  Pt. 

1662.  Mackintosh  (C  N,y  xliv.,  279  ;  and  xlv.,  101). — Deposition  from  nitro- 
citric  acid  solutions  too  high  ;  from  HNO3  alone  difficult  to  precipitate 
all  the  Cu.    CUSO4  solutions  best. 

1663.  EuDORFF  {J,  a  S,,  lxiv.,  ii.,  93).--From  faintly  HNOg— or,  if  CI  is 
present,  from  AmHO — solutions.  Sodium  acetate  is  added  before 
stopping  the  current. 

1664.  Drossbach  (J,  C.  S.,  lxiv.,  ii.,  93). — Electrolyze  AmHO  solutions  only 
until  the  Cu  is  precipitated.  Hg,  Cd,  Pb,  and  Ag  are  the  only  inter- 
fering elements. 

1665.  CEttel    (•/.    C,  S.,   Ixviii.,    ii.,   139). — Best  deposited   from    AmHO 

solution  if   CI,  As,  or   Sb  are  present.     Pb,  Bi,  Hg,   Cd,  and  Ni 
interfere. 

1666.  Classen  {J,  C.  S.,  xlviiL,  1095 ;  and  Ivi.,  77)  and  Wagner  (J,  C.  *9., 

Ixxii.,  ii.,  520). — Deposit  from  oxalate  solutions  at  70 — 80°  C. 

1667.  HoLLARD    {C,   iV.,  IxxvL,   31). — Electrolytic    methods    for    complete 
analysis  of  brass  and  bronze. 

1668.  Brand  {J.  S.  (7.  /.,  1889,  1011). — From  pyrophosphate  solutions. 

1669.  WoLMAN  (J.  C.  S.y  Ixxiv.,  ii.,  50). — Best  results  obtained  by  deposition 

from  H2SO4  or  HNO3  solutions.    Also  Smith  (J.  S,  C,  /.,  1901,  750). 

1670.  MooRE  (C  iV;,'liii.,  209).— Deposits  from  alkaline  KCN  solutions  at  70\ 
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in.  Volumetric  Estiinatioiis. 

a.  Cyanide  Process,     (See  also  1680.) 

1671.  Field  (C.  ^.,  i.,  25,  etc.). — Not  necessary  to  filter  oflf  precipitated 

Fe2(H0)d.  Arsenic  easily  separated  from  KCN  solution.  Hg,  Ag, 
Zn,  Ni,  Co,  and  Mn  interfere.  Describes  also  the  following  methods  : 
— Titration  with  alkaline  sulphide  (Pelouze) ;  reduction  to  CuaO  and 
titration  with  permanganate  (Treille)  ;  precipitation  with  sugar  and 
titration  with  permanganate  (Mohr) :  titration  with  FejCl^,  and 
KMn04  (Schwarz) ;  precipitation  of  Cu  with  Fe  and  estimation 
in  various  ways  ;  titration  with  KI  and  'KjCrfij  (Streng)  ;  estimating 
metal  used  in  reducing  CuO  to  CU2O  ;  the  iodide  process ;  colour  com- 
parison of  AmHO  solutions ;  weighing  as  Cu^S  +  CuO  ;  and  the 
sulpho-cyanide  process  (Rivot). 

1672.  Fleck  (C.  iT.,  ii.,  35). — Results  vary  with  excess  of  AmHO  ;  uses 
AmjCOs  instead  ;  and  an  indicator  for  end-reaction. 

1673.  Steinbeck  (C  iT.,  xix.,  207). — Precipitate  Cu  from  solution  of  ore  with 
Zn  and  Pt,  dissolve  in  HNO3,  and  titrate.  Influence  of  Pb,  Zn, 
AmHO  compounds  and  heat  observed. 

1674.  Thomson  (C\  iV.,  xxxiii.,  152). — Observes  influence  of  many  elements 
on  titration  ;  that  of  Zn,  Cd,  Mn,  Ni,  Sn,  Hg,  Ag,  Au,  Pt,  and  Pd 
most  pronounced.     AmHO  and  its  salts  cause  variations. 

1G75.  Ulbricht  {C.  N.y  xliv.,  82). — Sample  to  be  treated  exactly  as  standard, 
and  to  be  as  nearly  as  possible  identical. 

1676.  Berinoer  {C.  y.,  xlviii.,  111). — Results  influenced  by  mode  of  operation 
and  temperature.  AmHO  exerts  same  influence  whether  as  sulphate, 
nitrate,  or  chloride.  Sodium  salts  without  influence,  except  carbonate, 
sulphite,  and  nitrite.  Determines  conditions  under  which  pro- 
portional results  are  obtained. 

1677.  Davibs  (r.  A\,  Iviii.,  131). — Results  are  more  concordant  when  the 
solution  is  made  alkaline  with  NajCOj  instead  of  AmHO. 

1678.  Fessenden  (C.  N,,  Ixi.,  183  and  253).— Confirms  1677  ;  th^  end-reaction 
is  more  decided. 

1679.  Brearley  (C.  Kj  Ixxvi.,  189).— The  Agl  indicator  (1188)  is  applied  to 
the  KCN  estimation.  The  results  are  better,  particularly  when  the 
solution  is  made  alkaline  with  Na2C03. 

1680.  Brearley  (C,  ^V.,  Ixxvi.,  291,  303). — Influence  of  many  elements  on 

1679  process  observed.  Interference  of  Zn,  Mn,  and  Cd  avoided  ; 
Cr^Oj  salts  injurious.  Organic  acids  and  pyrophosphate  used  to  keep 
precipi table  bodies  in  solution. 

1681.  Donate  and  Teller  (C  iV.,  Ivii.,  102). — Ore  ignited  with  Zn  powder, 
boiled  with  H3SO4,  Cu  dissolved  from  associated  gangue  with  HNO3, 
and  titrated  with  KCN. 

1682.  Johnson  (J.  S,  C.  /.,  1889,  603). — Cu  precipitated  from  solution  of 

pyrites  with  KCNS  and  SuCI^y  dissolved  in  nitro-hydrochloric,  and 
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titrated  with  KCN  ;  or  the  CuCNS  disaolved  in  Fe2(S04)3  and  reaultii.- 
FeO  titrated  with  KM11O4.     SnCl2  iis  better  than  any  other  reducer. 

1683.  Ellis  {J.  8,  C.  /.,  1889,  686).— Tabulated  results  showing  influence  ..f 
ziuc.  The  solution  may  stand  an  indefinite  time  after  adding^  AniHO 
without  spoiling. 

1684.  Clbnnbll  {J.  S,  C.  /.,  1900,  14).— Cu  in  KCN  solutions  estimated  by 
adding  H2SO4  until  a  precipitate  of  Ou(CN)2  appears,  then  an  exoe^.*^ 
of  II2SO4,  and  finally  titrating  the  free  acid  in  a  fraction  of  the  filtratir 
with  Na2CX)3. 

b.  Iodide  Process.     (See  also  1701.) 

1685.  Westmoreland  (J.  S,  C.  /.,  1886,  48). — Analysis  of  ores,  pyrites^  etc. 
Neither  Ag,  Zn,  Cd,  As,  Bi,  Mn,  or  Sn  interfere  ;  nor  does  Fr 
materially  in  the  presence  of  NajPOf  or  AsjOg.  Also  critical  account 
of  the  electrolytic  and  dry  assay  pi'ocesses  and  the  assay  of  Au  in  bar 
Cu. 

1686.  Westmoreland  ((7.  N.,  Iviii.,  76,  108,  and  132).— Shows  that  the  iodide 
process  is  superior  to  the  electrolytic  for  all  kinds  of  Cu  compounds. 

1687.  Williams  {C  N.^  Iviii.,  272). — Pb  and  As  exert  a  prejudicial  effect  on 
the  titration. 

1688.  Haupt  {C.  N.,  Ixx.,  206).— Titration  not  interfered  with  by  Zn  or  Pb  ; 
it  is  by  Ni  and  Fe.  Cu  precipitated  from  Fe  solutions  with  Zn.  KI 
detects  one  Cu  in  500,000.     Experimeots  on  the  ignition  of  CugS. 

1689.  Bruyn  and  Van  Leent  (%7.  C.  S.,  Ixii.,  753). — Operate  in  stoppered 
flasks.  Ni,  Mn,  and  Fe  as  sulphates  and  free  acid  do  not  interfere  ; 
Bi  does. 

1690.  DuLiN  (C  N.^  Ixxii.,  70). — Describes  KCN  method  and  its  limitations, 
KI  process  influenced  by  large  amounts  of  alkaline  salts  and  Bi.  For 
either  titration  first  precipitate  Cu  with  Al.  Electro-deposition  from 
solutions  containing  much  HNO3. 

1691.  Low  (C.  N.y  Ixxiv.,  52). — First  precipitate  Cu  with  Al ;  then  neither  Air 
Pb,  Bi,  or  As  interfere.     Procedure  for  ores. 

1692.  WiLLBNZ  (C  N.y  Ixxvi.,  243). — KI  process  applied  to  estimation  of  C*u 

in  pyrites. 

1693.  Shelby  {J,  S,  G.  /.,  1900,  776).— FeO  formed  by  hypo,  and  then  sheet 
Zn  added.  Nascent  H  and  the  previously  liberated  S  form  H^S, 
which  precipitates  the  Cu.  Estimation  with  KI  or  KCN  after  dis- 
solving in  HNO3,  etc. 

c.  Various  Volumetric  Processes.     (See  also  1682.) 

1694.  Fleischer  {C.  N.,  xix.,  206).  —Precipitate  as  subiodide  with  KI  and 

SnCl2,  dissolve  precipitate  in  Fe2(S04)3,  and  titrate  FeO  with 
KMn04.  Or,  precipitate  Cu  with  KCNS  and  SOj,  digest  CuCNS  with 
NaHO,  and  estimate  CujO  as  before.  Pb,  Ag,  and  Hg  are  the  only 
interferiug  metals,  and  these  are  separated  with  H2SO4,  HCl,  and 
SnClj  respectively. 
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1695.  Henriques  {J.  C,  S.y  Ixiv.,  ii.,  345).  —  Precipitate  with  SO2  and 
standard  KCNS.  Estimate  excess  KCNS  with  AgNOj  and 
Fe^SOt)^  indicator. 

1696.  Meade  ((7.  N.,  Ixxx.,  67). — Decompose  precipitated  CuCNS  with 
KHO,  add  collected  Cu58(OH)2  to  acid  Fe^iSoJ^,  and  titrate  FeO  with 
KMnO^. 

1697.  Parr  (J.  S,  C.  /.,  1900,  1148).— Decompose  CuCNS  with  NaHO 
destroy  Cu2(OH)2  with  KMnOf  in  alkaline  liquid,  then  acidify  and 
titrate  KCNS  with  KMn04.     1  cc.  N/10BadJiO4=00009  Cu. 

1698.  Caven  and  Hill  {J.  S.  C.  /.,  1897,  981).— Add  CujO  to  excess  KMnOi 
in  H2SO4  and  titrate  unreduced  portion  with  oxalic  acid. 

1699.  Dederichs  (J,  C.  S.j  Ixxvi.,  ii.,  813). — Digest  HNO3  solution  of  brass 
with  NaHSOj,  add  standard  AmCNS,  and  titrate  excess  with  AgNOj 
in  aliquot  filtrate. 

1700.  Zecchini  {J.  S.  C.  /.,  1899,  710). — Add  excess  of  solution  containing 
hypo,  and  AmCNS  and  titrate  with  iodine.  Neither  AmCNS 
nor  CuCNS  react  with  iodine. 

1701.  Garrioues  (C,  N.y  Ixxvii.,  41  and  62). — End-point  of  iodide  process 
sharper  in  H2SO4  than  in  C2H4O2  solution.  Decompose  precipitated 
CuCNS  with  standard  NaHO  and  titrate  excess  with  acid  and  methyl- 
orange.  Conjoint  presence  of  Zn  and  Sb  interfere.  Some  important 
points  in  the  analysis  of  bearing-metals,  bronzes,  etc 

1702.  Weil  (C.  N.,  xxiii.,  49  ;  and  xlvi.,  284).— HCl  solution  of  Cu  titrated 
at  boiling-point  with  SnCl2  to  decolorization.  HgCl2  may  be  used  as 
indicator.     Fe  and  Ni  interfere. 

1703.  Jean  {J.  C.  S,,  Ixiv.,  ii.,  493). — Estimation  of  Cu,  Fe,  Sb,  and  Zn  in 
minerals  by  Weil's  process. 

1704.  Peters  (C,  N.,  Ixxxiii,  221,  etc.). — Moderate  amounts  of  Cu  are  pre- 
cipitated as  oxalate  in  HNO3  nolutions  and  titrated  with  KMn04. 
Ccl,  As,  Sn,  and  Fe  are  separated. 

1706.  KuNSEL  (C.  N.J  viii.,  38).— Titrate  hot  AmHO  solution  with  NajS, 
using  freshly  precipitated  ZnS  as  indicator.  Ni  or  Zn  do  not  inter- 
fere. Jean  (C,  N.,  Ixxvii.,  172)  uses  PbCOg  paper  as  indicator  ;  the 
process  separates  As.  Borntraoer  {J.  C,  S.,  Ixvi.,  ii.,  120)  uses  a 
ferro-cyanide  indicator,  and  says  Cu-Zn  alloys  may  be  thus  titrated. 

1706.  Casamajor  ((7.  N.y  xlv.,  167). — ^Titration  of  AmHO  solutions  as  in 

1705  until  blue  colour  goes  is  inaccurate.  Precipitates  instead  from 
alkaline  tartrate  solutions  until  no  further  cloud  forms.  Same  process 
for  Pb,  etc. 

1707.  Balling  C.  N.,  xlvii.,  248).— The  sulphide  of  Cu  (Pb,  Zn,  or  Hg)  is 
digested  with  AgNOg  and  excess  Ag  titrated  with  KCNS. 

1708.  LucKow  {J,  C.  S.,  Ixiv.,  ii.,  242).— Titration  of  Cu-Sn-Sb  alloys  with 
ferro-cyanide.  Ranter  (J,  C\  S,,  Ixx.,  i.,  3). — The  precipitate  always 
retains  K4Fe(CN)<,.  Spica  (J,  C\  S.y  Ixx.,  ii.,  127)  uses  FejCl^, 
indicator.     (See  also  1581.) 
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1709.  QuESSAND  (</.  C,  S,y  xlviii.,  441). — Precipitate  with  alight  excess  €^ 
K4Fe(CN)Q,  aud  then  measure  the  alkaline  solution  of  Rochelle  salt 
needed  to  destroy  the  precipitate. 

1710  Donate  and  Hattbnsaur  (J,  S,  C\  /.,  1890,  664). — Cu  precipitated 
with  ferro-cyanide  from  alkaline  tartrate  solutions.  Fe  should  be 
present,  so  that  end-reaction  (blue)  may  be  noted  by  adding*  acetic  acid 
to  test  drop. 

1711.  Bernthsen  {C,  y,,  xliii.,  79). — Titrate  cupric  solution  with  hypo,  in  an 
atmosphere  of  H.  When  colour  is  nearly  gone  add  indigo  to  heighten 
end-reaction. 

1712.  Lagrange  (C.  N.,  xxx.,  241). — Precipitate  with  KHO,  convert  to 
tartrate,  and  reduce  to  Cu,0  with  standard  glucose. 

1713.  MuLLER  {C\  N,y  zxxi.,  143). — Measure  volume  of  H  needed  to  reduce 
CuO  to  Cu  in  a  closed  tube. 

1714*  ViTALi  (J.  a  S,,  IxviiL,  ii.,  140).— Mix  CuSO^  with  KI  and  starch,  add 
H2SO3  to  decolourize,  and  estimate  liberated  H2SO4  with  standani 
alkali. 

1716.  Etard  and  Lsbsau  {C.  N.y  IxL,  137). — Add  hydrobromic  acid  to  con- 
centrated solution,  and  then  standard  SnCl]  until  the  riolet  coloura- 
tion is  discharged. 

1716.  PuRGOTTi  {J.  C.  S.J  Ixxii.,  ii.,  349). — Boil  solution  with  excess  NaCl  and 
hydrazine  sulphate.  The  evolved  N  is  measured  at  normal  tempera- 
ture and  pressure. 

1717.  Lescosur  (J.  C.  S.f  Ixxiv.,  ii.,  484). — Cu  is  precipitated  as  oxide,  *l\s- 
solved  in  excess  acid  and  titrated  back  with  alkali.  CHijO  obtained 
with  glucose  titrated  similarly.  See  also  Euoss  {J.  C.  S.,  Ixxiv., 
ii.,  644). 

IV.  Colorimetric  EstimationB. 

1718.  Carnelley  (C,  N,,  xxxii.,  308). — The  colour  formed  with  ferro-cyauide 
in  neutral  solution  is  compared  with  standards.  AmNOj,  etc.,  heighten 
the  colour.  Many  alkaline  and  earthy  salts  do  not  interfere.  Detects 
(so  does  HgS)  1  part  in  1,600,000.  See  also  Iles  ((7.  If.,  xxxiv.,  16)  aud 
Blunt  (C.  N.,  xxxiii.,  7). 

1719.  Lucas  {C.  N.,  Ixxix.,  67). — Process  1718  used  for  estimating  O  in  Cu 
and  Cu  in  Fe.  Separation  of  Fe  and  Cu  not  complete  after  several 
re- precipitations  with  Am  HO. 

1720.  MuiR  {C.  N,y  xxxiii.,  11). — Add  HgS  and  compare  with  standards. 
Determines  minimum  and  maximum  which  can  be  estimated  thus. 

1721.  Heath  {C.  N.,  Ixxvi.,  184). — Comparison  of  AmHO  solutions.  Perma- 
nent standards  prepared  from  CUSO4.    (See  1647.) 

V.  Detection. 

1722.  Bellamy  (('.  X.,  xx.,  228). — An  alcoholic  tincture  of  campeachy  wood 
detects  1  part  Cu  (or  Fe)  in  20,000,000  parts  of  water. 
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1723.  Waonsr  (C.  JV.f  xlv.,  35). — Limits  of  following  tests  are:  Ferro- 
cyanide,  1  in  200,000;  AmHO,  I  in  25,600;  xanth<^enate,  1  in 
900,000. 

1724.  Aliambt  (C.   iV.,   Ivi.,   160).— Pyrogallic   acid  in   saturated   Na^O, 

gives  red  colour  with  Cu.     (C,  i\r.,  Iviii.,  293). — ^Test  by  no  means 
characteristic. 
1725    Cailletbt  (C.  K,  xli.,  160). — Add  pyrogallic  acid  in  ether  to  the  oil ; 
a  brown  colour =Cu. 

1726.  Anon.  {C.   N.,  xliii.,   117). — One  one-hundredth  m.grm.  Cu  can  be 

detected  by  the  HBr  test. 

1727.  Dbniges  (C.  N,,  lix.,  168  ;  »nd  J,  C.  S.,  Ixviii.,  ii.,  330).— A  more  stable 

form  of  reagent  for  above  test  is  saturated  KBr  in  H2SO4. 

1728.  Sabatibr  (J.  S,  C.  /.,  1894,  1092).— KBr  and  H3PO4  may  be  used 

instead  of  HBr.    Detects  one-tenth  m.grm.  Cu. 

1729.  Kern  (C.   K,  xxxiv.,  78). — Precipitate  acid  solution  of  iron  with 

Am  HO,  acidify  evaporated  filtrate,  and  add  Mg.    Traces  of  precipi- 
tated Cu  observed  with  the  microscope. 

1730.  Woodcock  {C,  N.^  xxxvi.,  240). — Precipitate  Cu  with  Zn-Pt  element ; 

expose  Pt  to  Br + HBr ;  the  violet  colour  detects  0*001  m.grm.  Cu. 

1731.  Jaworowskt  {J.  C.  S,,  Ixxii.,  ii.,  285). — Shake  AmHO  solution  with 

phenol ;  with  traces  of  Cu,  solution  becomes  turbid  and  blue. 

1732.  Bach  (/.  S.  C,  /.,  1899,  401).— Mixture  of  formaldehyde  and 
hydroxylamine  hydrochloride  gives  violet  colour  with  one  partCu  in  a 
million. 

1733.  Cazeneuve  (J,  C.  S,,  Ixxviii.,  ii.,  627). — Diphenyl-carbazide  in  benzene 
gives  a  violet  colour  when  shaken  with  a  cupric  solution. 

1734.  Lenoble  {J,  C.  S.f  Ixiv.,  554). — Potassium  mercuric  iodide  throws  down 
bright  red  precipitate  from  cupric  solutions. 

1735.  Thoms  (C,  N,  Ixiv.,  190). — Depends  on  yellow  colour  formed  with  KI. 

One  part  in  200,000.     (See  1688). 

1736.  Gerland  (C  N,y  ix.,  73)  and  Chapman  (C  N.^  xii.,  231). — Blowpipe 

test  for  Cu. 

1737.  ScHiPF  (C.  N,,  i.,  191)  and  Orlowski  (C.  N.,  xlvii.,  24).— Teste  for 
cuprous  oxide. 

VI.  Miscellaneous. 

1738.  Thomsen  (C.  i^.,  xxxix.,  185). — Precipitate  formed  with  HjS  is  not 
CuS,  but  a  mixture  of  S  and  a  lower  sulphide.  See  also 
CoFPOCK  {C.  N.y  Ixxiii.,  262 ;  and  Ixxvi.,  231)  and  Brauner  (C  iV^., 
Ixxiv.,  99). 

1739.  Anon.  (C.iT.,  xlvi.,  120).--Cu(NO3)2  mixed  with  PbAj  is  dissolved  by 
NaHO  and  not  re-precipitated  on  boiling.    (See  970.) 

1740.  Debray  {C.  N,y  xlvii.,  304). — CuS  is  dissolved  in  considerable  quantities 
by  AmjS  if  Mo  is  also  present. 


488  APPENDIX. 

The  following  refer  to  papers  which  deal  generally  with  the  estimation  of 
the  impurities  of  commercial  copper  : 

1741.  Abbl  and  Field  {C,  N.,  iv.,  264);  Abel  (C.  N,,  ix.,  124)  ;  FRjesKsrius 
(C,  y.y  xlvii.,  18)  ;  Kuhn  (J.  S,  C.  /.,  1884,  374) ;  Jean  (^.  -S.  C.  A 
1896,  677) ;  Hampb  {J.  S.  a  /.,  1894,  421  ;  and  1897,  1043)  ;  Keller 
{J.  a  S.  Ixviii.,  ii.,  186) ;  Warren  (C.  N,,  Iv.,  62  ;  and  Ixxiii.,  37) ; 
BsNNsyiLLE  {J,  C.  S,,  Ixvi.,  ii.,  297  and  298)  ;  MuRMANr(J^.  O.  *S.,  IxxiL, 
ii.,  346);  Hollard  {J,  S.  a  /.,  1897,  166  and  763 ;  and  O.  N.^  bcxxi^ 
268),  electrolytic ;  Clark  {J.  S.  C.  /.,  1900,  27) ;  Ulke  (.7.  S.  C.  /., 
1900,  170) ;  Truchot  {J,  S,  a  /.,  1901,  283). 

The  following  deal  with  the  estimation  of  As  in  Cu : 

1742.  Clarke  {J.  S,  C.  /.,  1887,  353);  Platten  (J,  S.  C,  /.,  1894,    324): 

Pattinson  (C,  N,y  xlv.,  136) ;  Heath  {J.  S,  C.  /.,  1897,  699)  ;  Gibes 
{J.  S,  a  /.,  1901,  184). 

The  following  deal  with  the  estimation  of  O  in  Cii : 

1743.  AuBBL (C  N,f  xix.,  238) ;  Sabatier  {J.  C.  S.,  Ixxii.,  ii.,  261) ;  Anon.  (C.  S^ 
xxxvi.,  241) ;  Lucas  (C.  N,,  Ixxx.,  86,  and  J.  S,  C.  /.,  1891,  167) ; 
Dewet  (J.  S.  C.  /.,  1889,  134) ;  Blount  (J,  S.  C.  /.,  1896,  296)  ;  Abch- 
BUTT  {J,  S.  a  /.,  1900,  1148).  The  estimation  of  O  is  also  dealt  with 
in  many  papers  under  1741. 

1744.  Whitehead  (•/.  S,  C.  /.,  1896,  513).--Fe  in  Cu. 

1745.  Smith  {C,  iV.,  Ixxii.,  76)  and  GoDSHALL(t/.  C,  S,,  Ixxx.,  ii.,  42). — Au  and 
Ag  in  copper.    (See  also  1685.) 


IRON. 

The  classification  is : 

I.  Separations  from  other  Metals. 
II.  Gravimetric  Estimations. 

III.  Volumetric  Estimations. 

a.  As  Ferrous  Salts. 

b.  As  Ferric  Salts. 

IV.   COLORIMETRIC   ESTIMATIONS. 

V.  Miscellaneous  Notes. 

I.  Separations  fh>in  other  Metals. 

Liine  and  Magnesia : 

1746.  Rose  ((7.  N,^  ii.,  291). — Add  AmHO  ;  any  CaCOg  formed  is  decomposed 
on  boiling  if  AmHO  salts  are  present. 
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1747.  Calvert  {C,  A".,  ii.,  328). — CaO  is  not  separated  with  AmHO.     Precipi- 

tate neutralized  iron  solution  as  basic  succinate. 

1748.  GiBBS  {€.  N,y  xi.,  102)l — Fe  and  Al  are  separated  as  acetate  from  Oa, 

Mg,  Zu,  and  Ur. 

1749.  GuYARD  (C.  N.^  xlix.,  269). — Keeping  Fe,  Al,  etc.,  in  solution  as  citrate, 

Ca  may  be  precipitated  as  oxalate  and  Mg  as  phosphate. 

Uranium.    (See  also  1748.) 

1750.  PiSANi  (C.  N.^  iii.,  257). — Precipitate  Fe  with  AmjCOsaud  separate  the 

little  Fe  in  the  filtrate  with  AmjS. 

1751.  BuRKER  (C  N.^  xxxviii.,  276). — Process  1760  inaccurate.  Precipitate 
with  AmHO,  weigh,  reduce  in  H,  and  dissolve  out  the  Fe  with  HCl. 
(See  966.) 

1752.  Walker  (•/.  C.  «S.,  Ixxiv.,  ii.,  640). — Pour  acid  mixture  into  NaHO+ 

HgOj  ;  U  in  the  filtrate.    Bheineck  ((7.  N,,  xxiv.,  233). — Proceeds  as 
1748. 

1753.  Classen  {J.  C.  S.,  xlviii.,  192). — Fe  deposited  from  solution  containing 

large  excess  of  oxalate  leaves  U  in  solution. 

Beryllium  : 

1754.  ScHLEiER  (J.  S.  C.  /.,  1892,  713)  and  Atkinson  and  Smith  (J,  C,  S,^ 
Ixx.,  ii.,  220). — Fe  precipitated  with  nitroso-/?-naphthol.  ' 

1756.  Havens  and  Way  {C.  iV.,  Ixxx.,  286). — Be,  Or,  and  Zr  are  separated  as 
in  1617. 

Arsenic.     (See  786  et  seq.) 

1756.  Jannasch  and  Kammerer  {J.  C.  S.,  Ixx.,  iL,  221). — Pour  HCl  solution 

into  NaHO  +  H2O2  ;  As  in  solution. 

CadnUum  : 

1757.  Stortenbecker((7.  N.^  Ixxx.,  16). — The  Fe  is  converted  to  ferro-cyanide 
and  the  Cd  electro-deposited. 

Zircotmim : 

1758.  Matthews  (C.  N.,  Ixxix.,  97). — Method  based  on  insolubility  of  oxy- 
chloride  of  Zr,  etc.,  in  ether.  Ce,  Ti,  etc,  are  similarly  separated. 
R68um6  of  methods  for  separating  Fe  and  Zr. 

Thallium  : 

1759.  Crookes  {C.  N.f  vii.,  194). — Reduce  to  FeO  with  hypo,  and  precipitate 
Tl  with  KI.     Indicates  0-0002  grm. 

Cerium.    (See  also  1758.) 

1760.  GiBBS  (C  iV.,  X.,  195).— Add  saturated  Na2S04.  Ce,  La,  Dy  are  pre- 
cipitated ;  Fe,  Al,  Gl,  Yt,  and  Ur  are  in  solution. 


II.  Gravimetric  Estimations. 

1761.  Fresexius  (C.  ^V.,  iv.,  150). — AmgS  precipitates  Fe  slowly,  but  com- 
pletely ;  AmCl  assists  ;  AmHO  not  harmful ;  ferric  salts  imperfectly 
precipitated. 
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1762.  Blum  {J,  S,  C,  /.,  1888,  466).— Mix  with  tartaric  acid,  precipitote  witk 
AiDjS,  dissolve  in  HCl,  precipitate  with  AmHO,  and  wei^h  as  Te^K 

1763.  KoNiNCK  (C,  K,  Ixii.,  19)  and  Meinecke  (J,  S,  C,  /.,  188S,  237).— Pre- 
cipitate neutralized  solution  with  nitro60-)3-naphthol  and  ignite  t-» 
Fe^Oj.    Al  is  separated,  but  not  Cu,  Co,  and  P. 

1764.  Cross  (C.  A\,  xxxvii.,  26). — Extent  of  error  introduced  by  precipitatiji^ 

Fe2(HO)o  in  the  presence  of  salts  of  the  alkalis  and  alkaline  earths. 

1765.  MsuNiER  (C.  N.y  XX.,  264). — Powdered  meteoric  stones  digested  with 
AuClj.    Amount  of  Au  deposited  is  estimated. 

1766.  Eruo  {C,  A\,  Ixv.,  69).— B^um6  of  methods  for  estimation  of  Fe  (and 

Al)  in  the  pres>ence  of  P20g.  The  following  refer  mainly  to  the  valua- 
tion of  agricultural  products : — Ooilvie  (C,  JV,^  xxv.,  27T)  ;  Dteb 
(C.  iT.,  liii.,  61) ;  Jones  (C.  K,  liii.,  87  ;  and  Ixv.,  234)  ;  Meli>o5 
(C.  iT.,  liii.,  85) ;  Glaser  (C.  N.,  Ixi.,  181) ;  GrUber  (C.  iT.,  Ixiii.,  146) : 
Pellet  (C.  K,  xxxv.,  268) ;  Vincent  {C.  K,  Ixx.,  297) ;  Glj^ddiso 
(C  N.y  Ixxiv.,  112  and  146) ;  Blattner  and  Brasseur  (C.  -A\.,  Ixxvi., 
150) ;  LiNDET  (C.  xV.,  Ixxvi.,  212)  ;  and  many  others. 

The  following  refer  to  electrolytic  depositions  : 

1767.  Smith  (J.  S.  C.  /.,  1888,  693),  Al  and  Ti  do  not  interfere ;  Bra:«d 
(J.  S,  C,  /.,  1889,  1011) ;  Rudorff  {J,  C,  S.,  Ixi  v.,  ii.,  93)  ;  Hkiden- 
REicH  {J.  S,  C.  /.,  1896,  744) ;  Nicholson  and  Avert  (C.  -tV.,  Ixxiv., 
91)  ;  and  Avery  and  Dales  {J.  S.  C.  /.,  1899,  300  and  610). 


III.  Volumetric  Estimations. 

a.  As  FerroMs  Salts  : 

1768.  Blunt  {C.  K,  viii.,  54). — Very  dilute  solutions  of  HCl  decompose  per- 

manganate.    Rate  of  decoloration  observed. 

1769.  Zimmerman  (C.  X,  xlvi.,  12). — Presence  of  MnO  salts  prevents  per- 

turbing action  of  HCl  in  KMnO^  titrations.  See  also  Krutwiq 
{C,  iT.,  xlviii.,  102)  ;  Thobla.8  {C.  N.,  xlviii.,  119)  uses  lead  chloride  for 
the  same  purpose ;  Hood  {C.  N.y  L,  278)  uses  MgSOf  or  AiUjSOf ; 
Luke  (C.  N.,  Iviii.,  186),  sulphates  of  Ca,  Co,  and  Mg  have  no  value  in 
this  respect.     (See  1789.) 

1770.  MoYANCE  (C.  K,  XX.,  45). — Reduction  to  FeO  best  eftected  by  amalga- 

mated Zn.     Best  means  of  making  KMnOf  estimation  stated. 

1771.  Kopp  (r.  N.f  xxix.,   242). — Uses  SnClj   to  accelerate  the  reduction 

by  Zn. 

1772.  Beebe  (C  N.f  liii.,  269). — Suspends  the  amalgamated  Zn  in  a  Pt  basket. 

1773.  Morgan  (t/.  S.  C.  /.,  1901,  143). — Effects  reduction  with  a  zinc  copper 
couple. 

1774.  Ebelino(./.  C.  S.,  Ixxx.,  ii.,  424 and  580). — Boil  withZn  in  the  presence 
of  KCNS  to  disappearance  of  red  colour.  Volhard  says  the  use  of 
sulpho-cyanide  is  misleading  and  erroneous. 
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1775.  Donate  and  Jeller  (C.  N.,  liv.,  73). — Mix  iji^nited  AUOg+FejOj  with 

Zn  powder,  heat,  dissolve  iron  in  H^SO^,  and  titrate.  Process  sepa- 
rates Fe  from  Al  and  Cr.  Juptnbr  (J.  L  S.  /.,  1894,  ii.,  497). — Uses 
Mg  instead  of  Zn  for  ores,  slags,  etc 

1776.  Carnegie  (J,  C.  jS.,  liii.,  468). — Reduces  by  filtering  through  Zn  dust 

JoNBS  (C,  N.y  Ix.,  93). — Filters  through  pulverized  Zn  and  illustrates 
its  many  advantages.    See  also  Shivbr  {J,  C.  S.,  IxxviiL,  ii.,  50). 

1777.  MacIvor  (C.  N,y  xxix.,  246). — Hsematites  readily  dissolve  as  FeO  on 

heating  with  H,S04  and  Zn,  and  so  avoid  HCl  in  the  KMnOf  titration. 

1778.  Schmidt  (C.  N,^  xlviii.,  245).— Zn  used  to  form  FeO  interferes  with 
ferro-C3rauide  indicator.    SuCl2  recommended. 

1779.  Storch  (•/:  S,  C.  /.,  1893,  866).— Reduce  to  FeO  with  Cu,  and  titrate 

with  KMn04.    Ignited  FejO,  is  soluble  in  40  per  cent  H2SO4. 

1780.  Hart  {C,  N,^  xxxiv.,  65). — Reduce  ore  to  metal  in  H,  dissolve  in  H2SO4, 
aod  titrate  with  KMn04.  Or,  dissolve  in  HCl,  add  excess  SnClg,  and 
go  back  with  I.  Moissan  {C.  N,,  xL,  89). — After  heating  in  H,  Fe 
may  contain  FeO  and  Fe304. 

1781.  Reynolds  {C.  i\r.,  x.,  228). — HjS  is  a  better  reagent  for  forming  FeO 
than  either  Zn  or  SO2. 

1782.  EsiLMANN  (C  N,j  xxviii.,  208).— Reduces  FejO,  with  AmjS. 

1783.  L1NO68IER  (C  N.,  Ii.,  179). — Reduce  with  HjS,  destroy  last  traces  by 
adding  HgClj,  and  titrate  with  KMn04. 

1784.  Wells  and  Mitchell  ((7.  N,^  Ixxiii.,  123). — Reduce  with  HjS  ;  precipi- 
tated S  no  effect  on  KMuO^  titration.    Cu  removed  by  filtration. 

1786.  Austen  and  Hurff  (6*.  K,  xlvi.,  287).— R^um6  of  FcjOj  to  FeO 
reductions ;  recommends  NajSOs.  Boil  until  steam  no  longer 
decolourizes  KMn04.  Reinsch  (C  J\^.,v.,  126). — Cu  wire  by  a  brown 
colouration  on  its  surface  will  detect  one-millionth  part  SOj.  Brown 
(J.  C.  S,y  liv.,  267). — Tests  for  SOj  by  paper  soaked  in  ferric  chloride 
and  ferri-cyanide. 

1786.  Atkinson  (C,  N.y  xlix.,  117). — Bisulphite  added  to  neutral  solution 
best  means  of  forming  FeO.  Errors  due  to  Zn  and  SnClg.  Speed  of 
ferri-cyanide  indicator  and  rate  of  decomposition. 

1787.  Clarke  (C  3^.,  xvii.,  234). — Fuse  ore,  slag,  or  cinder  with  bisulphate 
and  cryolite,  dissolve  in  HCl,  reduce,  and  titrate  with  K^Cr^Ox- 

1788.  Reinhardt  (J,  L  S.  /.,  1886,  299  ;  1889,  i.,  400 ;  and  1900,  i.,  375).— 
Add  SnClj  to  hot  acid  FejClg,  destroy  excess  with  HgCl^,  add  MnSOf, 
and  then  H3PO4,  so  that  Fe^Clg  colour  may  not  mask  KMn04  end- 
reaction.  See  also  Bya  (C.  JV.,  Ivi.,  279) ;  and  Mitchell  (J.  S.  C,  /., 
1894,  1096). 

1789.  Cady  and  Rudioer  {J,  I.  S,  /.,  1897,  ii.,  508). — SnCl,  reduction  ;  accu- 
rate KMn04  titration  in  the  presence  of  HgSOf. 

1790.  Namias  (J.  L  S,  /.,  1892,  i.,  492).— Add  excess  KjCrgOj  to  FeO  solution, 
and  a  few  drops  of  I  and  starch,  and  titrate  with  SnClj. 

1791.  Mixer  and  Dubois  (J,  L  S.  /.,  1895,  ii.,  601).— Dissolve  ore  in  HC1  + 
SnClj,  destroy  excess  SnCl2  with  HgCl2,  and  titrate  with  KMn04. 
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1792.  Mahon  {J.  L  S.  /.,  1894,  i.,  617).— Pt  carried  by  fusion  flux  into  sedi- 

tion is  reduced  by  SnClj,  and  leads  to  error. 

1793.  MiTTBNZWAY  (C,  N,,  ix.,  253). — Measure  O  absorbed  by  alkaline  Fe^j 
solution  by  weighing  the  water  which  runs  into  closed  opeFatii.g 
bottle. 

1794.  Ross  {J,  C,  S,f  Ixxii.,  ii.,  193).— Add  K^CrA  to  FeO  solution,  and 
determine  the  excess  by  Baumann's  process  (1050). 

1796.  Parker  (C  N.,  xxii.,  313). — Cu  interferes  with  ferro-cyanide  indicator. 
Reduction  of  Fe^Os  with  Zu  would  remove  all  the  Cu. 

1796.  HooG  (C.  N.y  lix.,  207).— Cu  in  Fe  alloys  is  not  dissolved  by  dilute 
acids  (see  1643)  and  reduces  FejOj  as  it  is  formed  in  the  titratioD. 
Dissolve  in  HCI+KCIO3,  and  reduce  with  SOj. 

1797.  RiDBAL  and  Rosbnblum  {J.  S.  C.  /.,  1896,  158). — Nickel  gives  a  brown 

colour  with  ferro-cyanide,  which  may  mask  the  end-reaction  with  dilute 
FeO  solutions.    Jervis  (C,  iV.,  Ixxvii.,  133). — Mn  acts  similarly. 

1798.  Blum  (J.  L  S.  /.,  1900,  ii.,  582).— The  almost  unfailing  presence  «»f  V  in 

tap  cinder  interferes  with  volumetric  determinations  ;  gives  elaborat'e 
gravimetric  method. 

1799.  Atkinson  (C  N.,  xlix.,  117).— Means  of  standardizing  KgCrjO-.      Tfje 

C  in  steel  used  for  the  purpose  leads  to  low  results.     (See  435.) 

1800.  Wellborn  (C.  N.,  xx.,  57). — FeS04  is  preserved  from  oxidation  by 
placing  camphor  (in  paper)  therewith.  Gawalowski  (C  ^V.,  xlvii^ 
165)  uses  pyrogallic  acid  similarly. 

1801.  VooEL  {€.  N.y  xxiii.,  142). — An  exposure  to  direct  sunlight  for  thirty 
seconds  may  cause  ferri-cyanide  to  give  a  blue  colour  with  ferric 
salts. 

1802.  Stock  {C.  iV^.,xxxix.,  47). — A  simple  apparatus  for  effecting  reductions 

out  of  contact  with  air. 

1803.  Johnson  (6*.  N.y  xlv.,  287). — FeO  solutions  are  oxidized    the    more 

readily  if  external  air  is  excluded  ;  suggests  that  FeSOf  has  ozonizing 
action  on  enclosed  air. 

1804.  Pattinson  (6*.  N.,  xxi.,  268).— Hot  FeS04  solutions  exposed  to  the  air 
to  cool  are  not  appreciably,  if  at  all,  oxidized. 

1805.  WiLLBUR  and  Whittlesey  {C.  N.y  xxii.,  2).— Mix  powdered  silicate 
with  CaFg  +  HCl,  beat  in  coal-gas,  and  titrate  FeO  with  KMxiO^. 
Allen  (C  N.y  xxii.,  57). — Estimates  FeO  by  digesting  ore  or  sand  in 

closed  tube  with  HCl. 

1806.  Earley(C.  N.y  xxx.,  169)  and  Dolter  {C.  N.y  xxxix.,  135). — Decomposes 
silicate  with  HF,  and  titrates  with  KMnOf  or  K2Cr207. 

1807.  Pratt  {J.  C.  S.,  Ixvi.,  482).— Dissolves  silicate  in  HF+HJSO4  in  OO3 
in  a  Rose's  crucible. 

1808.  Chester  and  Cairns  (J.  C.  S.y  liv.,  196).— Use  AmF+H2S04  in  COj 
atmosphere. 

1809.  Penfield  and  Foote  (J.  C.  S.,  Ixxvi.,  ii.,  305). — Determine  FeO  in 
tourmaline  by  fusing  with  borax  in  an  inert  atmosphere  and  titrating 
H2SO4  solution  with  KMnOi. 
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1810.  HiLLEBRAND  {C.  N.,  IxxxiL,  211). — Comparisou  of  sealed  tube  and  HF 

methods  of  estimating  FeO ;  the  former  often  too  high.  (See  also 
C.  N.,  Ixxviii.,  106.) 

1811.  Neumann  {J:  S,  C.  /.,  1887,  680).— Metallic  Fe  in  slag,  etc.,  is  esti- 

mated by  treating  with  acid  and  collecting  the  H  evolved  in  a  modified 
Lunge  nitrometer. 

h.  A8  Ferric  Salts: 

1812.  Landolt  (<7.  N.,  vi.,  184). — Destroy  free  HCl  with  NaA,  add  excess 
hypo.,  and  titrate  with  I  and  starch. 

1813.  Crafts  {C.  N.^  xxviii.,  44). — Evaporate  HCl  solution  until  the  crust  on 

the  surface  dissolves  with  difficulty  ;  titrate  with  hypo. 

1814.  Oudemanns  {C,  N.,  xvi.,  218  ;   and  xxii.,  256). — To  HCl  solution  add 

KCNS  and  titrate  with  hypo.  Sr,  Ca,  Mg,  Mn,  Ni,  Co,  and  Cu  do 
not  interfere. 

1815.  Haswell  {J,  I.  S.  /.,  1883,  385).— Add  sodium  salicylate  in  1814  ;  then 

hypo,  till  violet  colour  goes,  and  then  K2Cr207  till  it  reappears.  See 
also  OuDEMANNS  and  Haswell  (C,  K,  xlvii.,  210)  and  Bruel  (C.  N., 
xlviii.,  248). 

1816.  Norton  (C.  N,,  Ixxx.,  89). — Estimation  with  hypo,  and  I.  Determines 
some  necessary  relations  between  acidity,  dilution,  etc. 

1817.  PszczoLKA  (C.  iT.,  xlvii.,  107)  and  Parthibl  (J.  L  S,  /.,  1890,  i.,  374).— 
Add  KI  to  faintly  acid  ferric  solution,  and  titrate  with  hypo,  and 
starch. 

1818.  Falibres  (J.  a  S.y  xlviii.,  1011)  and  Nihoul  (C,  iV.,  Ixvii.,  196).— 
Distil  acidified  FegClo  with  KI,  and  titrate  volatilized  iodine. 

1819.  Carnegie  (C.  N.y  Ix.,  87). — Investigates  nature  of  reaction  between 
Fe2ClQ  and  KI,  on  which  estimation  of  former  depends. 

1820.  Morells  {J.  S,  C.  /.,  1884,  179).— Heat  with  KI,  add  a  known  amount 
of  Hg,  and  shake.  The  free  I  and  Hg  combine  and  the  Fe  is 
deduced  from  the  loss  of  Hg  on  re-weighing. 

1821.  Winkler  (C.  K,  xxi.,  233).— Add  KCNS  and  then  CuCl  until  the 
colour  disappears  and  a  cloud  of  CuCNS  is  formed.  Co,  Ni,  Cu,  and 
As  do  not  interfere.    See  also  Gibbs  (C.  N,,  xvii.,  161). 

1822.  Weil  (C.  iV.,  xlvi.,  284)  and  Jean  (J,  C,  S.,  Ixiv.,  ii.,  492).— Add  SnClg 
to  HCl  solution  of  FcjCl^  until  colour  goes  ;  or  add  CuCl2  to  heighten 
end-reaction. 

1823.  Hbmpel  (a  iV.,  Hi.,  321).— Ignite  with  NagCOa-l-CaCOs  to  eliminate 
organic  matter,  dissolve  in  HCl,  and  titrate  with  SnClj. 

1824.  Mahon  (J,  S.  C.  /.,  1893,  1061).— SnCl2  is  added  to  a  solution  contain- 
ing HgCIj  and  a  little  PtCl4  ;  a  faint  excess  precipitates  a  dark  cloud 
of  finely-divided  Hg  and  Pt. 

1825.  Zenoelis  {J.  S.  C.  /.,  1901,  840).— Add  SnCla  to  boiling  solution  ;  a 
faint  excess  in  contact  with  a  molybdate  solution  shows  a  blue  colour. 

1826.  MoRAHT  (C.  y,f  Ixv.,  275). — Add  ferro-cyanide  until  the  sulpho-cyanide 
colour,  kept  in  solution  with  ether,  is  dispersed. 
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1827.  Charpjentier  (6*.  N.,  xxviii.,  71). — To  solution  containing  no  free  mrd 
add  KCNS  and  titrate  with  caustic  alkali  A  like  process  wi£ 
suggested  by  Boss  {C.  ^.,  xvii.,  23  and  35)  and  adversely  c^tici^sd  l<j 
Wright. 

1828.  PuROOTTi  (J,  C.  S,,  Izxii.,  ii.,  77). — An  acid  solution  of  the  blue  oxid- 
(Moi,Og)  mixed  with  hot  TejO^  solutions  is  quantitatively  deooloorized. 

1829.  JuETTE  (C.  N.^  xvii.,  63). — The    amount  of  tartaric  acid,  needed  t» 

retain  iron  (Cr,  Mn,  Al)  in  solution  is  proportional  to  the  amoont  of 
the  latter. 

1830.  Carnot  (J.  S,  C.  /.,  1889,  138).— Cold  acid  FeO  solutions  are  more 
effectually  oxidized  by  HjOg  than  by  any  other  reagent. 


IV.  Colorimetric  EstimatioiiB. 

1831.  Davies  (C.  N,,  viii.,  163). — Add  KCNS,  and  compare  with  standard. 

1832.  Sket  {C.  K,  xvi.,  180  and  233).— When  the  mixed  FejiJlfi  and  KCNS 

is  treated  with  excess  HCl,  Fe  is  volatilized  at  ordinary  temperatures. 

1833.  Kruss  and  Moraht  (C.  K,  Ixiv.,  255).— The  KCNS  colour  is  due  t*> 
the  formation  of  Fe(CNS)3 .  9KCNS  +  4HjO. 

1834.  Lunge  (C.  N.^  Ixxiii.,  250). — Shakes  out  the  KCNS  colour  with  ether. 
Better  to  oxidize  Fe  with  KCIO3  than  with  HNO3. 

1835.  Weber  {C.  N.,  xlvii.,  165). — Chlorides  of  the  alkaline  earths  retard  or 
may  prevent  the  KCNS  react iou. 

1836.  Thomson  {C.  N.,  li.,  259.)— Ag,  Cu,  Co,  and  HgClj  interfere  with  the 

KCNS  colour. 

1837.  Tatlock  (J.  S,  C.  /.,  1887,  276).— Influence  of  reagents,  free  acid, 
oxidizers,  etc.,  on  the  KCNS  colour. 

1838.  Vernon  {C.  N.^  Ixvi.,  177,  etc.). — Influence  of  temperature,  dilution, 
acidity,  etc.,  on  the  KCNS  test.  See  also  Gladstone  {C.  zV.,  IxviL,  1 
and  66) ;  Andrews  {C.  N.,  Ixx.,  165) ;  KrOss  and  Moraht  (C  N. 
Ixvi.,  198) ;  and  Riban  (J.  S.  C.  /.,  1892,  269). 

1839.  Sabaneeff  {J.  C.  S.^  liv.,  757). — Colour  of  AmjS  solutions  used. 

1840.  Job  (J.  C.  S.,  Ixxvi.,  ii..  51). — FeS  dissolved  in  sodium  p3rrophosphate 
gives  a  green  solution  well  adapted  to  a  colorimetric  estimation  of  Fe. 

1841.  Carnelley  (C  iV.,  xxx.,  257). — The  blue  colour  formed  by  ferro- 
cyanide  can  detect  1  part  Fe  in  13,000,000  of  water.  Process 
elaborated  for  estimation  of  Fe  in  water. 

1842.  Wagner  (C.  N,,  xlv.,  35). — Limit  of  sensitiveness  of  some  reactions  for 

Fe  and  Cu.     (See  also  1722.) 

V.  Miscellaneous. 

1843.  Julien   (C.  ^.,  xxiv.,  292),   Blair  (C.  N,,  Ivi.,   183),  and  Morgan 
(J.  S.  0.  /.,  1894,  1023). — Schemes  for  elaborate  analysis  of  iron  ores. 

1844.  Bbttel  {C.  xV.,  xliii.,  100). — Discusses  the  determination  of  basic  cinder 
and  oxides  in  iron,  and  reviews  a  number  of  methods  proposed  for 
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this  purpoBe.  The  following  (not  exhaustive)  references  are  to  papers 
dealing  with  the  estimation  of  oxides  or  slag : — Gladky  («/.  C  S.^ 
Ixiv.,  ii.,  388) ;  Parry  and  Morgan  (C.  K,  Ixvii.,  260) ;  Ledebur 
(J.  S.  a  /.,  1882,  366);  Schneider  (J.  S.  C.  /.,  1900,  693)  ;  Tucker 
(J,  L  S,  /.,  1881,  206). 

1845.  FoEHR  (C.  iV^M  xlvi.,  40). — Ores  containing  MnO^  need  prolonged 
boiling  to  expel  the  CI  formed,  and  FejCl^  is  volatile  even  at  50°. 

1846.  Fresbnius  {C\  iV.,  xvi.,  37)  and  Talbot  ((7.  K,  Ixxv.,  227).--FejCle  is 
not  volatilized  on  boiling  with  acids. 

1847.  Borntraoer  (J.  C\  S.,  Ixx.,  ii.,  502 ;  and  Ixxviii.,  ii.,  171). — Ignited 
FejOs  dissolves  instantly  if  metallic  iron  is  also  being  dissolved  in  the 
HCl,  or  if  a  little  MnOj  is  added. 

1848.  Anon.  (C.  JV.,  xxxviii.,  11). — Ignited  Fe-jOs  can  be  dissolved  in  HCl 
after  boiling  to  Hocculent  condition  with  EIHO. 

1849.  ZiRNiTE  (J.  L  S.  /.,  1888,  i.,  368).— A  30  per  cent.  NaHO  solution 
dissolves  TejO^  as  NaFeOf ;  it  is  re-precipitated  on  diluting  or 
standing. 

1850.  Jeannel  (C.  ^V.,  xvii.,  286). — Properties  of  "  neutralized  "  ferric  cliloride 

[FejClg .  9Fei(H0)e]  solutions. 

1851.  Warren  (C\  N,y  Ixxii.,  100). — Au  and  Ag  were  estimated  in  iron  by 

making  the  sample  (4  lbs.)  the  +  pole  of  au  acid  battery.  The  C 
residue  and  a  little  Fe  were  mixed  with  litharge,  cupelled,  etc. 

1852.  Warren  {C.  N,,  Ixxv.,  91). — Samples  which  have  been  in  contact  with 
a  borax  flux  contain  B  up  to  2  per  cent. 

1853.  WiBORGH  (C.  N.,  Ixxviii.,  4). — Determines  the  reducibility  of  Fe  ores. 
The  reduced  Fe  is  estimated  by  measuring  the  H  evolved  on  treating 
with  acids. 

1854.  Meunier  (C  xV.,  xix.,  5). — Immediate  analysis  of  meteoric  iron. 

1855.  Ledebur  {J.  L  S,  /.,  1894,  ii.,  483). — Uses  the  ether  method  to  separate 
iron  from  Cu,  Sb,  As,  Pb,  Cr,  V,  Mn,  Ni,  Co,  and  Ti  existing  in  steeL 

1856.  J.  T.  (C.  iV.,  Ixxix.,  157). — Insoluble  specular  ores  are  mixed  with 
ashless  filter-paper  and  ignited  ;  they  are  then  soluble  in  HCl. 

1857.  Bechamp  and  Saintpierre  (C.  N.^  iv.,  316). — Metallic  Pt  reduces  HCl 
solutions  of  Fe^Clo,  and  is  itself  dissolved  thereby. 

1858.  Dudley  (fi,  N,^  Ixxv.,  257). — "Some  Present  Possibilities  in  the 
Analysis  of  Iron  and  Steel." 
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Aoetic  acid — influence  of  on  estimation 

of  bismuth,  262. 
Adsorption  of  salts  by  filters,  339. 
Alkaline  salts — influence  of  on  estimation 

of  bismuth,  262. 

copper,  265. 

Alkalis— estimation  of  in  blast  furnace 

slag,  226. 

iron  ores,  196. 

refractory  materials,  216. 

Alloys — direct  combustion  of,  8. 
Alumina — estimation  of  in  basic  slag,  228. 

blast  furnace  slag,  224. 

boiler  water,  247. 

chromite,  208. 

iron  ores,  188. 

magnesia  brick,  220. 

refractory  materials,  212. 

tap  cinder,  226. 

tungsten  powder,  1.55. 

Aluminium  alloys— analysis  of,  174. 

—  estimation  of  iu  aluminium  metal,  178. 
ferro-aluminium,  174. 

ferro-vanadium,  166. 

ferro-silicoD,  122. 

steel,  100. 

—  influence  of  on  estimation  of  anti- 

mony,  276. 

bismuth,  263. 

copper,  265. 

nickel,  140. 

tin,  274. 

—  metallic— analysis  of,  175. 

—  preliuiioary  summary,  96. 

—  separation  of  iron  from,  96. 
Ammonium    molybdate   reagent  —  pre- 
paration of,  190. 

Ammonium  phospho  •  molybdate  —  com- 
position of,  51. 

—  action  of  salts,  water,  and  acids  on, 

348. 

—  influence  of  acidity  on  formation  of, 

346. 

foreign  salts  on  formation  of,  348. 

nature  of  solution  on  composition 

of,  344. 
amount  of  ammonium  nitrate  on 

formation  of,  345. 
tem])erature  and  concentration  on 

formation  of,  346. 

—  volumetric  estimation  of,  53. 


Analyses  (typical)— of  aluminimn  alloys 
178. 

—  boiler  water  and  scales,  255. 

—  chromite,  210. 

—  chromium  alloys,  136. 

—  copper  alloys,  272. 

—  cube  nicket,  143. 

—  ferro-titanium,  173. 

—  ferro-vanadium,  170. 

—  fuels,  288. 

—  iron  ores,  199. 

—  manganese  alloys,  129. 

—  manganese  ores,  204. 

—  molybdenum  alloys,  163. 

—  producer  gas,  244. 

—  refractory  materials,  222. 

—  silicon  alloys,  125. 

—  slags,  230. 

—  tungsten  alloys,  158. 

—  tungsten  ores,  207. 

—  white  metal  alloys,  282. 
Analysis  (rapid) — at  the  furnace,  180. 
Annealed  steel — mierostructure  of,  294. 
Antimony  and  tin  in  steel.  111. 
Antimony— direct  estimation  of  in  aUoyi. 

277. 

—  estimation  of  in  metallic  copper,  258. 
iron  ores,  194. 

presence  of  other  elements,  276. 

pure  solutions,  275. 

—  influence  of  on  estimation  of  bismntli, 

263. 

nickel,  140. 

Arnold— estimation  of  sulphur  and  pbof- 

phorus  in  f erro-chrome,  131 . 

—  rapid  preparation  of  micro-aeotions, 

287. 
Arsenic — detection   of   in   hydrochloric 
acid,  106. 

—  direct  estimation  of  in  alloys,  280. 

—  estimation  of  in  copper,  257. 
fuel,  235. 

iron  ores,  195. 

steel,  103. 

—  influence  of  on  estimation  of  bismuth, 

263. 

nickel,  140. 

tin,  274. 

—  separation  of  phosphorus  from,  51. 
Asbestos  furnace  covers,  7. 
Asbestos  preparing  for  filters,  340. 
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Ash  in  fuelB — estimation  of,  232. 
Aspirator— constant  suction,  8. 
Austenite,  300. 
Atomic  weights — table  of,  350. 

Bauxite,  219. 

Berenger  and  Stingl — boiler  scales,  252. 
Bibliography  of  metallography,  305. 
Bibliography    of   steel- works*   analysis, 

Bismuthate  process  for  manganese,  34, 

127. 
Bismuth — direct  estimation  of  in  alloys, 

280. 

—  estimation  of  in  metallic  copper,  261. 

—  influence  of  on  estimation  oi  copper, 

265. 

tin.  274. 

Black  lead— analysis  of,  219. 
Blast  furnace  slag — analysis  of,  223. 
Boiler  water  and  scales— analysis  of,  246. 
Boiler  water — rapid  analysis  of,  248. 

Calcium  and  magnesium  in  steel,  112. 

—  estimation  of  in  ferro-silicoo,  122. 
Calibration  of  pyrometer,  326. 
Calvert— determination    of    sulphur    in 

fuel,  234. 
Cammell  k  Co. — direct  combustion  at, 

11. 
Carbonaceous   residue— dry  combustion 

of,  4,  13. 

—  wet  combustion  of,  5. 
Carbon — carbide,  21. 

—  dioxide— estimation  of  in  iron  ores, 

191. 

—  Eggertz  colour  test  for,  5,  18,  180. 

—  estimation  of  by  direct  combustion,  2. 

—  estimation  of  in  aluminium  metal,  175. 
ferro-aluminium,  174. 

ferro-chromium,  129. 

ferro-titanium,  170. 

ferro-tungsten,  143. 

ferro-vanadium,  163. 

fuel,  236. 

manganese  alloys,  125. 

metallic  chromium,  134. 

molybdenum  alloys,  159. 

molybdenum  powders,  161. 

nickel- tungsten,  150. 

pig  iron,  113. 

silicon  alloys.  115,  120. 

steel,  6. 

tungsten  powders,  152. 

Carbon— graphitic  and  temper,  21. 

—  hardening,  21. 

—  liberation  of,  3,  13. 

—  preliminarpr  summary,  1. 

—  residues — imperfectly  filtered,  334. 

—  Stead's  modification  of  colour  test  for, 

6,  19. 

—  volumetricestimation  of  liberated,  15. 
Carborundum— analysis  of,  124. 
Cementite,  292. 

Chlorate  process  for  manganese,  29. 
Chlorine — estimation  of  in  boiler  water, 

248. 
Chrome  bricks,  219. 


Chromic  oxide — estimation  of  in  chrom- 

ite,  208. 
Chromite—  analysis  of,  207. 
Chromium  alloys — analysis  of,  129. 
Chromium— analysis  of  metallic,  135. 

—  estimation  of  in  chromite,  208. 

ferro-chromium,  132. 

ferro-tungsten,  149. 

iron  ores,  192. 

metallic  chromium,  135. 

steel,  61. 

steel  (Stead),  62. 

steel  (Vignal),  63. 

—  influence  of  on  estimation  of  anti- 

mony, 276. 

nickel,  140. 

tin,  274. 

—  gravimetric  estimation  of,  60. 

—  preliminary  summary,  58. 

—  rapid  estimation  of,  182. 

—  reagents  for  oxidizing,  60. 

—  volumetric  estimation  of,  60. 
Clark — hardness  of  water,  249. 
Cobcdt — estimation  of  in  iron  ores,  193. 

—  influence  of  on  estimation  of  anti- 

mony, 276. 

tin,  274. 

Coke— estimation  of  in  coal,  233. 
Colby— bibliography  of  metallography. 


Colour  test  for  carbon,  5. 

—  influence  of  various  factors  on,  6. 
Combustion — direct,  2,  6,  11. 

—  speed  and  efficiency  of,  334. 

—  tubes,  5. 

Constitution  of  iron  and  steel,  343. 
Copper  alloys— analysis  of,  256. 
Copper  aluminium  alloys— analysis  of, 

270. 
Copper — direct  estimation  of  in  alloys, 

280. 

—  estimation  of  in  ferro-vanadium,  166. 
iron  ores,  193. 

manganese  alloys,  128. 

metallic  aluminium,  177. 

metallic  copper,  264. 

steel,  102. 

—  influence  of  on  estimation  of  anti- 

monv,  277. 

bismuth,  262. 

tin,  274. 

—  preliminary  summary,  101. 

—  solution— continued  use  of,  334. 

—  tin  alloys— analysis  of,  268. 

—  zinc  alloys — analysis  of,  266. 
Crucible— the  Gooch,  339. 
Cube  nickel — analysis  of,  142. 
Cyanometric  estimation  of  nickel,  137. 
Cylinder  deposits— analysis  of,  254. 

Direct  combustion,  2,  6,  11. 

Direct  estimation  of  antimony  in  alloys, 

277. 

—  arsenic  in  alloys,  280. 

—  bumuth  in  alloys,  280. 

—  copper  in  alloys,  280. 

—  lead  in  aUoys,  279. 
--  tin  in  alloys,  275. 
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Eggertz  colour  test,  5, 18. 
Engineering  alloys — analysis  of,  256. 
Etching,  285. 
Evaporation— hastening,  23,  341. 

Factors— table  of,  351. 

Ferric  oxide — estimation  of  in  magnesia 

brick,  220. 

refractory  materials,  212. 

Ferrite,  290. 

Ferro.boron — analysis  of,  179. 

Ferrous   oxide— estimation    of   in    iron 

ores,  188. 

refractory  materials,  215. 

tap  cinder,  227. 

Filter  paper — reducing  action  of,  336. 
Filters — ^adsorption  of  salts  by,  339. 

—  preparing  asbestos  for,  340. 

—  puln,  387. 

—  syplion,  339. 
Filtration— accelerated,  338. 

Ford — rapid  estimation  of  silicon,  180. 
Fuel — the  analysis  of,  231. 

Galbraith — estimation  of  chromium,  62. 
Gas  anaWsis,  238. 

—  complete,  243. 

—  rapid,  242. 
Gkui  generator,  340. 

Gibbe — estimation  of  arsenic  and  anti- 
mony in  copper,  258. 

Goocb— separation  of  aluminium  and 
titanium,  123. 

—  crucible,  339. 

Graphite— estimation  of  in  silicon  alloys. 

115. 
steel,  6,  20. 

Hampe— analysis  of  refined  copper,  257. 
Hardenite,  297. 

Hardened  steel— microstructure  of,  297. 
Hardness  of  water — estimation  of,  249. 

—  table  of,  349. 
Heat-tinting,  287. 

Hehner— hardness  of  water,  249. 
Hydrochloric  acid— influence  of  on  esti- 
mation of  bismuth,  262. 

—  testing  for  arsenic  in,  106. 
Hydrofluoric  acid  process  for  alkalis,  217. 
Hydrogen— estimation  of  in  fuel,  236. 

Indirect  analysis  of  manganese  alloys, 

127. 
Iodine  solution— preparation  of  standard, 

105. 
Iron— estimation  of  in  basic  slag,  228. 

blast  furnace  slag.  224. 

boiler  water,  247. 

chromite,  208. 

ferro-titanium,  171. 

ferro-vanadium,  169. 

metallic  aluminium,  177. 

metallic  chromium,  136. 

metallic  copper,  263. 

molybdenum  alloys,  160. 

ores,  187. 

steel,  108. 

tap  cinder,  226. 


Iron— estimation  of  in  tungsten  poTrder, 
155. 

—  influence  of  on  estimation   of  anti- 

mony, 277. 

bismuth,  262. 

copper,  265. 

nickel,  140. 

tin,  278. 

—  preliminary  summary,  106. 

—  reduction  of  to  ferrous  oxide,  108. 

—  standard  solution  of,  109. 

—  titration  of,  109. 

—  volumetric  determination,  106. 

Kalmann — rapid  analysis  of  boiler  water, 
249. 

—  prevention  of  boiler  scale,  2*52. 
Kopp — expansion  of  aqueous  solutions, 

31. 

Labels  for  bottles,  335. 

Lawrence  Smith  process  for  alkalis,  216. 

Lead— direct  estimation  of  in  alloys,  279. 

—  estimation  of,  277. 

in  metallic  copper,  260. 

in  iron  ores,  iM. 

—  influence  of  on  estimation  of  anti- 

mony, 276. 
bismuth,  262. 

—  —  copper,  264. 

nickel,  140. 

tin,  274. 

Ledebur — analysis  of  mill  scales,  229. 
Lime — estimation  of  in  basic  slag,  228. 

blast  furnace  slag,  224. 

boiler  water,  247. 

chromite,  208. 

iron  ores,  192. 

magnesia  brick,  220. 

refractory  materials,  213. 

tap  cinder,  226. 

tungsten  powder,  156. 

Magnesia — estimation  of  in  banc  alae, 

228. 

blast  furnace  slag,  224. 

boiler  water,  217. 

chromite,  208. 

iron  ores,  192. 

magnesia  brick,  221. 

refractory  materiiJs,  213. 

tap  cinder,  226. 

Manganese  alloys— analysis  of,  125. 
Manganese  bronzes — analysis  of,  270. 
Manganese — estimation  of  in  acid  alag. 

227. 

blast  furnace  slag,  225. 

chromite,  20vS. 

ferro-aluminium,  174. 

ferro-chromium,  130. 

ferro-titanium,  170. 

ferro-tungsten,  143. 

ferro-vanadium,  164. 

iron  ores,  189. 

magnesia  brick,  222. 

manganese  alloys,  126. 

—  manganese  ores,  201. 

metallic  aluminium,  176, 
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Maiiganese  —  estimation  of  in  metallic 
chromium,  135. 

—  —  molybdenum  alloys,  159. 

—  —  nickel-tungsten,  160. 

—  —  silicon  alloys,  118,  121. 
tap  cinder,  229. 

—  —  tungsten  powder,  152. 

—  gravimetric  estimation   of   in   steel, 

27,30. 

—  influence  of  on  estimation  of  anti- 

mony, 276. 

bismuth,  263. 

nickel,  139. 

tin,  274. 

—  preliminary  summary,  26. 

—  rapid  estimation  of,  181. 

—  separation  of  iron  from,  25,  30. 

—  volumetric  estimation  of,  ^,  32,  34. 
Manganese  ores— analysis  of,  200. 
Manganiferous  steel — micros truoture  of, 

301. 
Manganous  oxide  —estimation  of  in  basic 

slag,  228. 
Martensite,  298. 

—  structure,  299. 

Mercury — influence  of  on  estimation  of 
copper,  264. 

tin,  274. 

Micrographic  analysis,  283. 

Microstructure  of  steel,  290. 

Mill  scale— analysis  of,  229. 

Minor  constituents  of  steel.  111. 

Miscellaneous  notes,  334. 

Mixing  dry  powders,  341. 

Moisture — estimation  of  in  fuels,  231. 

ores,  187. 

Molybdenum  alloys — analysis  of,  1.58. 

Molybdenum — estimation  of  in  molyb- 
denum powders,  162. 

steel,  83. 

—  —  tungsten  powder,  154. 

—  gravimetric  estimation  of,  82. 

—  influence  of  on  estimation  of  nickel, 

140. 
tin,  274. 

—  powders— analysis  of,  161. 

—  precipitation  of   from   impure  solu- 

tions, 84. 

—  preliminary  summary,  81. 

—  separation  of  iron  from,  81. 
tungsten  from,  82,  85. 

—  volumetric  estimation  of,  82. 
Moulding  compositions,  218. 
Mounting,  288. 

Newburn    Steel    Works— estimation   of 

silicon  at,  24. 
Nickel  alloys— analysis  of,  137. 
Nickel — cyanometric  estimation  of,  71. 

—  estimation  of  in  iron  ores,  193. 

nickel-tungsten,  150. 

steel,  66,  67. 

—  influence  of  on  estimation  of  anti- 

mony, 274. 
tin,  276. 

—  -molybdenum — analysis  of,  160. 

—  preliminary  summary,  64. 

—  rapid  estimation  of,  183. 


Nickel — separation  of  iron  from,  64,  67t 
72. 

—  -tungsten — analysis  of,  150. 
Niobium  in  tungsten  powder,  157. 
Nitric  acid— influence  of  on  estimation 

of  bismuth,  262. 
Nitrogen— estimation  of  in  fuel,  237. 

—  in  steel,  112. 

Normalized  steel  — micro -structure  of, 
292. 

Oil— estimation  of  in  cylinder  deposits, 

254. 
Ores — analysis  of,  186. 

—  dissolving,  186. 

Organic  matter— estimation  of  in  boiler 

water,  247. 

chromite,  206. 

iron  ores,  191. 

manganese  ores,  202. 

refractory  materials,  217. 

Oxygen— estimation  of  in  molybdenum 

powders,  162. 

PearUte,  292. 
Perforating  glass,  340. 
Peroxide  of  manganese  in  ores,  202. 
Phosphoric  acid— estimation  of  in  mag- 
nesia brick,  222. 
tap  cinder,  227. 

—  separation  of  from  stannic  oxide,  270. 
Phosphorus  alloys — analysis  of,  269. 
Phosphorus — estimation  of  in  acid  slag, 

228. 

basic  slag,  229. 

blast  furnace  slag,  225. 

chromite,  208. 

ferro-aluminium,  174. 

ferro-chromium,  131. 

ferro-titanium,  172. 

ferro-tungsten,  146. 

ferro-vanadium,  164. 

fuel  ash,  236. 

iron  ores,  190. 

manganese  alloys,  128. 

manganese  ores,  203. 

metallic  alumiivium,  176. 

metallic  chromium,  135. 

molybdenum  alloys,  169. 

nickel-tungsten,  150. 

—  —  pig  iron,  114. 

sihcon  alloys,  118,  122. 

steel,  55. 

titaniferous  ores,  178. 

tungsten  powders,  162. 

—  influence  of  on  estimation  of  tin,  274. 

—  precipitation  with  magnesia,  47. 
molybdate,  49. 

—  preliminary  summary,  46. 

—  rapid  estimation  of,  182. 

—  separation  of  arsenic  from,  51. 

iron  from,  47. 

Photography,  288. 

Pig  iron — the  analysis  of,  113. 
Platinum  apparatus — care  of,  337. 
Polish  attack,  285. 
Polishing — methods  of,  284. 
Potassium  cyanide  solution,  187. 
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PotaBsium  iodide— influence  of  on  esti- 
mation of  bismuth,  262. 

copper,  265. 

Powdering  samples,  342. 
Pyrometer — calibration  of,  326. 
Pyrometry,  323. 

—  example  of  calibration,  327. 

—  recording  observations,  329. 

—  typical  problems,  328. 

Reagents  for  gas  analysis,  245. 
Red-lead  process  for  manganese,  32.* 
Refractory  materials — analysis  of,  211. 
Repairing  furnace  casings,  343. 

Sampling— remarks  on,  20. 

—  fuels,  231. 
Sash  cords,  343. 

Scales  in  boilers — prevention  of,  252. 
Scheelite— analysis  of,  205. 
Schoffel  process  for  tungsten,  78. 
Siemens  slag— analysis  of,  227,  228. 
Silica — estimation  of  in  basic  slag,  22S. 

blast  furnace  slag,  223. 

boiler  water,  247. 

chromite,  208. 

iron  ores,  188. 

magnesia  brick,  220. 

refractory  materials,  211. 

tap  cinder,  226. 

tungsten  powder,  155. 

Silicon  alloys— analysis  of,  115. 
Silicon— estimation     of    in    aluminium 
metal,  175. 

ferro-aluminium,  174. 

ferro-chromium,  130. 

ferro-titanium,  171. 

ferro-tungsten,  145. 

ferro-vanadium,  164. 

manganese  alloys,  128. 

metallic  chromium,  135. 

molybdenum  alloys,  159. 

nickel-tungsten,  150. 

pig  iron,  113. 

silicon  alloys,  116. 

steel,  24. 

—  preliminary  summary,  22. 

—  rapid  estimation  of,  180. 

Silver  and  gold  in  iron  and  steel,  112. 
Silver — influence    of    on    estimation    of 

bismuth,  263. 

copper,  265. 

Silver  iodide  indicator,  137. 

Slags— analysis  of,  223. 

Slag  and  oxides  in  bteel.  111. 

Sodium  bismuthate — preparation  of,  34. 

Sodium — estimation    of    in    aluminium 

metal,  177. 
Sodium     tungstate— estimation     of     in 

tungsten  powder,  153. 
Sorbite,  299. 

Specific  gravity — determination  of,  157. 
Stannic  oxide — separation  of  phosphoric 

acid  from,  270. 
Stead — absorption  pipette,  243. 
colour  test  for  carbon,  6,  19. 
estimation  of  chromium,  62. 
•  gas  ax^paratus,  240. 


Stead— gas  sampler,  241. 

—  tribasic  mixture,  134. 

Steel  castings — micro-structure  of,  30S. 
Sulphur — estimation  of  in  acid  slag,  228. 

basic  slag,  228. 

blast  furnace  slag,  225. 

chromite,  208. 

ferro-aluminium,  174. 

ferro-chromium,  131. 

ferro-titanium,  171. 

ferro-tungsten,  145. 

ferro-vanadium,  164. 

fuel,  233. 

fuel  ash,  236. 

iron  ores,  189. 

manganese  alloys,  128. 

manganese  ores,  203. 

metallic  aluminium,  176. 

metallic  chromium,  135. 

metallic  copper,  263. 

molybdenum  alloys,  159. 

nickel-tungsten,  160. 

pig  iron,  114. 

reagents,  44. 

silicon  alloys,  118, 120. 

steel  (gravimetric),  37,  43. 

steel  (volumetric),  41,  45. 

tap  cinder,  227. 

tungsten  powder,  152. 

—  influence  of    on   estimation    of    tin, 

274. 

—  organic  in  fuel,  235. 

—  preliminary  summary,  37. 

—  sulphate  in  fuel,  234. 

—  sulphide  in  fuel,  234. 

Sulphuric  acid — influence  of  on  estima- 
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Illustrations.     Crown  8vo. ,  3^.  6<f 


Scientific  Works  published  by  Longmans^  Green^  <5r*  Co, 


PHYSICS,  ETC. 
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GLAZEBROOK  AND  SB  A  IV.— PRACTICAL  PHYSICS.     By 
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Illustrations.     Fcp.  8vo. .  ys.  6d. 

GC/TITR/E,— MOLECULAR   PHYSICS   AND   SOUND.      By 

F.  GUTHKIK.  Ph.D.     With  91  Diagrams.     Fcp.  8vo.,  is.  6d. 
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SUBJECTS.    By  HERMANN  voN  Hklmholtz.    Translated  by  E.  Atkinson. 
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By  Magnus  Maclean,  D.Sc.,  Professor  of  Electrical  Engineering  at  the 
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tary Treatise,  with  Mathematical  Appendices.  By  Dr.  Oskar  Emil 
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University  of  Leipzig ;  and  an  Appendix  '  Stereo-chemistry  among  Inorganic 
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Manual  for  Use  in  Organised  Science  Schools.    With  lao  Illustrations  and 
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With  24a  Illustrations.     Crown  8vo. ,  2j.  6d. 
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PRINCIPLES  OF  MECHANICS.     With  253  Illustrations  and 
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TARLETON,—h^  INTRODUCTION  TO  THE  MATHE- 
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THEORETICAL   MECHANICS— SOLIDS.     With  163  Illus- 
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THEORETICAL  MECHANICS.— FLUIDS.     With  122  lUus 

trations,  numerous  Worked  Examples,  and  about  500  Examples  from  Ex- 
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THORNTON.— THEORETICAL    MECHANICS— SOLIDS. 
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Ph.D. 
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THE  ELEMENTS  OF  EUCLID.  BOOKS  I,-VI.  and  Pro- 
positions. I.-XXT.  of  Book  XL,  and  an  Appendix  of  the  Cylinder,  Sphere, 
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A  SEQUEL  TO  THE  ELEMENTS  OF  EUCLID.      Part  I. 
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Students  preparing  for  the  Military  Entrance  Examinations.  By  Henry  J. 
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WIJVTE/^.— ELEMENTARY    GEOMETRICAL    DRAWING. 
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by  C.  RiBOKG  Mann  and  Robert  A.  Millikan,  Assistant  Professors  of 
Physics  at  the  University  of  Chicago.     With  no  Diagrams.     8vo.,  i$s.  net. 
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VANDERPOEL.^COLOK    PROBLEMS  :   a  Practical  Manual 

for  the  Lay  Student  of  Color.  By  Emily  Noyes  Vandrrpoel.  Withlri7 
Plates  in  Color.     Square  Svo.  ,215.  net. 

WRIGHT.— OPTICAL  PROJECTION :  a  Treatise  on  the  Use 

of  the  Lantern  in  Exhibition  and  Scientific  Demonstration.  By  Lewis  Wright, 
Author  of  '  Light :  a  Course  of  Experimental  Optics '.  With  232  Illustrations. 
Crown  8vo.,  ts. 
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O^  K— NUMERICAL   EXAMPLES    IN    HEAT.      By   R.    E. 
Day.  M.A.     Fcp.  8vo..  y,  6d. 

DEXTEI^.— ELEMENTARY  PRACTICAL  SOUND,  LIGHT 
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Illustrations.     Crown  8vo.,  as.  6d. 

jEMTAGE.— LIGHT.     By  W.  T.  A.  Emtage,  M.A.,  Director  of 

Education,  Mauritius.    With  332  Illustrations.     Crown  8vo.,  6s 

HELMHOLTZ.—ON  THE  SENSATIONS  OF  TONE  AS  A 

PHYSIOLCX5ICAL  BASIS  FOR  THE  THEORY  OF  MUSIC.  By  Her- 
MANN  VON  Helmholtz.     Royal  Bvo..  2af. 

MAXWELL.— THEORY  OF  HEAT.     By  J.  Clerk  Maxwell 

M.A.,  F.R.SS.,  L.  and  E.     With  Corrections  and  Additions  by  Lord  Ray 
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SMITH.— THE  STUDY  OF  HEAT.     By  J.  Hamblin  Smith, 
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TYNDALL.^Y^oxY%    by    JOHN    TYNDALL,    D.C.L,    F.R.S. 
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By  Richard  Wormell,  B.Sc,  M.A.    Fcp.  8vo..  u.  td. 

WRIGHT.— V^otks  by  MARK  R.  WRIGHT,  M.A. 
SOUND,    LIGHT,   AND   HEAT.      With   160   Diagrams  and 
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Boiler  Management  and  Steam  Boiler  Explosions.  By  M.  Powis  Bale. 
M.LM.E.,  A.M.I.C.E.     Fcp.  8vo.,  as.  6rf. 
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Agents.    With  228  Illustrations.    8vo. ,  155. 
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HOLMES.— TM'E    STEAM    ENGINE.      By    George    C.    V. 

Holmes,  Chairman  of  the  Board  of  Works,  Ireland.  With  az3  Illustratian& 
Fcp.  8vo.,  6s. 

NEILSON.—TVIE    STEAM     TURBINE.       By    Robert     M. 

Neilson,  Whitwoith  Exhibitioner,  Associate  Member  of  the  Institute  of 
Mechanical  Engineers,  Lecturer  on  Steam  and  the  Steam  Engine  at  the 
Heginbottom  Technical  School,  Ashton-under-Lyne.  With  145  Illustrations. 
8vo. ,  7J.  6d.  net. 

NOjRRIS.—K  practical   treatise  on  THE  'OTTO' 

CYCLE  GAS  ENGINE.  By  WiLLlAM  NoRRlS,  M.I.Mech.E.  With  ao7 
Illustrations.     8vo.,  xo;.  6d. 

E/FFEJ^.— Works  by  WILLIAM  RIPPER,  Professor  of  Mechani- 
cal  Engineering  in  the  Sheffield  Technical  School. 

STEAM.     With  185  Illustrations.     Crown  8vo.,  2s.  6d, 

STEAM  ENGINE  THEORY  AND  PRACTICE.     With  438 

Illustrations.     8vo.,  gs, 

SENNETTand  OEAAf.— the  MARINE  STEAM  ENGINE: 

A  Treatise  for  Engineering  Students,  Young  Engineers  and  Officers  of  the 
Royal  Navy  and  Mercantile  Marine.  By  the  late  Richard  Sennktt, 
Engineer-in-Chief  of  the  Navy,  etc.  ;  and  Henry  J.  Oram,  Senior  Ejigineer 
Inspector  at  the  Admiralty,  Inspector  of  Machinery  in  H.M.  Fleet,  etc. 
With  4x4  Diagrams.     8vo.,  ais. 

STEOAfEVEE,— MARINE   BOILER   MANAGEMENT  AND 

CONSTRUCTION.  Being  a  Treatise  on  Boiler  Troubles  and  Repairs. 
Corrosion,  Fuels,  and  Heat,  on  the  properties  of  Iron  and  Steel,  on  Boiler 
Mechanics,  Workshop  Practices,  and  Boiler  Design.  By  C.  E.  Stromkyks, 
Chief  Engineer  of  the  Manchester  Steam  Users'  Association.  Member  of 
Council  of  the  Institution  of  Naval  Architects,  etc.  With  452  Diagrams,  etc 
8vo.,  I2J.  net. 


ARCHITECTURE,  BUILDING  CONSTRUCTION,  ETC. 

ADVANCED  BUILDING  CONSTRUCTION.     By  the  Author 

of  'Rivingtons*   Notes  on  Building  Construction'.     With  385  Illustrations^ 
Crown  8vo. ,  4s.  6d, 

B C/EEEZL.—BmLDmG  CONSTRUCTION.     By  Edward  J. 

BuRRELL,  Second  Master  of  the  People's  Palace  Technical  School,  London. 
With  303  Working  Drawings.     Crown  8vo. ,  aj.  6d. 

GIVILT.—AN    ENCYCL0P^:DIA    of     ARCHITECTURE. 

By  Joseph  Gwilt,  F.S.A.  Revised  (1888),  with  Alterations  and  Considerable 
Additions  by  Wyatt  Papworth.     With  1700  Engravings.     8va,  au.  net. 

PARKER   AND    UNWIN.—'YYLE    ART    OF    BUILDING    A 

HOME  :  A  Collection  of  Lectures  and  Illustrations.  By  Barry  Parker  and 
Raymond  Unwin.    With  68  Full-page  Plates.    8vo,  lor.  6rf.  net. 

i?/CZMi?Z>5.— BRICKLAYING  AND  BRICKCUTTING.     By 

H.  W.  Richards,  Examiner  in  Brickwork  and  Masonry  to  the  City  and  Guilds 
of  London  Institute,  Head  of  Building  Trades  Department,  Northern  Poly- 
technic Institute,  London.  N.     With  over  200  Illustrations.     8vo.,  y.  6d. 
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ARCHITECTURE,  BUILDING  CONSTRUCTION,  KT^n—OonHnu€d, 

5:£Z>Z?(9iV;— BUILDER'S    WORK    AND    THE    BUILDING 

TRADES.  By  CoL  H.  C.  Seddon,  R.E.,  late  Superintending  Engineer, 
H.M.'s  Dockyard,  Portsmouth;  Examiner  in  Building  Construction,  Science 
and  Art  Department,  South  Kensington.  With  numerous  Illustrations. 
Medium  8vo.,  i6f. 

VALDER,—^OOY.  OF  TABLES,  giving  the  Cubic  Contents  of 

from  One  to  Thirty  Pieces  Deals,  Battens  and  Scantlings  of  the  Sixes  usually 
imported  or  used  in  the  Building  Trades,  together  with  an  Appendix  showing  a 
large  number  of  sizes,  the  Contents  of  which  may  be  found  by  referring  to  the 
aforesaid  Tables.     By  Thomas  Valder.    Oblong  410.,  dr.  net. 

RiVINCTONS'  COURSE  OF  BUILDING  G0N8TRUGTI0N. 

NOTES  ON  BUILDING  CONSTRUCTION.     Arranged  to  meet 

the  requirements  of  the  syllabus  of  the  Board  of  Education^    Medium  8vo. 

Part  I.     Elementary  Stage.     With  552  Illustrations,  95.  net. 

Part  II.     Advanced  Stage.     With  479  Illustrations,  9J.  net. 

Part  III.     Materials.     Course  for  Honours.     With  188  Illustra- 
tions, i8j.  net. 

Part    IV.      Calculations   for    Building   Structures.      Course   for 

Honours.     With  551  Illustrations,  131.  net. 


ELECTRICITY  AND  MAGNETISM. 

ARRHENIUS.—K  TEXT-BOOK  OF  ELECTROCHEMIS- 
TRY. By  SvANTE  Arrhenius,  Professor  at  the  University  of  Stockholm. 
Translated  from  the  German  Edition  by  John  McCrae,  Ph.D.  With  58 
Illustrations.     8vo.,  95.  6</.  net. 

C^^C/^5-^/Z5(9iy.— ELECTRO-DYNAMICS  :  the  Direct- 
Current  Motor.  By  Charles  Ashley  Carus- Wilson,  M.A.  Cantab.  With 
71  Diagrams,  and  a  Series  of  Problems,  with  Answers.     Crown  8vo.,  ^s.  6d, 

CC/JI^M/I^G.— ELECTRICITY  TREATED  EXPERIMEN- 
TALLY. ByLiNNiKUsCuMMiNG,  M.A.  With  243  Illustrations.  Cr.  8vo. ,  45. 6rf. 

Z?^  K— EXERCISES   IN   ELECTRICAL    AND    MAGNETIC 

MEASUREMENTS,  with  Answers.     By  R.  E.  Day.     lamo..  y.  6rf. 

FITZGERALD.— THE  SCIENTIFIC  WRITINGS   OF   THE 

LATE  GEORGE  FRANCIS  FITZGERALD,  Sc.D..  F.R.S..  F.R.S.E., 
Fellow  of  Trinity  College,  Dublin.  Collected  and  Edited,  with  an  Historical 
Introduction,  by  Joseph  Larmor,  SecR.S.,  Fellow  of  St.  John's  College, 
Cambridge.     With  Portrait.     8vo.,  ly. 

GORJS.— THE  ART  OF  ELECTRO-METALLURGY,  including 

all  known  Processes  of  Electro-Deposition.  By  G.  Gore,  LL.  D. ,  F.  R. S.  With 
56  Illustrations.     Fcp.  8vo.,  6s, 

IfEJ\rnJSRSOJ\r.—Worksby]OHNRENDERSO^yD.Sc.,F,R.S.E. 
PRACTICAL  ELECTRICITY  AND   MAGNETISM.      With 

159  Illustrations  and  Diagrams.     Crown  8vo.,  6s.  6d. 

PRELIMINARY  PRACTICAL  MAGNETISM  AND  ELEC- 
TRICITY.   Crown  8vo.,  u. 
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/J^iVAY^.— ELECTRICITY  AND  MAGNETISM.    By  Fleeming 

Jenkin,  F.R.S.,  M.I.C.E.    With  177  Illustrations.     Fcp.  8vo.,  3*.  6<f. 

/(^ra^^^r.— ELEMENTARY  TREATISE  ON  ELECTRICITY' 

AND  MAGNETISM.  Founded  on  Jouberts  *  Traits  ^I^mentair«  d'Etec- 
tricii6*.  By  G.  C.  Foster,  F.R.S.,and  E.  Atkinson,  Ph.D.  With  Uhis- 
trations.     Crown  8vo.  {New  Ediiion  in  the  Press. 

/(^yC-ff.— EXAMPLES   IN   ELECTRICAL    ENGINEERING. 

By  Samuel  Joyce,  A.I.E.E.    Crown  8vo..  5^. 

Z^^ZJ^iY.— ELECTRICITY  FOR  PUBLIC  SCHOOLS  AND 

COLLEGES.    By  W.  Larden,  M.A.     With  215  Illustratioos.     Cr.  8vol,  6f. 

MACLEAN  AND  MARCHANT,—El.¥ME^i:hB.Y  QUES- 
TIONS IN  ELECTRICITY  AND  MAGNETISM.  With  Answers.  Com- 
piled by  Magnus  Maclean,  D.Sc.,  M.I.E.E.,  and  E.  W.  March  ant.  D.Sc., 
A.I.E,  E.     Crown  8  vo.,  I  J. 

MERRIFIELD,—UAG^KVISU  AND  DEVIATION  OF  THE 

COMPASS.     By  JOHN  Merrifield,  LL.D.,  F.R.A.S.,  i8ma.  a*.  6d. 

i'^.^i?.— PRACTICAL  ELECTRICAL  TESTING  IN  PHYSICS 

AND  ELECTRICAL  ENGINEERING.     By  G.  D.  Aspinall  Parr.  Assoc. 

M.I.E.E.     With  231  Illustrations.     8vo..  8i.  &/. 

/'(9  KS^^.— Works  by  A.  W.  POYSER,  M.A. 
MAGNETISM  AND  ELECTRICITY.    With  235  Illustrations. 

Crown  8vo. ,  ar.  6d. 

ADVANCED   ELECTRICITY   AND   MAGNETISM.      With 

317  Illustrations.     Crown  8vo.,  45.  6d. 

RHODES,— h:^  ELExMENTARY  TREATISE  ON  ALTER- 
NATING CURRENTS.  By  W.  G.  Rhodes.  M.Sc.  (Vict.),  Consulting 
Engineer.     With  80  Diagrams.     8vo.,  yj.  6d.  net 

SLINGO  AND  BROOKER,—y^ox\i%  by  W.  SLINGO  and  A. 
BROOKER. 

ELECTRICAL  ENGINEERING  FOR  ELECTRIC  LIGHT 

ARTISANS  AND  STUDENTS,    With  371  Illustrations.    Crown  8vo.,  laj. 

PROBLEMS     AND      SOLUTIONS      IN      ELEMENTARY 

ELECTRICITY  AND  MAGNETISM.    With 98  Illustrations.    Cr.8vo..af. 

rFiYZP^ZZ.— Works  by  JOHN  TYNDALL,D.C.L.,F.R.S.  See  p.35. 


TELEGRAPHY  AND  THE  TELEPHONE. 

HOPKINS.  —  TELEPHONE  LINES  AND  THEIR  PRO- 
PERTIES. By  William  J.  Hopkins,  Professor  of  Physics  in  the  Drexel 
Institute,  Philadelphia.     Crown  8vo.,  6j. 

PREECE  AND  S/VEJVRIGHT.—  TELEGRAFHV.    By  Sir  W. 

H.  Preece,  K.C.B.,  F.R.S.,  V.P.Inst.,  C.E.,  etc.,  Engineer-in-Chicf  and  Elec- 
trician, Post  Office  Telegraphs ;  and  Sir  J.  Sivewright,  K.C.M.G.,  General 
Manager,  South  African  Telegraphs.    With  267  Illustrations.     Fcp.  8va ,  6s. 
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ANDERSON.— TU^  STRENGTH    OF    MATERIALS  AND 

STRUCTURES :  the  Strength  of  Materials  as  depending  on  their  Quality  aad 
as  ascertained  by  Testing  Apparatus.  By  Sir  J.  Anderson,  C.E.,  lLd., 
F.R.S.E.    With  66  Illustrations.    Fcp.  8vo.,  y,  6d. 

BARRY.— RAILWAY  APPLIANCES:  a  Description  of  Details 

of  Railway  Construction  subsequent  to  the  completion  of  the  Earthworks  and 
Structures.  By  Sir  John  Wolfe  Barry,  K.C.B.,  F.R.S.,  M.I.C.E.  With 
3x8  Illustrations.    Fcp.  8vo.,  4s.  6tL 

GOODAf AN. -MECHANICS  APPLIED  TO  ENGINEERING. 

By  John  Goodman,  Wh.Sch.  .A.M.I.C.E.M.I.M.E.,  Professor  of  Eogineenng 
in  the  Yorkshire  College,  Leeds  (Victoria  University).  With  690  Illustrations 
and  numerous  Elxamples.    Crown  8va,  7s.  6d.  net. 

LOW.  — A     POCKET-BOOK     FOR     MECHANICAL    EN- 

QINEERS.  By  David  Allan  Low  (Whitworth  Scholar),  M.LMech.E., 
Professor  of  Engineering,  East  London  Technical  College  (Ptople's  Palace), 
London.  rWith  over  1000  specially  prepared  Illustrations.  Fcp.  8va ,  gilt  edges, 
rounded  comers,  js.  6d. 

PARKINSON.— lAGWT  RAILWAY  CONSTRUCTION.  By 
Richard  Marion  Parkinson,  Assoc.  M.  Inst. C.E.  With  numerous 
Diagrams.     8va 

^ifZ/r^y;— GRAPHICS,  or  the  Art  of  Calculation   by  Drawing 

Lines,  applied  especially  to  Mechanical  Engineering.  By  Robert  H.  Smith, 
Professor  of  Engineenng,  Mason  CoUe^,  Birmingham.  Part  I.  With 
separate  Atlas  of  29  Plates  containing  97. Diagrams.    8vo..  151. 

STONE  Y.— THE   THEORY   OF  STRESSES  IN  GIRDERS 

AND  SIMILAR  STRUCTURES;  with  Practical  Observations  on  the 
Strength  and  other  Properties  of  Materials.  By  Bindon  B.  Stonby,  LL.D., 
F.R.S..  M.I. C.E.     With  5  Plates  and  143  Illust.  in  the  Text     Royal  8vo..  365. 

C/NIVIN— Works  by  W.  CAWTHORNE  UNWIN,  F.R.S.,  B.Sc. 
THE  TESTING  OF  MATERIALS  OF  CONSTRUCTION. 

A  Text-book  for  the  Engineering  Laboratory  and  a  Collection  of  the  Results 
of  Experiment.  With  5  Plates  and  x88. Illustrations  and. Diagrams.  8va, 
i6f.  net 

ON    THE    DEVELOPMENT   AND   TRANSMISSION    OF 

POWER  FROM  CENTRAL  STATIONS :  beinj^  the  Howard  Lectures 
delivered  at  the  Society  of  Arts  in  1893.     With  81  Diagrams.    8vo.,  los.  net. 

/f^^^^^M— ENGINEERING  CONSTRUCTION   IN   IRON, 

STEEL.  AND  TIMBER.  By  WiLtiAM  Hknry  Warrkn.  Challis  Professor 
of  Civil  and  Mechanical  Engineering,  University  of  Sydney.  With  13  Folding 
Plates  and  375  Diagrams.     Royal  8vo. .  i6r.  net. 

WHEELER.— THE  SEA  COAST:  Destruction,   Littoral  Drift, 

Protection.  By  W.  H.  Whbblkr.  M.Iqst,  C,B.  With  38  Illustrations  iMid 
Diagram.     Medium  8va  ,ios.6d.  net. 
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NOTES  ON  DOCKS  AND  DOCK  CONSTRUCTION.  By  C 
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CALCULATIONS    IN     HYDRAULIC    ENGINEERING:    « 
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T.  Claxtok  Fidler,  M.Inst.C.E. 
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;  Part  11.  Calculations  in  Hydro- Kinetics.     With  numecous  Illus- 

' ,'       '   trations  and  Examples     8vo.,  ^s,  6d,  net. 

RAILWAY  CONSTRUCTION.     By  W.  H.  Mills,  M.I.C.E., 

Bn^poe^-in-Chief  of  the  Great  Northern  Railway  of  Ireland.    With  516  |Uiis- 

'  fratibnsand  Diagrams.    8va,  i8(r.  net. 
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PRINCIPLES    AND    PRACTICE     OF     HARBOUR    CON- 
STRUCTION.   By  William  Shield.  F. R.S. E.  .  M. Inst.C.E    With  97  Illus- 

treitioffis.     Medium  8vo.,  ly.  net. 
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TIDAL    RIVERS:    their  (i)  Hydraulics,  (2)   improvement,    (3) 
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-       ingy  East  L6ndon  TechbicaL  College  (People's  Palace). 

'  IN*PROVEIi  DRAWING  SCALES.    6dL  in  case. 

AN  INTRODUCTION  TO   MACHINE   DRAWING   AND 

DESIGN.    With  153  Illustrations  and  Diagrams.    Crown.8vo,  aft  6d, 
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low  AiTD  ^iE WIS.— A  MANUAL  OF  MACHINE  DRAWING 

.  .AND  DESIGN.    By  David  Allan  Low  and  Alfred  William  Bevis. 
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J/NWINI—THE  ELEMENTS  OF  MACHINE   DESIGN.     By 
W.  Cawthornb  Unwin.  F.R.S. 

Part    I.       General    Principles,    Fastenings,    and    Transniissive 

•  Machinery.    With  345  Diagrams,  etc.     Fcp.  8vo.,  71.  6f/. 

Part  I L      Chiefly  on.  Engine  Deuils.     With  259  IllustratJo 

Fcp.  8vo. ,  6j. 
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NAVAL  ARCHITECTURE.      .. 

A TTfVOOn.— TEXTBOOK    OF    THEORETICAL    NAVAL 

ARCHITECTURE :  a  Manual  for  Students  of  Science  Classes  and  Draiights- 
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WATSON.— ^\V hi.  ARCHITECTURE :  A  Mahual  of  Laying- 
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STEEL-WORKS  MATERIALS.  By  HARRY  Brearley  and  Fred. 
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GORE.—T'&S.  ART  OF  ELECTRO-METALLURGY,  including 

all  known  Processes  of  Electro-Deposition.  By  G.  GoKE,  LL.D.,  F.R.S. 
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and  West  of  Scotland  Technical  College.    8vo.,  lof.  6^. 

RUTLEY.—TYiYs  STUDY  OF  ROCKS:  an  Elementary  Text- 
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trations.     Fcp.  8vo.,  ^.6d. 


id      ^entific  Works  pttblisked  ^>  Idkgmdns,  tiretn,  &»  t  i>, 

ASTRONOMY,  NAVIGATION,  ETC. 
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Knowledge  of  the  Star-Groups.     In  za  Large  Maps.    Imperial  8va,  51. 
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-    CoNTBNTs:    The  Oceanography  of  the  Nortn  Polar  Basin — On  Hydrometers  and  the 
Surface  Tension  of  Liquids. 
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COMMON  SURGICAL  INJURIES :  The  Treatment  of  Internal  Derange- 
anents  of  the  Knee  Joint  and  Management  of  Stiff  Joints.  With  17 
Illustrations.     8vo.,  6s. 
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Cabot,  M.D.,  Physician  to  Out-patients,  Massachusetts  General  Hospital. 
With  3  Coloured  Plates  and  28  Illustrations  in  the  Text     8vo.,  16s, 
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sheaths,  Nerves,  Arteries  and  Veins.  Deformities.  With  141  Illustrations. 
Royal  8vo.,  14J. 

Part  III.     The  Treatment  of  the  Surgical  Affections  of  the  Bones. 

Amputations.     With  100  Illustrations.     Royal  8vo.,  xaj. 

Part  IV.     The  Treatment  of  the  Surgical  Affections  of  the  Joints 

(including  Excisions)  and  the  Spine.    With  138  Illustrations.    Royal  8vo. .  145^ 

Part  V.     The  Treatment  of  the  Surgical  Affections  of  the  Head,. 

Face,  Jaws,  Lips,  Lamyx  and  Trachea ;  and  the  Intrinsic  Diseases  of  the 
Nose,  Ear  and  Larynx,  by  H.  Lambert  Lack.  M.D.  (Lond.),  F.R.C.S.» 
Surgeon  to  the  Hospital  for  Diseases  of  the  Throat,  Golden  Square,  and  to 
the  Throat  and  Ear  Department,  The  Children's  Hospital,  Paddingtcxv 
Green.     With  145  Illustrations.     Royal  8vo.,  x8j. 

Part  VI.     Section  I.     The  Treatment  of  the  Surgical  Affections  of 

the  Tongue  and  Floor  of  the  Mouth,  the  Pharynx,  Neck,  Gisophagus.  Stomal 
and  Intestines.    With  124  Illustrations.     Royal  8vo.,  i8j. 

Section  II.     The  Treatment  of  the  Surgical  Affections  of 

the  Rectum,  Liver.  Spleen,  Pancreas,  Throat,  Breast  and  Genito-urinary 
Organs.     With  Illustrations.     Royal  8vo.  [//i  preparation^ 

CLARKE,— VO^'Y'U.OKIYM  EXAMINATIONS  IN  MEDICO- 

LEGAL  AND  ORDINARY  CASES.  With  Special  Chapters  on  the  Legal 
Aspects  of  Post-mortems,  and  on  Certificates  of  Death.  Bv  J.  Jacksoh 
Clarke,  M.B.  Lond.,  F.R.C.S.,  Assistant  Surgeon  at  the  North-west  London 
and  City  Orthopaedic  Hospitals,  etc.     Fcp.  8vo.,  ai.  dd. 

COATS.--A     MANUAL    OF     PATHOLOGY.       By    Joseph 

Coats,  M.D. ,  late  Professor  of  Pathology  in  the  University  of  Glasgow. 
Fourth  Edition.  Revised  throughout  and  Edited  by  Lewis  R.  Sutherland, 
M.D.,  Professor  of  Pathology,  University  of  St.  Andrews.  With  490  Illustra> 
tions.    8vo.,  31  J.  6d. 

COOKE.— WoxVs  by  THOMAS  COOKE,  F.R.C.S.  Eng.,  B.A.^ 
B.Sc,  M.D.,  Paris. 

TABLETS  0¥  ANATOMY.  Being  a  Synopsis  of  Demonstra- 
tions given  in  the  Westminster  Hospital  Medical  School.  Eleventh  Edition 
in  Three  Parts,  thoroughly  brought  up  to  date,  and  with  over  700  Illustra- 
tions from  all  the  best  Purees,  British  and  Foreign.     Post  4to. 

Part  I.     The  Bones,     yj.  6d,  net. 

Part  11.     Limbs,  Abdomen,  Pelvis.     loj.  6d,  net. 

Part  III.     Head  and  Neck,  Thorax,  Brain,     los.  6d.  net.. 
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'COOI^E.— Works  by  THOMAS  COOKE  (continued). 

APHORISMS  IN  APPLIED  ANATOMY  AND  OPERATIVE 

SURGERY.    Including  100  Typical  vivd  voce  Questions  on  Surface  Marking, 
etc.     Crown  8vo.,  31.  €d. 

DISSECTION  GUIDES.    Aiming  at  Extending  and  Facilitating 

such  Practical  work  in  Anatomy  as  will  be  specially  useful  in  connection  with 
an  ordinary  Hospital  Curriculum.     8vo.,  lor.  6^. 

DAKIN.—k  HANDBOOK  OF   MIDWIFERY.      By  William 

iRADFORD  Dakin.  M.D.,  F.R.C.P.,  Obstetric  Physician  and  Lecturer  on 
Midwifery  at  St.  George's  Hospital,  etc.  With  394  Illustrations.  Large 
-crown  8va,  i8j. 

DICKINSON.'-WoxY^  by  W.  HOWSHIP  DICKINSON,  M.D. 
Cantab.,  F.R.C.P. 

ON    RENAL   AND    URINARY   AFFECTIONS.       With    12 

Plates  and  122  Woodcuts.    Three  Parts.     8vo.,  £z  4^*  ^' 

THE    TONGUE    AS    AN    INDICATION    OF    DISEASE: 

being  the  Lumleian  T.«ctures  delivered  March,  1888.    8vo.,  7J.  td, 

OCCASIONAL  PAPERS  ON  MEDICAL  SUBJECTS,  1855- 

1896.    8vo.,  zaj. 

MEDICINE   OLD   AND   NEW.      An  Address  Delivered  on 

the  Occasion  of  the  Opening  of  the  Winter  Session,  1899- 1900,  at  St  George's 
Hospital  Medical  School,  on  snd  October.  1899.    Crown  8vo.,  2j.  td. 

DUCKWORTH.— \Sox\i%  by  Sir  DYCE  DUCKWORTH,  M.D., 
LL.D.,  Fellow  and  Treasurer  of  the  Royal  College  of  Phy- 
sicians, etc. 

THE  SEQUELS  OF  DISEASE :  being  the  Lumleian  Lectures, 

1896.     8vo.,  iQf.  td. 

THE     INFLUENCE     OF     CHARACTER     AND     RIGHT 

JUDGMENT  IN  MEDICINE :   the  Harveian  Oration,  1898.     Post  4to. 
ar.  6</. 

ERICHSEN.—TWE  SCIENCE  AND   ART  OF  SURGERY; 

a  Treatise  on  Surgical  Injuries,  Diseases,  and  Operations.  By  Sir  John  Eric 
Ekichsen,  Bart.,  F.R.S..  LL.D.  Edin.,  Hon.  M.Ch.  and  F.R.C.S.  Ireland. 
Illustrated  by  nearly  1000  Engravings  on  Wood.     2  vols.     Royal  8vo.,  48;. 

FOWLER  AND  GODLEE.—TU^  DISEASES  OF  THE 
LUNGS.  By  James  Kingston  Fowler,  M.A.,  M.D.,  F.R.C.P.,  Physician 
to  the  Middlesex  Hospital  and  to  the  Hospital  for  Consumption  and  Diseases 
of  the  Chest,  Brompton.  etc. ;  and  Rickman  John  Godlee,  Honorary  Surgeon 
in  Ordinary  to  His  Majesty,  M.S.,  F.R.C.S.,  Fellow  and  Professor  of  Clinical 
Surgery,  University  College,  London,  etc     With  z6o  Illustrations.     8vo.,  25J. 
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M.D.,  F.R.S.,  etc. 

A    TREATISE    ON    GOUT    AND    RHEUMATIC    GOUT 

(RHEUMATOID  ARTHRITIS).     With  6  Plates,  comprising  ai  Figures 
(14  Coloured),  and  27  Illustrations  engraved  on  Wood.    8vo.,  au. 

THE  ESSENTIALS  OF  MATERIA  MEDICA  AND  THERA- 
PEUTICS.   Crown  8vo.,  laj.  6d, 

GOADB  v.— THE  MYCOLOGY  OF  THE  MOUTH  :  a  Text- 
Book  of  Oral  Bacteria.  By  Kenneth  W.  Goadby,  L.D.S.  Eng.,  etc  ; 
Bacteriologist  and  Lecturer  on  Bacteriology,  National  Dental  Hospital,  etc. 
With  numerous   Illustrations.      8vo. 

GOODSALL  AND  il//Z^5.— DISEASES  OF  THE  ANUS  AND 

RECTUM.  By  D.  H.  GooDSALL,  F.R.C.S.,  Senior  Surgeon.  Metropolitan 
Hospital ;  Senior  Surgeon,  St.  Mark's  Hospital ;  and  W.  Ernest  Miles. 
F.R.C.S..  Assistant  Surgeon  to  the  Cancer  Hospital,  Surgeon  (out-patients), 
to  the  Gordon  Hospiul,  etc.  (In  Two  Parts.)  Part  I.  With  91  Illustrations. 
Bvo.,  75.  td.  net 

GRA  y.— ANATOMY,  DESCRIPTIVE  AND  SURGICAL.      By 

Henry  Gray,  F.R.S.,  late  Lecturer  on  Anatomy  at  St.  George's  Hospital 
Medical  School.  The  Fifteenth  Edition  Enlarged,  edited  by  T.  Pickering 
Pick.  F.R.C.S.,  Consulting  Surgeon  to  St.  George's  Hospital,  etc.,  and  by 
Robert  Howden,  M.A..  M.B.,  CM.,  Professorof  Anatomy  in  the  University  of 
Durham,  etc.  With  772  Illustrations,  a  large  proportion  of  which  are  Coloured, 
the  Arteries  being  coloured  red,  the  Veins  blue,  and  the  Nerves  yellow.  The 
attachments  of  the  muscles  to  the  bones,  in  the  section  on  Osteology,  are 
also  shown  in  coloured  outline.      Royal  Bvo.,  32^.  net. 

HALLIBURTON,— V^otVs  by  W.  D.  HALLIBURTON,  M.D., 
F.R.S.,  Professor  of  Physiology  in  King's  College,  London. 

A    TEXT-BOOK    OF    CHEMICAL    PHYSIOLOGY     AND 

PATHOLOGY.     With  104  Illustrations.     8vo.,  a8j. 

ESSENTIALS   OF   CHEMICAL    PHYSIOLOGY.      With   77 

Illustrations.    8vo.,  5^. 

LANG,— THE    METHODICAL    EXAMINATION    OF   THE 

EYE.  Being  Part  I.  of  a  Guide  to  the  Practice  of  Ophthalmology  for  Students 
and  Practitioners.  By  William  Lang.  F.R.C.S.  Eng.,  Surgeon  to  the  Royal 
London  Ophthalmic  Hospital,  Moorfields,  etc.  With  15  Illustrations. 
Crown  8vo.,  y.  6d 

Z£/7r/r_TEXT-B00K    OF    FORENSIC     MEDICINE    AND- 

TOXICOLOGY.  By  Arthur  P.  Luff.  M.D.,  B.Sc.  (Lond.),  Physician 
in  Charge  of  Out- Patients  and  I..«cturer  on  Medical  Jurisprudence  and 
Toxicology  in  St.  Mary's  Hospital.  With  13  full-page  Plates  (i  m  colours)  and 
33  Illustrations  in  the  Text.     2  vols.    Crown  8vo. .  34J. 
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ology  ;  Bacteriology ;  Tropical  Medicine ;  Hygiene.  Edited  by  Rupert 
BoYCE  and  C.  S.  Sherrington.  With  Plates  and  Illustrations  in  the  text 
Demy  4ta  Vol  I.,  1898-9,  lor.  6d. ;  Vol.  II.,  1898-9,  255.  ;  Vol.  III.,  Part  I., 
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THE  LIVERPOOL  SCHOOL  OF  TROPICAL  MEDICIHE  MEMOIRS. 

With  Plates  and  Illustrations  in  the  text.     Demy  4*0. 

I.  Malarial  Fever :  Its  Cause,  Prevention  and  Treatment.     Con- 

taining full  details  for  the  use  of  Travellers,  Sportsmen,  Soldiers,  and  Residents 
in  Malarious  Places.  By  Ronald  Ross,  C.B.,  F.R.S.,  F.R.C.S.  Ninth. 
Edition,  Revised  and  Enlarged.    With  Frontispiece.     8vo..  as.  6d. 

II.  Report  of  the  Malaria  Expedition  to  West  Africa,  August,  1899. 
By  Ronald  Ross,  C.B.,  F.R.S.,  F.R.C.S.,  H.  E.  Annett,  M.D.,  D.P.H. 
and  E.  E.  Austen.  With  Supplemental  Reports  by  Major  G.  M.  Giles, 
M.B.  and  R.  Fielding-Ould,  M.B.    21  j. 

III.  Report  of  the  Malaria  Expedition  to  Nigeria.  Part  I.  Ma- 
larial Fever,  etc.  By  H.  E.  Annett,  M.D.,  J.  Everett  Dutton,  M.B. 
and  J.  H.  Elliott,  M.D.    ioj.  6d. 

IV.  Report  of  the  Malaria  Expedition  to  Nigeria.  Part  IL 
Filariasis.  By  H.  E.  Annett,  M.D.,  J.  Everett  Dutton,  M.B.  and  J.  H; 
Elliott,  M.D.    15 f. 

V.  Part   I.      First   Progress   Report   of  the   Campaign   against 

Mosquitoes  in  Sierra  I.«one  (1901).  By  Ronald  Ross,  C.B.  ,  F.R.C.S.,. 
F.R.S.     8vo.,  IS. 

VII.  Report  of  the  Yellow  Fever  Expedition  to  Pard  (1900).  By 
H.  E.  Durham.  M.B.,  F.R.C.S.,  and  the  late  Walter  Myers,  M.B. 
4to.,  75.  6d. 

A//SCF.LLANEOUS. 

Notes  on  Sanitary  Conditions  obtaining  in  Pard.  By  the  Members- 
OF  the  Yellow  Fever  Expedition.    8vo.,  ij. 

PAGET.— Edited  by  STEPHEN  PAGET. 
SELECTED   ESSAYS  AND  ADDRESSES.     By  Sir  JAMES 

PAGET.     8vo.,  laj.  6d.  net. 

MEMOIRS  AND  LETTERS  OF  SIR  JAMES  PAGET,  Bart., 

F.R.S.,  D.C.L.,  late  Sergeant-Surgeon  to  Her  Majesty  Queen  Victoria.   With 
6  Portraits  (3  Photogravures)  and  4  other  Illustrations.     8vo.,  12s.  6d.  net. 

/VC^.—SURGERY :  a  Treatise  for  Students  and  Practitioners. 
By  T.  Pickering  Pick,  Consulting  Surgeon  to  St.  George's  Hospital ;  Senior 
Surgeon  to  the  Victoria  Hospital  for  Children  ;  H.M.  Inspector  of  Anatomy  in 
England  and  Wales.     With  441  Illustrations.     Medium  8vo. ,  35^. 

POOLE.— COOKERY  FOR  THE  DIABETIC.     By  W.  H.  and 

Mrs.  Poole.    With  Preface  by  Dr.  Paw.     Fcap.  8vo.,  2j.  6d. 

PROB  YN- WILLI AMS.—K  PRACTICAL  GUIDE  TO   THE: 

ADMINISTRATION  OF  ANAESTHETICS.     By  R.  J.  Probyn- Williams, 
M.D.,  Anaesthetist  and  Instructor  in  Anaesthetics  at  the  London  Hospital ;. 
Lecturer  in  Anaesthetics  at  the  London  Hospital  Medical  College,  etc.    With> 
34  Illustrations.     Crown  8vo.,  \s.  6d.  net. 
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gC7i4/7V.— QUAIN'S  (Sir  Richard)  DICTIONARY  OF  MEDI- 
CINE. By  Various  Writers.  Third  Edition.  Edited  by  H.  Montague 
Murray.  M.D.,  F.R.C.P.,  Joint  Lecturer  on  Medicine,  Charing  Cross  Medical 
School,  and  Physician  to  Out-Patients.  Charing  Cross  Hospital ;  assisted  b^ 
John  Harold,  M.B.,  B.Ch.,  B.A.O.,  Physician  to  St.  John's  and  St.  ^iza- 
beth's  Hospital;  and  W.  Cecil  Bosanquet,  M.A.,  M.D.,  M.R.C.P.. 
Physician  to  Out-Patients,  Victoria  Hospital  for  Children.  Chelsea.  With 
21  Plates  (14  in  Colour)  and  numerous  Illustrations  in  the  Text.  8vo.,  3i<f. 
net.   buckram  ;  or  50^.  net,  half-morocco. 


QUAIN,-^\J\m'S  QONES)  ELEMENTS   OF  ANATOMY. 

The  Tenth  Edition.  Edited  by  Edward  Albert  Schapkr,  F.R.S..  Professor 
of  Physiology  in  the  University  of  Edinburgh  ;  and  George  Dancer  Thank, 
Professor  of  Anatomy  in  University  College,  London. 


Vol.  I..  Part  I.  EMBRYOLOGY. 
By  E.  A.  SCHAFER,  F.R.S:  With 
200  Illustrations.    Royal  8vo. .  91. 

Vol.  I.,  Part  H.  GENERAL  ANA- 
TOMY OR  HISTOLOGY.  By  E. 
A.  SchXper,  F.R.S.  With  291 
Illustrations.     Royal  8vo.,  12J.  6</. 

Vol.  II.,  Part  I.  OSTEOLOGY— 
ARTHROLOGY.  ByG.  D. Thane. 
With  224  Illus.     Royal  8vo.,  lu. 

Vol.    II.,    Part    II.      MYOLOGY— 
ANGEIOLOGY.  By  G.D.  Thane. 
With  199  Illustrations.    Royal  8vo. , 
i6i. 

Vol.  III.,  Part  I.  THE  SPINAL  | 
CORD  AND  BRAIN.  By  E.  A.  | 
Schafer.  F.R.S.  With  139  Illus- 1 
trations.     Royal  8vo.,  i2j.  6d,         > 


Vol.  III.,  Part  II.  THE  NERVES. 
By  G.  D.  Thane.  >Vith  loa 
Illustrations.     Royal  8vo.,  9;. 

Vol.  III.,  Part  HI.  THE  ORGANS 
OF  THE  SENSES.  By  E.  A. 
SchXfer,  F.R.S.  With  178  Illus- 
trations.    Royal  8vo.,  91. 

Vol.  III.,  Part  IV.  SPLANCH- 
NOLOGY. By  E.  A.  SCHAPES. 
F.R.S.  and  Johnson  Symington, 
M.D.  With  337  Illustrations.  Rojal 
8vo.,  i6j. 

Appendix.  SUPERFICIAL  AND 
SURGICAL  ANATOMY.  By 
Professor  G.  D.  Thane  and  Pro- 
fessor R.  J.  GODLEE,  M.S.  With 
29  Illustrations.   Royal  8vo..  61.  6d. 


SCHAFER.— Works  by  E.  A.  SCHAFER,  F.R.S.,  Professor  of 
Physiology  in  the  University  of  Edinburgh. 

THE     ESSENTIALS     OF    HISTOLOGY.    Descriptive    and 

Practical.     For  the  Use  of  Students.     With  463  Illustrations.     8vo. ,  91.  net. 

DIRECTIONS     FOR    CLASS    WORK     IN     PRACTICAL 

PHYSIOLOGY :  Elementary  Physiology  of  Muscle  and  Nerve  and  of  the 
Vascular  and  Nervous  Systems.  With  48  Diagrams  and  24  pages  of  plain 
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SMALE  AND   C6>Z  K£:^.— DISEASES   AND   INJURIES   OF 

THE  TEETH,  including  Pathology  and  Treatment.  By  Morton  Smale. 
M.R.C.S.,  L.S.A.,  L.D.S.,  Dental  Surgeon  to  St.  Mary's  Hospital,  Dean  of 
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M.R.C.S.,  L.D.S.,  Dental  Surgeon  to  Charing  Cross  Hospital  and  to  the 
I>ental  Hospital  of  London.  Second  Edition  Revised  and  Enlarged  by  J.  F. 
Colyer.     with  640  Illustrations.     Large  crown  8vo.,  21  j.  net. 
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STEVENSON,— V^OlJ'^XyS^  IN  WAR:  the  Mechanism  of  their 

Pioduction  and  their  Treatment      By  Surgeon-Colonel  W.  F.  Stevenson 
(Army  Medical  Staff),  A.B.,  M.B.,  M.Cb.   Dublin  University,  Professor  of 
Military  Surgery,  Army  Medical  School,  Netley.  With  86  Illustrations.  Svo. ,  z8j. 

TAPPEINER,  —  INTRODUCTION       TO       CHEMICAL 

METHODS  OF  CLINICAL  DIAGNOSIS.  By  Dr.  H.  Tappeiner, 
Professor  of  Pharmacology  and  Principal  of  the  Pharmacological  Institute  of 
the  University  of  Munich.  I'ranslated  by  Edmond  J.  McWebney,  M.  A. ,  M.  D. 
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WALLER,— ^otV^  by  AUGUSTUS  D.  WALLER,  M.D., 
Lecturer  on  Physiology  at  St.  Mary's  Hospital  Medical  School, 
London ;  late  External  Examiner  at  the  Victorian  University. 

AN  INTRODUCTION  TO  HUMAN  PHYSIOLOGY.     Third 
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^T-^^Z.— Works  by  JOHN  HENRY  STEEL,  F.R.C.V.S.,  F.Z.S., 
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A  TREATISE  ON  THE  DISEASES  OF  THE  DOG ;  being 
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Practitioners  and  Students.     With  88  Illustrations.    8vo.,  lor  (id, 

A  TREATISE  ON  THE  DISEASES  OF  THE  OX ;  being  a 

Manual  of  Bovine  Pathology.    Especially  adapted  for  the  use  of  Veterinary 
Practitioners  and  Students.     With  2  Plates  and  117  Woodcuts.     Svo.    15;. 

A  TREATISE  ON  THE  DISEASES  OF  THE  SHEEP  ;  being 

a  Manual  of  Ovine  Pathology  for  the  use  of  Veterinary  Practitioners  and 
Students.    With  Coloured  Plate  and  99  Woodcuts.     8va ,  zai. 

roCMrr.— Works  by  WILLIAM  YOU  ATT. 
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